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KILLED 


WOMAN 


ma T 


Gelatine Mixing House 


Shattered By Heavy 


.Explosion, 


Wreck and Loss of Lite 


Are Attributed to 
Carelessness* 


WOMAN 


PINOLE, June 4.—Five human livos 


(were sacrificed today in another ej.- 
plosion at the Hercules Powder Works, 
which took place this morning at 9:r.5 
o'clock, reducing the gelatlr.e mixinjr- 
house and the black powder works 10 
splinters and scattering the remains 
of the unfortunate victims In shrec's 
of bleeding muscle ar.d tissue around 
the reservation of the company. 


One young man, Herman Veale, son 


of Sheriff Veale, 
of 
Contra 
Cost.i 


county, had a miraculous escape from 
annihilation. 


THE 
VICTIMS, 


Two of the men whose lives were: 


sacrificed were white men ind thre? 
were Chinese. The names of these a:-.? 
e.s follows: 


ALEX M'CULLOUGH. 
J. E. SMITH. 
CHE UN. 
LEE BO. 
HAM FOW. 


RECORDS. 


McCullough was 35 years 
of 
age. 


married, the father of one child, wa:; 
a laborer and resided in Her:ules. 


J. E. Smith was the foreman of thi 


gelatine mixing works, in which 
hi- 


met his fate. 
He was a single mar. 


and made his home at the boarding- 
house of the company, dost- to th< 
plant. He was 30 years of ;;ge. Hh 
relative^ reside in San Fram-isco and 
efforts are now being made to locate 
them. 


The Chinese were young men. They 


had relatives in San Francisco. 


TRUSTED EMPLOYES. 


All of these victims were experiences 


In the powder 
business. 
They 
had 


long been inured to the dange.- of their 
avocation, and were counted among 
the most valued and reliable of the 
employes of the plant. 


CAUSE 
OF 
THE 
DISASTER. 


Familiarity 
breeds 
contempt, and 


carelessness frequently' becomes char- ! had shot himself after announcin- to 
mcteristic of those engaged even in 
; her that he was 
about 
to 
go to 


works of the kind which were destroy- ! Europe, to be gone probably for sev- 
ed today, and it is said that the trag- j eral months. 
edy was due to that 
besetting sin. 


That, at least, is the theory of many 
based upon the statement of 
Veale, who. of the party about 
works at the time, saved his life. 


At the time of the disaster, Veale 


was engaged with Smith and McCul- 


lash With the Japanese 


Soldiers in 
Manchuria, 


tews From tho Soeno of 


Ac 'ion is 
Scarce* 


YOUNG 


KILLEDJMSELF. 


Bookmaker's Partner Tries to Kill Nan 


Patterson—Young Was Shot in a Cab 


—Found Dead in Woman's Lap 


IMPORTANT ARMY PLANS 


ARE IN PROGRESS. 


NEW YORK, June 
4.—Frank T. 


Young, known on the turf as Caesar 


j Young, bookmaker, horse owner and 
stockholder in the Pacific Coast race 
tracks, was shot and killed in a han- 
som cab today while on his way to 
the White Star line pier to join his 
wife, with whom he was to have sailed 
for Europe. 


MRS. 
YOUNG 
WAITS. 


Mrs. Young was waiting at the pier 


when news of her husband's death 
reached her. 


At first the death was reported as a 


suicide, 
but 
various 
circumstances 


caused the police later to change their 
views. 


WOMAN 
IN 
CAB. 


With Young in the cab when a po- 


liceman was called 
ivas Mrs. Nan 


Patterson, formerly an actress, whose 
stage name was "Nan Randolph," who 
is said to have been a member of the 
original "Florodora" sextette. 


She told the policeman that Young 


due 
to 
a 
self-inflicted 
Millin said that You ig, who came 


here from England ten o fifteen years 
ago, a poor man, was w >rth more than 
half a million dollars. 


RUSHED 
AT HER. 


Shortly after Millin rr ade this state- 


ment, Mrs. Patterson T as brought in 
to be taken to the C ironer's office. 
Millin was leaning ag linst the rail 
when he saw her. 


He started at her wi .h a rush. 
She 
shrank 
back 
igainst a de- 


tective. 
Millin again Jushed at her, 


but two or three dete- tives grabbed 
him and held him until the 
woman 


was out of sight. 


Millin shouted at he'r as 
she 
left 


THE 
REVOLVER. 


The. policeman told 
the 
Coroner, 


young however, that thS revolver was in the 


the man's pocket and that he did not be- 


lieve Your.g' could have put it there 
after shooting himself. 


Young died about five minutes after 


the policeman first saw him. 


The woman was taken to a police 


Jough in the gelatine mixing works. 


The 
party 
was 
endeavo-ing 
to 


adjust a paddle in the mixing part of station, where she collapsed 
the machinery. 


REMONSTRATION 


Veale remonstrated 
with 


claiming that the latter was not dis- 
playing the care which he should ex- 


•XCoatlnued on Page 2.) 


REMARKABLE 
SCENE. 


There was a remarkable scene in the 


Smith station when Young's partner, a man 


named Millin, called. 


He said Young .never carried a "re- 


p-olver and that he did not believe the. 


EONIC WINNER OF THE HANDICAP. 


ra-—The general public at the Russi 
capital is imbued with -the belief that 
important military, developments are 
impending at Liao Tang and that a 
general engagement between 
General 


4-4:87.p- "-ed" that this matter wa* the sub- 


Kuropatkir/s 
and 


armies is iminent. 


General Kuroki's 
Although the au- 


thorities are doing nothing to discour- 
age the idea, the best informed circles 
at the War Office do not anticipate a 
decisive battle 
immediately 
unless 


brought on more or less unexpectedly 
by 
an 
accidental collision between 


strong columns, a.s often happens in 
warfare. 


The War Office's information does 


not, 
indicate that the Japanese .have 


concentrated for an attack upon Kur- 
opatkin, and.it is said that they are 
not yet ready to assume the offensive. 
•Nevertheless, it is known that differ- 
ences of opinion exist at the Russian 
headquarters as to the advisability of 
taking the aggressive, and it is be- 


ject of conference between the com- 
mar.der-in-chief and the 
Viceroy at 


Mukden ' Tuesday. Kuropatkln's posi- 
tion is becoming very formidable, both 
in the number and character of troops 
at his disposal. , 


The condition of some of the Siber- 


ian reserves when called to the colors 
was not satisfactory, and caused Kur- 
opatkin misgivings, btit it is now re- 
ported that they'have been drilled into 
a state of efficiency. 
More important, 


however, are the largo reinforcements 
of field artillery, in which the Russian 
army 
was 
especially wea'k. 
They 


have now arrived. 


Nevertheless, Kuropatkin does 
not 


consider himself strong enough to risk 
the possibility of a defeat, which might 
be irretrievable and result in disaster, 
or at' least years of campaigning. His 
friends praise his steady 
conserva- 


tism, caution and refusal to listen to 
the counsel of the hotspurs. 


, ST. PETERSBURG, June 4, 3:30 p. m. 
*-The War Office has received news of 
2. sharp flg-ht twenty miles north of 
Saimatsza, north of Feng Wang Chfng. 
June I. In which six Cossacks were kill- 
ed and twenty-two wour.ded. 


The Japanese losses are not 
known 


Five companies of Gen. Renenkampff's 
Cossacks discovered 
Japanese 
detach- 


ments at Feng Chou JJng Pass, half way 
between Salmatsza and Ajiudjan. 


The Cossacks dismounted and attacked 


on foot, but owing to the difficult nature 
of tho ground and the strong defensive 
position held by the enemy, and the lat- 
ter's stubborn resistance, ihe attack was 
not pressed, and. the Cossacks drew off. 


No particular importance Is attached at 


the War Office to the appearance of this 
detachment of the enemy, it being be- 
lieved that Gen. Kuroki is keeping hi.: 
flank well protected In order to rid him' 
S8'r°f 'he sp-vi"s 
r->'<" 
5 of' 'he Cossacks. 
Ihe \\ai- Office lias received no fresh 


news from Liao Tung. Since the receipt 
of Gen. 
- 
-•- .oceipt 
Stoessel's report the 
general 


staff is convinced that 
the 
Japanese 


losses m the ilghling about Kin" Chou 
were greater than officially 
is known that only the 
admitted. It 


very seriously 


the station-house. 


MAKES 
THREATS. 


The woman was taken to Coroner 


Brown's private office 
and 
closeted 


with him. 


While there Millin appeared. 
He tried to break into the room and 


get at the woman again, but wa_s pre- 
vented. 


He called the woman names 
and 


shouted he would kill her if he had a 
weapon. 


WOMAN MAKES STATEMENT. 
Mrs. Patterson made a statement to 


the Coroner. 
She said she was . a 


niece of the cashier of a leading New 
York bank. 
Continuing, Mrs. Patter- 


son said she heard a muffled report di- 
rectly after Young had told her he 
was going to leave her. She said she 
did not see any pistol. 
- 


She said she believed he shot him- 


| self with the 
pistol 
in 
his 
coat 


pocket. 


It developed 
In Mrs. -Patterson's 


statement to the Coroner that on her 
way down town Young stopped at a 
hat store and bought a new hat. 


BAIL 
FIXED. 


The bail in which Mrs. Patterson was 


held was at first fixed at $1000, she be- 
ing held as a witness, but this was 
later ' increased to $5000 by the. Cor- 
oner on the request of the police of- 
ficials. 


PARTNER 
HELD. 


Millin, the partner of Young, In- 


sisted upon being connected with the 
case and was held in 51000 bail as a' 
witness, which he furnished at once. 


YOUNG'S 
LUCK. 


Mrs. Patterson is said to have come 


from' Washington. 


When she left the "Klorodora" com- 


pany to go 
to 
Washington stories 


were printed _about her having' made 
a fortune in Wall street, and to the 
effect that she would aid her father 
and return to her family. 


. Less than a month ago a New York 
paper printed a page review of Young's 


wounded were include,, in that eatery 
,±:,l^!jndiCitions .«"" "°"> of ,hi 
commanders 
the 
are pursuing 
he 


this plan, as 


eeks most of the 


SERIOUS FIGHTS 


AREJEPORTED. 


^ TOKIO, June 4, 4 p. m-The command- 
ar or the Japanese forces south of the 


When Tired Out 


Take 
Horsford's 
Acid 
Phosphate. 
!K«£^S .-ra^SS X" £!: 


lent, 
that Permanently 


career under the title, "The Luck of 
Caesar Young." 


WIFE 
HEARS THE 
NEWS. 


. Mrs. Young left the pier when told 
of her husband's death and was taken 
to a friend's home. 
She 
was com- 


pletely prostrated. 


WOMAN'S 
STORY. 


-The 
Coroner "later looked over the 


statement made by Mrs. Patterson and 
found some testimony, which was not 
made public. Mrs. Pa'terson, 
in her 


statement, had said that while riding 
down West 
Broadway 
she heard 
a 


muffled pistol shot. 


j 
"How do you know Ir. was a pistol 


' shot?" the Coroner aked. 


"Because I took the pistol out of his 


pocket and put It back again," she an- 
swered, 


"After the shooting?" 
"Yes." 
. 


(Continued on Faj-e 2.i 


FURNITURE^UCTIQN. 


On Tuesday, June 7, 11 a. m., at •'434 


Chamilng way. near Telegraph avenue, 
Berkeley. We have received instructions 
to sell the Concert Grand piano, .furni- 
ture, carpets, bric-a-brac, etc.. contained 
In Mrs. S. E. James' twelve-room resi- 
dence. 
For 
particulars 
see 
Berkeley 
Gazette. Sale absolute 
o«-inciey 


MEYSEL & MEYSEL. Auctioneers. 
Office, 401 Eightli street, near Frank, 
iin; phone Cedar 621. 


ADMINISTRATOR'S 


AUCTION SALE. 


We will sell, by order of the adminis- 
trator of the J. Peterson estate, his flna 
furniture, piano, carpets, etc., at 1511 
Park street.- Alameda. 
Sale, Saturday, 
June 4. at 7 p. m. 
Comprising in part: 
Two fine piano;, 
elegant odd parlor pieces, one automotlo 
and one Singer sewing machine. Brussels 
carpets, lace curtains, brass and iron 
beds, oak chiffoniers, oak bedroom suits, 
ualr mattresses, oak dining table, chairs 
to ,-match, fine . line of chlnaware. ono 
Jewel gas rata^e. one water-back range, 
trunks and contents, .etc.. etc. 
J. A. MUNRO & CO.. Auctioneer*. - 
Rooms 412-413, Call Bldg.. San Fran- 
elaco; -phone -Main 5137. 960 Franklin 
street, Oakland phone Red 7251- 
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SATURDAY EVENING 
OAKLAND TRIBUNE 
JUNE 4, 19O4: 


Miss Roosevelt Presents 


Medals to the 


Winners, 


Amateur Oamos Ana Wit- 


nessed By a Largo 


Orowd. 


ST. LOUIS, June 4.—Athletes- from al' 


parts of the country, many of them hold- 
ers of world's records, were seen at thf 
Stadium today, where the championship 
events of the Amateur Athletic Uniol; 
were held. 
The first part of the pro- 


• gram was devoted to the junior contests, 
postponed from yesterday on account" 
rain, and the closing numbers decid< 
the senior championship*. 
The hea- 
rains of the last few days prevent1 
exceptionally fast time being m;idt.in t: 
sprints and distance runs, but rs the e' 
tries included the country's bent men 
their respective classes, grea? intere 
was taken in the several events, 


A feature of the day was the presen 
tlon of. medals to the winners of ' 
senior 
championships 
by 
Miss 
All 
Roosevelt, daughter of the President. 
President Roosevelt is tho honora 
president of the Olympian games 
HI 
Miss Roosevelt wa.s requested by Chi 
Sullivan of the physical culture depttr 
ment to represent her father. 
The contest included all the regulati' 
events re-cognized by the A. A. U. 
several them were so many entries th 
it was found necessary to divide the 
Into heats. 
Results: 
880-yard run of A. A. U. champions: 
contests at the Stadium—Wpn !iy Geon. 
A. Shipley, C. A. C.. Chicago. 
Tim 


2:06 
1-5. 
Henry 
Chrlstossevg of St 
George A. C.. New York, waa a clos 
second; J. A. Tnylor, G. N. Y. I. A. A. 
New York, third. 
100-yard run—Won by William Hoden 
son, C. A. C.. Chicago. Time, 10 1-5 sec 
onds. W. Knakal. G. N. Y. I. A. A., Ne*| 
York, second; W. D. Dagori, Cambridge 
port. Mass.. third. 
120-vard hurdle—Won by Cattleman o;' 
N. Y. A. C. Time, 17 1-5 seconds. T. E' 
Garrltty. C.P.A.C., New York, second; L 
Smith. "W. U.. St. Louis, third. 
Sixteen-pothia shot-put—Won by Johi 
J. Ryan. Std. A. C.. New York. Distance 
38 ifeet 2 inches. C. Van Dayne. G. N. Y, 
J. A. A.. New York, second. Distance. 3'j 
feet 8 inches. 
J. .T. Schonner, C. N. Y 
C. A.. Chicago, third. Distance, 37 fee 
1 Inch. 
Throwing sixteen-pound hamrner—Wi 
by C. Van Dayne, G. N. Y. 1. A. A.. Ni . 
York. Distance. 1R9 feet 2 inches. C. F 
Leno. Y. M. C. A.. Cincinnati, secon 
Hans WulfT. M. t".. Columbia, Mo., third 
The previous champion was F. Lons; o 
Milwaukee A. C., whose record was 13 
feet 3 Inches. 
220-yarrt run—Won by W. Knakal. 
N. Y. I. A. A.. New York. Time, 22 3 
seconds. 
J. Walze. G. N. Y. I. A. 
New York, second; E. F. Larson. C. Y. M. 
C. A.. Chicago, third. The previous chamL 
pion was L. Robertson, G. N. Y. I. A. A.. 
New York, whose record was 21 4-5 sec- 
onds. 
Two-mile run—Won by C. B. Nalsmith. 
G. N. Y. I. A. A.. New 
York. 
Time. 


10-17 4-5. Robert Todd. N. W. S. A. C. 
New York, second: A. H. Haigh. G. N. Y 
M. A.. Chicoga. third. Previous crmm 
plon A. A. U. was E. A. McE^chron of 
Milwaukee, whose record was 1J:14 -1-5. 
220-yard hurdles—Won by J. F. Hill. 
M. A. C.. Baltimore. Time. 2V 2-5 sec 
onds. L. Smith, W. V., St. Louis, second 
John Dillon. St. Loula 
University. 
St 
Louis, 
third. 
Tho 
previous 
champioir 
was C. George Poage, Milwaukee, whosr 
record was 33 seconds. 
One mile run—Won by H. J. Bitchier. 
G. Y. M. C. A. Time. 4:3!1 2-5. H. Cohn. 
G N Y I A. A., New York, F-econd; A 
.Hose. C. A. C.. 
Chicago, 
third. 
Th'- 
previous A. A. U. champion was J. A 
Lightbody. University ot Chicago, whosr 
record was 5:32 4-5. 
440-yard run—Won by B. H. Myers. 
Seventy-fourth Regiment. Buffalo. Time 
61 seconds. Joseph McOuichcli. B. P. S.. 
Bethlehem. Pa., second: I.. K. Cornel 
lius, C. Y. M. C. A.. St. Louis, third. Th- 
provlous A. A. U. champion v.-as F. G 
Walter of Milwaukee, whose r--cora wa: 


Running 
broad-jump — Won 
by 
I/ 
Smith. W. U.. St. Louis. 
Distance. -'" 
feet Hi Inches; 13. L. Greene. G. N. Y. 1 
A -A.. New York, second. IS feet ,'.i 
Inches; K. Clark. Y. M. C. A.. Kansas 
City, third. 18 feet 8V4 inches. 
The running high jump was -.von by C 
Hall P A. C.. San Francisco. Height 
5 feet «V. Inches. Frank Olms'.ecl, T. P 
'8.. Ri.thlchcm. Pa., second: J. W. Price. 
•St. George A. C.. New York, tliird. 
All records of last year lave beer 


broken so far. 
^ 


UNHArrTwiVES 


GIVEN DIVORCES, 


set Carri. 
•utory de 
Henry A 


• was alsn 
wo minor 


divorct 


year ago. 
by Judsi 
from Ed 
. She i:: 
:- son 
ami 


On the ground of wilful negl 


'Tansey was granted an intcrlo< 
cree of divorce today by Judge 
Melvln from E. T. Tansey. Shi 
granted the custody of the t 
children 
An Interlocutory decree 
01 
granted Ellzabuth Kilmer, a 
was changed to n final decree 
Melvln today. Her separation 
•ward Ellmer Is now complct 
also given the custody of thel 
allowed S30 a month alimony. 


PRINCESS OF 


AUSTRIA DEAD, 


GMUNDEN, Austria, June 4.—Princes-i 


Mary of Bsden. eldest daughter of tli^ 
Duke of Cumberland and wife of Prlnc-- 
Maximilian of Baden, died hore today, 
aged 34 years. 


MARRIAGE LICENSES. 


The following -marriage licenses wer.- 


Iseuea by the County Clerk today: 
John G .Nelson, Alameda 
2:; 
Lydia Rasrr.ussen, Alameda 
2"> 


.Frank George. Alvarado 
over 21 


Annie Roderick. Alvarado 
over l.< 


Frederick W. Wrede. Me. Edrn over 21 
Emma J. Schafer, Mt. Eden over is 
Plerson W. Morehouse, Oakland over 21 
Mabel C. Hamilton, Petaluma over li 


PASS ON SCHOOL SUPPLIES. 


, 
dn Monday evening next thi: Board o; 


Education will name the successful bli- 
ders for schoorsupplles. 
The list will be recommended to th? 
Board of Public Works 
which has 
ot awarding tie contract*. 


CJESAR YOUNG IS 
KILLED BY WOMAN 


(Continued from Page 1.) 


An autopsy was performed on the body 


of Young. At the conclusion of the au- 
topsy the examining physician said he 
was unable to say whether the wound 
was self-inflicted or not. 


The bullet entered the body high up on 


the left side. 


It had a 
downward course, 
passed 


through the left lung and lodged In the 
fourth vertebrae. 


HELD 
TO 
ANSWER. 


Late in the day 
the 
Coroner com- 


mitted Mrs. Patterson 
to 
the 
Tombs 


without bail. 


There is no formal accusation made 


against her, however, but the Coroner 
decided it was better not to commit her 
as a wltnes*. 
.•.„ 


KNOWN 
IN 
SOUTH. 


LOS ANGKLBS, 
June 
4.—Caesar 


Young, the horseman and bookmaker 
who committed suicide in New York | 
today, was well known in Los An- 
geles. He booked at Ascot Park dur- 
ing the season of winter racing at this 
place and several of his horses are 
still stabled at the track here. 


Among the horses now in Los An- 


the Patterson woman in San.-Franr 
clsco and became enamored of her. - 


They held clandestine meetings and 


finally the woman came to Oakland to 
live for .a time so that she could b« 
near the bookmaker, 
. 


HE 
DISAPPEARS. 


Just before the racing season closed 


Caesar Young disappeared. 
, . 


At the same time Nan "Patterson 


disappeared from Oakland. 


Young had teen 
drinking 
heavily 


and carrying on at a, great rate. 


When his wife was told of his dis- 


appearance, she said immediately that 
he had been practically kidnaped by 
Nan Patterson, and she would, hunt 
all over.the United States-for him. 


His friends received 
a -tip 
that 


Young had gone to Los Angeles with 
Mrs. Patterson and 
~\vas 
abo.ut 
to 


leave there for Chicago. 


Mrs. Young toow the first train out 


of Oakland and went to Los Angeles, 
where she intercepted her husband. 


She found him greatly under 
the 


influence of liquor. 


HELD 
TO 


AN EFFORT WILL BE MADE TO 


HAVE HIM TR ED BY 


JUVENILE COURT. 


Stanley H. Rich, the 


clerk accused of comm 
in the store of his err 
Wishart, IOCS Washing! 
held to answer to the : 
this morning by Police 
His bail was fixed at $5 
no effort on the part o 


j torney, M. C. Chapman 


I witnesses for the prosec 


in any defense. 


An effort will be made 


of. the boy, who is but : 
to have him tried befo; 
court Instead of facinf 
ennrge of burglary 
ii 


Court. There-is no desir 
art's part to put the 
.San Quentin. but he h 
difficulties through \vh: 
clerk is now .passing wi 
iong impression upon hit 


Rich is accused of 1 
Wishart's crrug store a 
to have taken 
register. 
$14.85' 


*- 


young 
drug 


tting .burglary 
ployer. TV". A. 
)n street, was 
:uper!or Court 
Judge Smith. 
10. Thf-re was 


the boy's Ht- 
0 examine the 
ition or to put 


by the parents 
9 years of age 
e the juvenile 
trial on the 
the Superior 


; on Mr. Wish- 
•oung man in 
}pes tliat the 
?h his former 
1 leave a life- 


avihg entered 
week ngo and 
rom the- cnsh 


WANT POHERtY 


TO CONTROL 


KNIGHTS 
OF 
LABOR 
LEADER 


WILL ACCEPT IF ELECTION IS 


UNANIMOUS. 


BOSTON, June 4.—A movement is 


under way in Knights of Labor circles 
to have Terence V. Powderly, formerly 
general Master Workman of -that or- 
ganization, assume the leadership once 
more.' Michael J. Kennedy, secretary- 


I treasurer of District Assembly 
30 of 


I of this city, is authority for the state- 
ment that Mr. Poxvderly has been ask- 
ed to take charge of affairs and he 
has intimated that if his election is 
unanimous he will accept. Arrange- 
ments are being made lor a big mass- 
m'eeting in Boston and today the form- 
er leader was invited to come here and 
deliver an address. 


HUNDREDS ARE 


BRITISH TAKE TWO 


cms. 
. 


EXPEDITION 
INTO 
THIBET 


BRINGS SUCCESSFUL ISSUE 


TO JOHN BULL. 


SIMLA, British India, 
June 
4.—The 


British expedition into Thibet has cap- 
tured two four-pounders from the enemy 
and a Lhassa general is reported to have 
bc-en killed. 
The Thibetans have refused to forward 
to Lhassa the letter from Colonel Young- 
husband, the political agent with the ex- 
pedition, fixing the latest date on which 
the British are prepared to meet and ne- 
gotiate with the Amban anu Thibetan 
delegates at Gyang Tse before advancing 
on Lhassa. 


Floods Said to Be Get- 


ting Worse in 


Kansas, 


Railway Service la Still 


In a Demoralized 


Condition. 


CROPS DAMAGED— HEAVY RAINS 


PREVAIL AND OKLAHOMA IS 


KANSAS CITY, Mo., June 4.—Fur- 


ther rains have fallen in Southern Kan- 
sas within the past twelve hours and 
the flood conditions in the valley o' 
the Neosho and Cottonwood rivers con- 
tinue to- grow worse. These streams ure 
higher than at any previous time in 
twenty years, not excepting the rise a 
year ago and-they are KtiU rising. The 
Kaw, which caused the real damage 
from Kansas City west.to Manhattan in 
the flood of 1903, continues to come up 
slowly at Topeka, Lawrence and Kan- 
sas City but as yet no alarm Is felt 
over the result of the flood along this 
stream. 


Railway 
service 
throughout the 


Southwest is still demoralized and a 
dozen or more trains are stalled In 
Kansas. —Hundreds of thousands of 
dollars worth of bridges have been de- 
stroyed and growing crops have been 
greatly damaged. 


As far as known but two persons, a 


woman and a child, names unknown, 
who were drowned at Florence, have 
been lost. 


The greatest damage wrought is in 
the great oil fields of Southern Kansas 
around Chanuto and at Toln, Florence, 
Emporia, Fort Scott and further -west 
along the Arkansas at Wichita and oth- 
er points. 


Scores of oil tanks filled with oil 


and many derricks ar.d rigs have been 
swept away. 
Railroad traffic on all 


lines in that section has been aban- 
doned. 


If You Buy Your Furniture 


And carpets before seeing our stock and 
getting: our prices, you w.ill be almost 
sure to say. "I am sorry I did so." Dis- 
count for cash, or easy payments. C. "\V". 
' Kinsey, 527-629 Twelfth street, between 
Clay and Washington streeis. ' 


a good fellow. 


The home in which they lived wa.s 


purchased last year by the 
Youngs 


and it is now 
In the charge of. .a 


keeper. 


MRS. 
YOUNG. 


Mrs. Caesar Young had a wide cir- 


cle o£ friends in Oakland. 
Although 


a woman who followed the races, she 
was reserved and refined. 
No mar. 


that ever ' attended 
the race course I 


and knew Mrs. Young but what spoke I 
of her in a kind and gentle way. 
j 


She is a beauiful woman, born and 


raised in New York. 
While a young 


woman she became, infatuated 
with 


Young, a poor but attractive follower 
of the race course. 


Against the protests of her family 


and friends she married Young sev- 
eral years ago. 


Mrs. Young was rich in her own 


right and with this mtrffey her hus- 
band grot his start on the race course 
and became a famous plunger in the 
East. 
When the 
Emeryville 
track 


was started he came over from Ingle- 
side and every winter he conducted a 
book here. 


•His wife was a very shrewd woman 


when it came to betting and knew a 
good deal1 about horses. She made a 
study of the business. 


When Young made his big winnings 


he generally turned the money over to j 
his wife, and she was always known 
to have largo sums of money in the 
Oakland safe deposit vault. 


EONIC 
WINS. 


Everybody who knew anything about | 


racing gave Mrs. Young the credit j 
for causing Eonic to ,\vin the famous ; 
handicap at the 
Emeryville 
track. 


This race brought thousands of dol- 
'• 


lars to the Youngs. 
, 


Caesar Young had no idea of enter- ' 


ing the horse In that 
famous 
race, j 


His wife, however, put the horse in | 
training and when the last day for. en- \ 
tries came she said to her husband: 
! 


"Caesar, Eonic will win that race,: 


and I am going to enter him for the. i 
contest." 
; 


"All 
right," said Caesar. "It is your i 


horse and your money I am betting,; 


i and 
we" will go our pile 
today 
on ] 


Eonic." 
i 


j 
All the world knows hpw Eonic won j 


that famous race, and how ail 
the I 


j honors and favors were bestowed up- i 


I on Mrs. Young. 
| 


| 
WOMAN 
IN 
THE 
CASE. 
i 


i • But there was unhapplness in 
the j 


I Young home during the latter part of i 


I the winter. 
j 


j 
This was caused by the presence in ! 


i Oakland of Nan Patternson, the wo- | 
man who is now under arrest in New; 
York and who may be accused of the j 
killins or Caesar Young. Young met] 


A 
SURPRISE, 


The killing of Young comes as ' a 


great surprise to his friends here. H.'- 
was a thoropgh turf man. 


He never faltered In the betting ring 


and he always backed his judgment to 
the limit. 


It is safe to say that since he has 


been In the booking business he has 
lost and won millions of dollars. How- 
ever, Caesar Young was looked upon 
as a rich man. 


Mrs. Young Is rich 
in 
her 
own 


name. 


RILEY 
ESCAPES 


MAN WHO TRIED TO BURN WIFE 


WILL NOT FACE FELONY 


CHARGE. 


Edward J. Riley, the former police- 


man of San J'rancisco, who t\vo months 
ago attempted to burn his wife, Kate 
Riley, to death by saturating her cloth- 
Ing with coal oil and then attempting 
to apply a match to her clothing, suc- 
ceded in having the charge of assault 
t<j. commit murder placed against him 
dismissed in the police court. He plead- 
ed guilty to a charge of battery. He 
was sentenced to 50 days' imprison- 
ment on a former occasion. 


The reason of the dismissal of the 


felony charge against Riley this morn- 
ing is that the wife is in a. condition 
-which prevents her from appearing in 
court. The law makes it necessary to 
proceed to the preliminary examina- 
tion of any prisoner on a felony charge 
within a specified time. This time ex- 
pired and there was no option In the 
matter except to dismiss the charge. 
'The wife previously had asked that 
the charge be dismissed'but the officers 
of the court refused to allow it. 
It 


would be impossible to 'get the wife to 
swear to another complaint and for 
that reason the battery charge was 
substituted. He .will be sentenced on 
this charge June 10. 
Liver and Kidneys 


. It Is highly Important that these organs 
should properly perform their functions. 


When they don't, what lameness of the 


aide and back, what yellowness of the skin, 
what constipation, bad taste in the mouth, 
sick headache, pimples and blotches, anfl 
loss of courage, tell the story. 


The great alterative and tonic 
Hood'sSarsaparilla 
Gives these organs vigor and tone lor tbc 
proper performance of their functions, and 
OQics All thotr ordinary ailmento* ItUce it. 


KANSAS CITY, June • 


passengers Injured in tht 
lision of 'the .vcst'oound 
on the Missouri Fac.'tlc a 
ton Accommodation at M 
was murtally hl'.rt. 
Engineer C. A. Slocurr 
ndmiltod that ht was n-E 
wreck. He admitted tod 
t'crgotten hi* orders to n 
mouatlon at Martin. The 
was late r.nd tht Flyer v 
Inside of the passenger 
a scene of confusion. Tn 
thrown from one to the 
lay unconscious and 
bli 


floor. 
Dr. Wp.-k of Pueb 
the train going home, t 
them. He ordered the si 
pared for the injured, 
conductor refused. 
The 


"You 
mu.st make tiles 
conductor finally conwenU 
the sleeper. Dr. "Work 
i 


fmci pillow cases and to: 
bandases. 
Wrecking crews did 
? 
scene witli physicians i: 
after rhc wrecic-oecurred. 
injured were brought to t 
a ni^Jorlty cf those- on 
tinned on their trip west 


.—Non*'. of the 


heafi-en(3 cnl- 


ColoracUj l-'lyer 
:d the Holr.ir.g- 
ibtin lust night 


•i of the Flyer 
mnslblc for the 
y that he had 
eel the accom- 
accommociHtlou 
eiu -,)a:;t. 
cars there was 
velern had been 
>ther and some 
oding on 
thu 


n. who was on 
u-ik i-nargt: 
of 
eplng car pre- 


Thi-s Pullman 
loctor said: 
• beds." 
The 


I lo tho use of 
IG'K th. 
a. shafts 


e thorn up for 
ot reach 
the 


•itll five hours 
Severn] of the 
ansas <"Mty. but 
;he Flyer con- 
,va:-d. 


NEWARK 
SCHOOL 
ELECTION | 


THROWS INHABITXNTS INTO 


HYSTERICS. 


Laughter has convulse 


Newark and chagrin mar 
and supporters of John 
for the honor <Jf school < 
knowledgcd winner of th 
the votes were polled, 
election of school 
ti-ust« 
yesterday and John Lon 
kinb and W. D. Coldara 
to nil three, two, and 
respectively. By the co 
announced that it would 
cast a separate, ballot f 
three candidates and a t 
BWdle, candidate fur h 
rector. 
Ballotting had not bee 
ress before it was iliscov 
was something doing, but 
workers keep their seci- 
not definitely found out 
place until the sun had . 
in the West. A dark ] 
trotted out and the fri* 
Fox. simulating sume o: 
of Sampson's -.Iread avei 
their four votes for Fox 
ballots'were counted Fox 
by u6 th'an there were 
town. .Long wr.s defeat! 
place and the town Is in 
as though attacked by 
Residents of Newark v. 
this city today are" speec: 
planatlon of lack of vole, 
throats. In talking of ti 
faugh afresh. Long say 
not contest the election 
Kentuckian say that it 
election that ever ho he: 


ft. T. Biddie was elec 
director by'29 \-otes. 


I the town of 
tied the friends 
jOng. candidate 
Irector and ac- 


contest before 
There was an 
es held 
there 


f, H. D. Wnt- 
\vere nominated 
•ne year terms 
ditions it was 
be necessary to 
»r each of 
the 
lurth for R. T, 
gh school 
dl- 


: long in jirog- 
ered that there 
so well did the 
it that It was 
vhat had taken 
unk to his rest 
orse had been 
nds of Charles 
the cmftinefis 
gers, polled all 
and when the 
had more votes 
electors In the 
d for the first 
i flt of laughter 
in epidemic, 
ho have visited 
less a'nd in ex- 
, point to their 
e election they 
; that he will 
while an old 
is 
tht 
d-—t 
rd of. 
.ed high school 


UP GOES THE HOUSE. 


Veale had not proceeded very far 


when the worst, which he had dreaded, 
took place. 


There was a thunderous concussion, 


a cloud of smoke, a hurling of timbers 
through the air, and, when the ochre- 
colored vapor had cleared away, wreck 
and 
ruin and 
blasted bodies, alone 


marked the spot where the gelatine 
mixer had stood. 


STUNNED. 


Veale was stunned by the concussion 


but hasty steps from the scene of 
danger had saved not only his life 
but had also enabled him to escape 
without injury. 


FIRE EXTENDS. 


After the gelatine mixing house had 


disappeared, flames extended to the 
house in which the black powder is 
made, but the flames were extinguished 
hy the energetic and fearless work of 
the fire brigade of the plant, but not 
before considerable damage had been 
done. 
: 


STRUCTURES AND LOSS. 


The gelatine mixing house and the 


black powder house were both frame 
structures, 
each about 30 x 50 feet, 


the former being one of a cluster of 
three buildings, the other two of which 
were uninjured. 


Both contained quite an amoilnt of 


machinery which was of course Irre- 
trievably injured. The loss to the com- 
pany 
will 
be about $35,000. Both 


structures will be, rebuilt, and work 
will be resumed in them at the earliest 
possible moment, because activity is 
a ruling feature in the powder market 
at the present time. 


The structures destroyed are 
the 


property of the 
Hercules 
Powder 


Works, 
at Hercules, Contra 
Costa 


county, the superintendent of wh_lch is 
John E. .Birmingham. 
^ Coroner Curry has arrived and em- 
paneled a jury and will hold an in- 
quest over the remains of the victims, 
probably Monday next. 


and the Russian cavalry 


continued in contact Monday night. 
I 


RUSSIANS MAKE 


Too late For Classification 


LIVELY ATTACK. 


SEOUL, Korea, June I (6 p. m.)—The 


commissioner 
of 
customs of 
Qcnsan, 


Korea, wires that a Russian attack on 
that place is deemed imminent. 
Ho is 


making: preparations to send the women 
and children to a mountain monastery, 
twenty miles distant. 


A junk has reported that the Russians 


have landed field piecrs at Sha river, 
near Ham Heung. north of Gensan, on 
Broughton bay, or the (Julf of Korea, at 
which 
places 
Cossack 
reinforcements 
are expected. 


ANTIQUE mahosranv bureau, bedstead 
extension table, chiffonier, desk. etc.. at 
• remarkable 
reasonable 
pi-ices; 
- also 
large linn of furniture, carpets, second- 
hand, but In the nnest of condition; 
extra reductions this week: pee us. 
Oakland Auction Co., 401-403 Sth St., 
cor. 
Franklin (under Gallndo Hotel); 
phone C'ednr 621. 
x 


WANTED—By young married couple, no 
children, furnished cottage or flat of 3 
to U rooms; must bo strictly modern; 
state particulars, price, location, etc. 
Address Box 1616, Trlbune OB1ce; 
I 


SIX-ROOM bouse on lolh avc.. to be ro- 
inoved. 
Apply M. Schramm, cor, 
7-J. 
]6th st._and 14th ave. 
F 


I PAY absolutely highest cash price for 
furniture, pianos, from single pieces to 
entire households. 
Address S. S., Box 


500. Tribune Office. 
j 


JOIN 
POPULAR CLUB. - 


Supervisor Kelley .and' Edwin Stearns 


were elected to member.* hip in the Re- 
liance Club at the meetl ig of the board 
o£ directors of the club 1.- st night. 


FLOATINGNE 


ARE FEARED. 


TIEN TSIN, June 4l— It Is generally 


believed that ther* are floating mines in 
this locality. Local steamers have been 
ordered to avoid the mine zone oft the 
Shan Tun promontory. 


DID NOT STEAL PAPER. 


Charles Hesse, accused of taking a 


newspaper from. the door steps of W. G. 
Jones, 491 Twenty-second street was 
found not guilty by Police Judge Sam- 
uels this morning, 


FIVE KILLED 


IN A BATTLE. 


TOKIO. June 4i(4 p. m.)— General Har- 


aguchl. in comn/and 
of 
the 
Japanese 


forces south of the Yalu river, telegraphs 
from Seoul that an Infantry reconnais- 
sance dispatched from Gensan struck a i 
patrol of Cossacks at Munch Hyan yes- 
terday and killed five of them. 


GOOD show-cases, suitable for drygoods. 
candy or grocery, for sale cheai). 
TOii 
Broadway. 
x 


TWO or three furnished or unfurnished 
rooms, with pantry, 
1107 Sth st. 
n 


FOR SAI-E—-Horse, buggy and harness; 
cheap. 5. K. cor. 4Jst and Adeline, x 


NICE sunny roomy, furnished.- for light 
housekeeping1 or otherwise; low prlcf-?; 
hot and cold water; bath, gas and tele- 
phone. 946 Myrtle st. 
' 
n 


SITUATION IS 


NOT ALTERED. 


MUKDEN. June 4.—The situation In 


the war zone is not altered ajid no news 
has been received hero from Port Ar- 
thur. 


The Hussion successes In Northeastern 


Korea are said to be c.-tusing: great dis- 
quietude among the Japanese. 


BUT A HOME 
I have for aule 3 modern Jiousss of 6 
rooms oach; will sell on cas\/paymenta; 
BUT LJTTLE 
READY 
CASH 
Rji- 
QUIRKD. 
Inquire of Owner. 455 65th 


St.. 
or call up Stuart 1457 for particu- 
lars, 
u 


79c 
Each—79c. 


Canvas Cot Beds at H. Schellhaaa1, 
Eleventh street. 


For Sale. 


I shall offer for a few dajMs a number 
of excellent parlor auitn. H. Schellhaas. 
corner Eleventh and Franklin streets. 


52660—10 rooms right In town; newly 
papered and painted; modern plumbing; 
brick foundation; below 7th st^ 


$2350—New cottage, 6 rooms; nRo loca- 
tion, central: nunny; porcelain bath. 
51600—East Oakland; 4 rooms, bath and 
basement; 3 blocks from local trains; on 
terms, $300 down. 


52950—New house 6 rooms; porcelain 
bath; Including new carpets: on terms. 
$500 down, $26 per month; flat loan, 


i Here is a chance for builders. There -is 
a big demand for small cottages at 
Golden Gate, the first station on the S. 
P. cpecial; we ofTor 20x100 right at the 
station for ?360; installment plan of 
payments or time allowed for you to 
build; look Into this at once; larger or. 
smaller lots if desired, 
HORSWHjL & CO., 


1002 Broadway, Oakland, Cal. 
u 


The whiskey that 
touches the right 
spot every time Is Jesse Moore; to be had 
from all first-class dealorw. 


- Crockery and cus«ware. 


Look at our 5c and lOc articles. 
Clos- 
ing out at H. Schellhaas'. 


PROBATE NOTICE. 


In the Superior Court of the County of 
Alameda, State of California. 
In the matter of the estate of Henry 
Heyland, deceased. 
* 
Notice of time set for proving will, etc. 
Notice Is hereby given that a petition 
for the probate of the will of Henry Hey- 
land, deceased, and for the issuance to 
Firm D. Hinds and John J, McDonald of 
letters testamentary 
thereon has 
been 
filed In this Court, and that Friday, the 


, 17th day of June, A. D. 1904, at 10 o'clock 
j A. M. of said day, at thft Court Room of 
' Department No. 4 of said Court, at the 
Court House In the City of Oakland, in 
said County of Alameda, has been set 
for the hearing o£ Bald petition and prov- 
ing said will, when and where any person 
interested may appear and contest the 
same. 
Date* Jun« 4, 1904. 
JOHN P. COOK. Clerk. 
By H. L. Breed. Deputy Clerk. 
H. M. FITZGERALD. CARL H. AB- 
BOTT and F. B. McGDTRE, Attorneys 
for Petitioner*. 


FOR SALE—38 acres 'A mile east of El- 
mifa, 30 acres in fruit, 12 a. 'cota 12 n. 
prunes, 5 a. Bartiett pears, 1 a. olives 
and almonds; house, barns, chicken- 
houses, brooders, 2 wells, windmill and 
tank, nice yard of roses and shrub- 
bery; price {4600; would exchange for 
Oakland" property. 
Win. 
Snltzlnger, 
Elmira, Cal. 
U 


FASHIONABLE dressmaker to go out by 
the day In private families. 
Address 
Box 1518, Tribune Office. 
h_^ 


THREE unfurnished rooms, private fam- 


ily; 
central. 
Address Box 1517, Trib- 
une Office. 
n 


THE 
MENTONE, 
6B8 8th 
St.—New. 
modern apartment of 3 nunny rooms; 
elegantly furnished for housekeeping: 
no children. 
' 
n 


GAS CONSUMERS—Tho present address 
for sale of Bray gas burners is 468 
llth st. 
- 
x 


NICELY furnshed rooms, single or en 
suite; housekeeping If desired. Mrs. E. 
M. Birch. 436 Sth st. 
n_ 


SALF.SMBN of good appearance and en- 
. ergy. B. B..Co., 468 llth at. 
ct 


A FINE home In Contra Costa county; 


20 acres. 9-room house, orchard, vine- 
yard, chickens, cows, Implements, etc.; 
for sale or lease. P. C. Lassen & Co., 
,466 
10th St.. Oakland. 
u 


SATURDAY 
OAKLAND TRIBUNE 
JUNE 4,19O4 


RIOTERS 


IN BATTLE, 


Strikers and Non-Union 


Clash on the 


Street. 


UNEFOR 
SOLDIERS 


RAILROAD. 
AT WAR, 


Western Pacific Men Disgraceful Scenes in 


Are in the 
| 
Mountain View 


Field. 
! 
Cemetery. 


EVELETH, 
Minn.. June 
.'!.—Several 


hundred Finnish miners, who have been 
on strike against a reduction la pay. at- 
tacked a gang of non-union men toda * 
and a running fight ensued. 
It became so desperate that the of- 
ficers were compelled to fire af the riot- 
ers 
and 
two 
were 
probably 
fatalb' 


wounded. 
The strikers threatened 
trouble it n 


third man. who was arrested, is not 
gi\en his liberty. 


REFUNDING BONDS 


_ARE VOTED. 


NEW TORK. June 3.—The directors of 


the St Louis and San Francisco Railroad 
today voted to take, from the treasure 
$1.000.000 
of 
four 
pei cent refunding 


bonds, the proceeds of which will be use ! 
to reimburse the company foi advance< 
made on acco'int of improvements on 
the property. The directors ruined th • 
traffic agreement for the joint use of th« 
St. Louis and Iron Mountain line, whicn 
gives the St. Louis and San Francisco 
system entrance into 
the 
Mlssissipri 


valley and Into New Orleans. 


j 
STOCKTON, June 3 — Western Pacific 


surveyors are in town today running a 
line on Hazelton avenue, 
from 
Ophir 


street west 
It was a transit part3', no 


, levels being taken. 
The surveyors an- 


] under the 
immediate direction of 
Mr. 


! Carpenter, chief of camp, but the divis- 
ion engineei of the company. C. S. Rog- 
ers of San Francisco, was also in town. 
Members of the surveying party said 


they had been running a line to this,city 
from Walnut Grove, and that at" tht: 
same time they started out another party 
left Walnut 
Grove headed for Sacra- 
mento. A third party Is in the field rur- 
ther north. 
The Western Pacific has a. franchise 


on Ophir btrcetT from North street to 
Hazelton avenue and down the avenue 
to the coal road, but up to the present 
time has not applied for any franchise 
along the line where the surveyors were 
at work today, west of Center stieet. 
TALESMEN 


DELEGATE TO C O N F E R E N C E SAYS 


DEAD MAN IS HIS 


BROTHER. 


IN BOX. 


Selecting Men to Try 


Aged Jacob 
Eppinger. 


LOS AXGELES June 3—The Identitv 


of the man T\!IO committed sui< Ide at t r ^ 
Arcade ITotel ia this city las' Wednes- 
day by inhaling Illuminating -gas. hai 
been ascertained. Ills name 
Is E. 
D 


Sheets, and for thp past twent • jears h: 
has been in the employ of tne Snyder 
Trunk Compan-*. a manufacturing com- 
pany of Cltveldnd, Ohio. He was ider - 
tifle'd 
through his 
brother. C ol 
B 
I 
Sheets, of Oregon, 111 . a lay delegate t 
the Methodist genera' conferen- o just ac- 
Journed here 
L'ol Sheets, wl o was o i 


his way to a tiip through the Yosemitr . 
read the published leporcs of tne su'cidf 
trtprether with the 
description 
and 
a t 
once recognized the man as his brothel 
A telephone mepsnge from Col. Sheets at 
Santa Barbara this afternoon s-tated that 
he would arrive here this evening an * 
lake charge of thft body. Sheets camj 
to Los Angeles from Cleveland severe 
days ago. and net his brotner who wai 
In attendance on the Methodist confer- 
ence, but gave no Intimation that he con- 
templated pulCide. Dome?tic i rouble 
: = 
said to have been the cause 


STANFORD OIL 


MEN ON TRIP, 


CHANI'TK Kan , June 3 —*\ party of 


Standard 
Oil "ITicidls from 
New 
Yor < 


touring: ihe Kansas oil fie'ds n a special 
tj am 
practicdllj admitted to t commil - 


rer of tlje C'hanuto Cnrnmercial Club to- 
day that they hart dc-c.d* d to lecommenl 
thp 
building 1 of 
an 
eight-inch pipe lin •> 


f-oin Kansas Cit> 
t < > Whltiiip. Ind , t 


carr- for the 
Kan<^i-> p-oduct'on 
Tl ' 


line, it •= ryiimatod. will oust $4.500.00- 


HE IS ACCUSED 


OF EMBEZZLEMENT, 


Frank O'Donnell. \\ho is etrployed bv 


Kane & Daly \\as arrepte'i tnis a f t c i - 
noon on a chaige of mlsdemt anor em- 
bexzlement. He is allpgf.t! to have tak- 
fn $40 helonginB :<. the firm and spe:'t 


SAX FRANCISCO, June 3.—With 


six jurymen :n the hox the proceed- 
ings for selecting a jurj to try Jacob 
Epphij!E>r. indicted on a charge of em- 
bezzling 50.800 frorr the International 
Banking 
Corpoi .ition, \\ere resumed 


this morrins befoie Superior 
Judge 


I^avvlor. 
There was a Jaige number 


of veniremen present, hut 
only 
an 


insignificant 
gathering 
of aucl.tors 


who paid attention to the trial. 
Some 


of 
the close frie ids of tho accused 


grain broker pat within thp enclosure 
for the bar. Eppinger himself sat be- 
side his counsel. Henry Ach, S. 
M. 


Shortridge and Peter F. Dunne. The 
prosecution was represented by 
the 


Difti.ct 
Attorrey, 
e\--Judge Robert 


Forral and J. C. Campbel1. 


Upon 
the motion or' Mr. Campbell, 


who stated that counsel for both sides 
agreed, the taking of testimony would 
not begin till Monday, the w.tne&ses 
were excused until Monday at 10 a. m. 
* 


MRS. MARRIOTT 


GRANTED DIVORCE. 


Julia Marriott \\ as granted a divorce j 


this afternoon by Judge Ellsworth from 
"Ned" Marriott, 0:1 the ground of ha- 
bitual intemperame. He IR the son of! 
Frederick Marriott, editor of the "Sar. 
Francisco Xen s Letter." 


CHARLES TYE 


IS1LL RIGHT. 


Charles Tye, th? light weight prize 


fighter, who was charged with insanity 
last week appeared beforp Judge Og66n 
this afternoon, and the case agafr.st 
him was formally dismissed. He was 
much quieted doun since his last ap- 


i pearance before tho court. 
I 
* 


| 
SMALL FIRE. 


I 
Sparks from a neighbor's house this 


I afternoon caused a fire at the house 


of Mrs, R N. Stephens at S37 Camp- 
bell street. 
The tlamagp was $20 


The strife which is in progress between 


certain leaders of the old soldiers in this 
c.tj 
and which is 
noticeable 
mamh 


about Memorial Day Is not only regret- 
ted by the general public, but is gradual- 
ly working denunciation from people who 
wish to be 'permitted to do honor to the 
patriotic dead on Decoration Day without 
acting as partisans or without being sub- 
jected to the onr.oyances whicli partisan 
warfare occasions. 


A'though no leference -was made to the 
matter in the papers of this city on Me- 
morial Day, the right of people to take 
part in Decoration Day exercises, with- 
out unwarranted interference from 
any 
of the parties to the unseemly strife. 
was interfered with and in a manner 
which would seem to have set at naught 
ail the efforts of Superintendent Smith of 
Mountain View Cemetery to prevent the 
display of rancorous feeling on 
either 
side while any of the partisans were 
holding exercises In that abode of the 
dead. 


This, a number of people, who are not 
connected with cither faction, say was 
done by the interruption of the services 
at the new soldiers' plot In 
Mountain 
V.ew Cemetery by those who had prev- 
iously taken part in the exercises at the 
original G. A. R. plot, by marching past 
the new burial place and the starting to 
play by the band of a quickstep, which 
resounded all over the cemetery. 


At that time, there were, it is said, not 


fewer than a thousand people around the 
new plot and these were listening 
to 
a memorial address by Reece Clark who 
had been speaking about five minutes 
J he playing by the band interrupted the 
oration and tne interruption lasted until 
the band had almost reached the gates 
to the park, which required an interval 
of about file minutes. 


Mr 
Clark then resumed his 
speech 
somewhat Indignant, as were also manC 
of those who surrounded the plot, over 
what thc-v considered discourteous treat- 
ment of thp mo^t flagrant character 
Ol™3 was done despite the palnstak'ng 
efforts of Supeiintender.t Smith to pre- 
vent any contact, friction or censurable 
conduct on the part of the warring fac 
change 
m lhe 
c<™etdry "ndlr his 


I t had been published that the Veteran., 


fh» , 
• • men who were to conduct 


BIG INITIATION 
IN 


APPOMATTOX POST. 


There w i l l be a meeting this even- 


ing of Appomattox Post G. A. R., at 
which twehe new members will 
b 
inltiatprL 


On his return fioni Europe Bryan 


I delivered an address in which he said 


that In politics everything 
else 
was 


subordinate to the inor.il ssues. In his 
next lecture he w i l l , no doubt, reconcile i 
this statement of his creed with his 
support of Hearst's candidacy.—Phil- 
adelphia Leclge1'. 


o 
u 
n 
e 
w 
io prevent a. meeting of these -with the 


men who were to conduct the services In 
;. 
?' ', 
' Mountain View Cemetery 
after the latter had conducted th?lrel- 
ercisob, Superintendent Smith made ar- 
rargepient;, tn have tiie St. Mary's vet- 
erans enter Mountain View by one ave- 
nue and to have the others leave the 
p. ace by a different one. 


The old soldiers 
from 
the 
Catholic 
Cemetery, 
however, 
reached 
the 
new 


soldiers 
plot in Mountain View before 


: those at O A 
R. plot had conducted 
the r 
services, 
and 
accordinglv com- 


menced exercises, which consisted merely 
in an oration by Reece Clark 
raerel> 


Knowing- that 
Clark 
had 
begun to 


speak, Superintendent Smith, went to G 
A. R plot and told some of the G A R 
men there that the other veterans were 
assembled at the new plot and also not 
to interfere with them. 


One of the banda had already com- 
menced to play a quickstep, but at Mr 
Smith's request it desisted, because it 
w?.t 1jr'0'w:1 . the music -would 
interfere 
?r 
= ^e other exercises further down 
Mr. Smith also told the band not to play 
until It got down quite a distance be- 
:. ond the fountain for the same reason 
He then wont to see others In the 


group with the Intention of leading them 
out of the cemetery by a route which 
wouid keep them from coming in con- 
tact with the other faction, but the line 
had already advanced and a. few moments 
later he found his orders disregarded by 
the band, which had commenced to play 
at 
t'je new soldiers 
plot. 
where 
the 


other faction was holding services 


Mr. Smith. In speaking of the matter 
gave the facts of the case as they are 
presented nbovs ond said: 


"I c'id all I could to keep the inhar- 


monious elements apart, 
because 
the 
cemeterv is no place fo;- war. especially 
among those who through war have given 
u=i peace 
I t egret the annojance to the 


public by the 
hand 
Interrupting 
the 


speech. I did not expect it after I had 
alieady stopper! the band. I don't know 
who afterward^; gave the order to the 
band to play. I regret it and I (old some 
G. A. TI. men that I did. but some of 
them seemed to think It was a good 
joke on the opposite faction." 


Speaking on this subject today a lead- 
ing c.ergynian slid: 


"Such feeling Is a disgrace to soldiers 


and 
espec ally 
to 
Christian 
soldiers 
There heoms to be hard feeling on both 
sides, but the interruption of the ad- 
dress, of whirh I was a witness, espec- 
ially under the circumstanes and amid 
such sun-oundings, was not to be ex- 
pectfd from American soldiers." 
CADETSlifEifER 


WEST POINT. 


BANKING 
BY MAIL 


In many Eastern Cities i:. growing ta 
Urge 
proportions 


with a tendency to increasing popularity. 
/ 


Tho depositor encloses • check or postal order and 


pass-book in an envelope and sends them to 
the 
Bank 


through the mail. The pass-book is returned 
the 
same 


way. 
It saves the ti me of • busy man, and is perfectly 


•afe. 


This system prevails not only between distant cities, 


but between such ~ne---bv points at Oakland and Berkeley 
•nd 8«n'Francisco and even between different'sections of 
the same city. 


THE OAKLAND EiANK OF SAVINGS 


TWELFTH AND BROADWAY, OAKLAND 


WASHINGTON, June 
3.—The 
cadets 


designated to erter the West Point Mili- 
tary 
Academy this 
month 
were 
an- 


nounceJ at the War Department today. 
Among them are the following: 
Cali- 
fornia—Robert S. A. :Dougherty, Georg-e 
S. Patten, J. Edward A. Everts, Ea:l J. 
Atkinson. 


At larpe—Henry E. A. Ters, Charles H. 


Bonesteel. 
Simon 
D. 
Buckner, 
Philip 


Gordon. Charles L. O'Hall, W. C. Jacobs. 
Herman Kobbe, John C. F. Tillson Jr., 
William H. Sage Jr., Rodney H. Smith, 
Robert H. Fletcher. 


NEW TRIAL HAS 


BEEN REFUSED, 


BEAVER. Pa , June 3—Judge WJI 
. 
, 
. 
— 
s 
o 


handed down a decision today in the 


OAKLAND'S DEATH 


RATE DOWN. 


During the month of May there were 


100 deaths in the city of Oakland, mak- 
ing the death rate for the month 14.44 
per cent per 1000 persons. 
The, prin- 
cipal cause of death was heart disease, 
with a total of fourteen cases. 
Pneu- 
monia was second In the matter of mor- 
tality, ir claiming eleven victims. There 
were five deaths from 
typhoid 
fever. 
There were five accidental deaths and 
three cases of suicide. 


CII1LS IRE HIS VICTIMS. IUDCE FOX'S WILL 


FILED. 


Petition to probate th^ will of the late 


Judge Charles N. Fox was filed today by 
Mary .ind Ida Frances Fox, widow and 
daughter of deceased. 
They are unable 


to state the exact amount ot the estate 
but the will states that ' he life insurance 
policies upon nis life ariount to 51J.OOO. 
besides which he owru 1 hib home .at 
1057 Market stre6t and lots adjoining. 
He, lca\es the honu 
t < > his widow, and 
states that-the m.^ura ,ce policies are 
payable to her and not io be treaUfl as 
a part ot his estate. ' o his daughter 
Marj Fox Gray. hi> lc«ves a siher tea 
set. presented to lum ; 
IStJS by Grand 
lx>dse of OJcl Kcllow-, o 
California. 


To his da.isnlei, Ida Frances' Fox, all 
the residue ot Ins sil\c \vaie. 
He alt-o 
leaves her certain lots 
adjoining 
the 


homestead 
To hi* Jron-m-law, Charles 
Gray, he leaves his gou waich. piesi-nt- 
ed to him bj i3.iv Yi(>\-\ Lodge. No. 109, 
I O. O. F.. in 1ST;. Hi 
personil jeni'ls 
he want" dl«tnbute<i brtwoen Roseoe S. 
Gray and his sianuchii.l; CM. Ills Keu.- 
sarse cane he beqaeat! es to Ralph K 
Nichols. 


RAILROADS. 


SOUTHERN PACIFIC 


Trains arc due to errhe and leave 


—At— 


SIXTEENTH 
STREET 
STATION. 


May 21. 1S04. 


la. Vacaville, Wimers. Kum- 
sey 
la Benieia, 
Sulsu.i, 
Elmira, 
Sacramento 
and 
way 


ft -\ t !(1T- >* 


Callsosa. 


—Arrlvw 


7.14p 


stations 


I4a VallejO. 
Napa, 
^ ,-- 
„-. 
Hos.i, 
Martinez 


BORN. 


TAYLOR—In this city, June 4. 1904 to 
,.th? ?'"* ot J R- Taylor, a daughter. 
MCALLISTER—in this c.ty, June :, iso-f 
to the 
-Bife of Fiamis McAllister, a 
daughter. 


DIED. 


THOMSON—At 
the 
County 
Infirmary, 
. June 4, 1904. Eustatia Thomson, a na- 


tive of California, aged 3 months 


•WHITNEY—At 
the County 
Infirmary, 
June 3, 1904. William Whitney, a na- 
tive of Germany, nffed 51' years. 


Marbie and Granite Works 


WALTER 
H. 
O'GARA. 


Walter H. O'Gara, 


fenced by Judge Green' 
four years on a charf 
cohabitation 
with Ella 


Alarr.eda, is the same 
who is now chaiged bj 
ning, a San Francisco 
with having married h 
years of age and sweari 
was IS. 


O'Gara was taken in 


yesterday afternoon in 
and brought here and 
the County Jail. 
Dunn 


of the girl has charged 
jury and yesterday a co 
sued by the District A 
arrest. He says that he 
age while his former ti 
when he was 22. At tl 
he Js out on parole hav1 


vho was sen- 


to prison for 


of unlawful 


M. Jessie of 


Walter O'Gara 
Richard Dun- 
•abinet maker, 
3 child but 16 
ig that her age 


o custody late 
fean Francisco 
ncarcerated i.i 
ng, the father 
him' with pe>r- 
nplasnt was 1s- 
torney for his 
is 21 years of 
ouble occurred 
e present tiire 
ne; not yet had 


time to have the sentence Imposed up- 
on him. 
In the first case Ella Jessie, was a 


child but 14 years of age and after a 
regular trial by a jury he was convict- 
ed of the charge and lie was sent aross 
the bay but afterwards 
gained his 


release "throug-h the Uw which provides 
for the paroling; of prisone: s who show 
a wish to do better. 


He had not been out long: before he 


met the girl \\ho is now his present 
wife. 
He is a musician and plays in 


the orchestra of ore of the theatres 
and dance halls and being careful of 
his appearance has no difficulty In 
ingratiating 
himself 
into 
the 
good 


grace of impressionable young- girls. 
The girl whom he married on the 7th 
of last month will shortly become a, 
mother and is now with her mother in 
Peti^uiv.a. 
According- to the statement 


of the father, O'Gara after marryirg 
the girl attempted to desert her. 
* 


712 
SEVENTH 
ST. 


Bet. 
Br.sh tad C»»tro 


, Ct.ti. 


If Congressman Littauer succeeds 
Cortelyou, the trusts will naturally ex- 
pect to be handled with gloves. — Wash- 
in£±on Post. 


NO RELIEF 


FOR PORT 


ARTHUR. 


Kuropalkin Hi s All He 


Can Do to Protect 


Himself. 


ST. PETERSBURG, 


m —The best 
informec 


cles attach ro importa 
port 
that 
General 
t 


detached a large force 
at Llao Yan^ and dispa 
ward to relieve Port A 
distinctly denied that 
olas personally ordered 
ment. 


It can be autnorltatii 


Uae Emperor's conflder, 
^n is unshaken and 
not- attempting to Inte 
plan 
of campaign. 
V 


army has been dlspatc 
it is natural that Kurc 
all possible to harass 
rear. The railroad has 
as far as Vafangow, 2 
Kmchou and it is not 
when the Japanese havi 
through 
a 
line 


head 
of 
the 


peninsula that several tl 
troops may be -sent dowi 
impede the Japanese op< 
fllct as much damage 
these could easily be wit 
road If the enemy threai 
line of communications a 
loss of a few regiments 
sidered cheap if the Jap 
against Port Arthur w. 
tarded for any apprecial 
e\er. it is realize*}, wit 
occupation of Port Daln> 
as bases for 
landing 
;• 


small force above Kmchc 
plish but little and It is 
to be withdrawn, destroj 
as It retires northward, 
purposes Kuropatkin ma 
make the Japanese believ 
ment southward is contei 
!o divert Kuroki's attenti' 
tlon. 


TOPEKA SUFFERS 


BUSINESS 
HOUSES ARE 
UNDER 


WATER—MAIN PORTION OF 


TOWN INUNDATER. 


une 3. 6:40 p. 


mi'itary cir- 


ice to the ie- 
uropatkin has 
from his army 
cheft" it south- 
thui and it js 
'mperor N!ch- 
such a mo^e- 


3ly stated that 
e In Kiirnpnt- 
lis majesty is 
-fere with his 
hlle no 
such 


ted pouthv/ard, 
patkin u i l l do 
Jeneral 
Oku's j 


ieen kopt open 


miles 
above 


unlikely 
that 


failed .o push 
across 
the 


Liao 
Tung 


ousarid Russian 
the railroad to 
intion^ an(1 m- 
is po's-.ible. as 
idrawn by '-ail- j 
'nod tc cut the J 
jnve. 
F!ven iht* j 


v/ould be c<jn- t 
nese o Terations 
re thereby re- 
ie time 
JIow- 


i th*.' Japannpe 
and Talien^an 
cge puns, the 
u could accom- 
low more likely 
ng the railroad 
For strategic | 


j- be trying to.j 
e that a move- | 
iplatcu* 1n order ] 
n in that dlrec- 


NEWTON. Kan.. June 3.—The flood 


of last night is receding. Not less than 
100 homes are uninhabitable as a re- 
sult of the high \\aLor. 
In some cases 


the foundations of houses •were under- 
mined and the walls damaged. 
The 


loss on household gooas is heavy, "while 
scores of barns and other small build- 
ings were washed away. Three street 
bridges \\ ere s^ ept away and every 
bridge in the city \\as damaged and is 
unsafe. 


The flooded section covers an 
area 


of not less th in thirty blocks. 
There 


were sex eral instances of conspicuous 
brpvery Displayed by rescuers. Not a 
trflin from easL or *outh has reached 
Newton for ihirty hours. 


BERLIN. 


BERLIN", 
June 3.—The international 


Woman Suffrage conference, called 
by 


the Intel-nation il "U ornan Suffrage Com- 
mittee, with .icadacarters In the United 
States met here today for the purpose 
cf oiganizng <an mini national league for 
the promotion '.f w omnn t-ufCrago. Dele- 
gates were pi o sent from Groat B"italn, 
France, Gei many Holland, Sweden Aus- 
tria-'lungaiy, Switzerland ppnrmirk ^nd 
New Zealard. MK1- Susan B 
Anthony 


accepted the presidency of the League, 
but announced that she would leave the 
ai'tuaJ work of pre.= id.np to Mrs. C=itt of 
Wyoming1. 


is now complete and a general 
invitation is extended to all to 
inspect the same. Visitors will 
find the most complete»and up- 
to-date 
crematory 
and Colum- 


barium in the world. 


Don't be afraid to ask ques- 


tions as we take p'easure in an- 
swering all queries 
concerning 


the art of cremation. 


J. R. BROWN, Supt. 


Cor. Howe and Mather Sts. 


Take Piedmont Ave. Car. 


Santa 
i-cosa, 
Ai 
and San Ramon 
S:37a Shasta F.xpres^ t'or Port- 


land, 
Taconi t. 
Seattle, 
via. \Yoodlanu and Wil- 
lows 
S:3~a Davi.s, Woodland. Knights 
Landing. MaiisviUe and. 
OroMlk* 
D:0ia Port Costa. Martinez, An- 
tioch, True\. Stockton. 
Los 
Hanoi-, 
Mem'.ota. 
1 l;mford. Vis ilia. Pot t- 
te:\ilio (arm • via Nile.--) 
Fi "sno. 
Gosl.c-a 
June- 


linn, l-JriKoisfieHi 
9:37a C P. Atlantic Kxpress . 
10.Ola Ku'lHr-ond, 
Port 
Costa. 


Martinez and way sta- 
tion* 
10:36a '1 hn 
CKcrland 
Limited, 


Ogd^n, Omah i. Chicago. 
10:13a Los 
Angeles Passenger— 
Port 
Costa. 
Martinez. 
B1. ron. Tntc>. Lathrop. 
Stockton. Merced. Fres- 
no Bakersi'cld, Los An- 
grelos. 
Connects 
at 
Ooslicn for Hinford. Le- 
moorc find Msalia and 
a t. I-os A ngc los .for 
all 
sou them points 


30:43a Vallojo 
4:01p Port Costa. Martinez. By- 
ron. Lathrop. Modesto, 
Merced, Fresno 
4:01p 
Yosemltf. via V."a\vona, 
Mon . Wfd. and Sat 


4:06p Benieia. 
Suisun. Elniira 
and Sacr amento 
Davis, N\"oodland. Knipl'.ts 
Landing, Mar>svillc. Or- 


4.34p Vallcjo. 'NapaV'cal'lstoKa. 
n5 Vornno. Sam a Rosa. 
Martinez. Sn i Ran~on.. 
6;34p The Owl Limited, Fresno, 


BakerFfleld, Santa Bar- 
bara and Los Anpr^los.. 
5 34p Port Costa. Tncy. Stock- 
ton 
6:43p Oriental 
Mall. 
Ogden, 
Cheyenne, Denver, Oma- 
ha, St. Louis and Chi- 
cago 


5 4op 


7:llp 


:lOp 
:44a 


5:31p 


S:SXa, 


10:04* 


11:39* 


4:37p 


UTisepj Vallejo 
7:14p 
7 33p San Pihlo. Port Costa, 


Martinez. Richmond.. .. 10:?4a 
7 Sfip Oregon 
KvpreiS. 
Sacra- 


mento, Marvs\ ille. Red- 
ding, 
Portl? nd. 
Puget 
Sound and tho "Kist 
8:03a 


NILKS 
ROU'lTO. 
First Sti eer, ne ir Bi oadway. 


S:S7p 


2:?7p 


7'04p- 


C, H. JAMESON 


JAMESON & WOODS 


33t rectors 


Lady Attencant when desired 


Telegraph Avena: and Dwight Way 


Phone Derby 1052 
BERKELEY, CAL, 


8:0f>a Nilos. Lathrop 
Stonkton. 
9:09a .Nlles, S.m Jos-1, Lathrop. 
Stockton. LodI and Sac- 
ramento 
0:09a 
Onkdaie, r"hln^se, James- 
town, 
Sonera, 
Tuol- 
ou'iine. Angola 
3:S7p 


12:34p llavwrirdp. Nilft, and -way 
stations, Kan .lose 


4:04p Hnvwnrdp, Kill's and way 
statiors 


4:35p N"llo«s. 
LIveimure 
Stock1- 
ton, 
TjO'U. 
return 
^'ia. 
Martini1?; and ai ijvcs at 
Ifith street depot 
6:0?p San 
Lcandm. 
ll.t> wards. 
Niles. San .3ose. Li-\ or- 
moi f*t cop nepts 
;i t ^tin 


JOPO with S'm-spt Lim- 
ited for El 
Pato 
and 
East 
|;il:06a 
|5:06p Pan 
J r>,m<*ro. Ha\waids. 
KiJes, San Jo?" "n.-I way 
9:06a 


G:37p San 
L^vnciro. ]Jaywaids. 
K!!es. San Jis^ 
6:42a 
|;3:44p Niles, San JOP^ .md way. 
Sundny onlv 
[Ill Ofia 


COAST DIVlSfOX. 14CH & FRANKLIN" 
||7.50a Santa 
Ci uz Excurhion . .. 


S.2Ua Newark. Cent«'r\ Hit*. 
San 


vTos<3 
Fulton. 
Ronlder 
Creek. Santa Ciuz .. .. 
|":20p Newark, Cenie-ville. San 


JOFO 
S iiita Cruz 
ii'-^ya 


4;2Cp Newark. Cent^rville. San 
|8.49a 
Jose. Los Gatos 
|!10:49a 


(Sundays only. 
.Sundavs excepted. 
a for morning:. 
p for afternoon. 
People's Express Co. make no extra 
charge* for checking baggag-e over 
the 
S P. Co. and Santa Fe trains. 
Baggngo 
for other trains and .steamers called for 
and dalUered prompt!} 
412 to 413 Ninth 
street, Oakland. 
Local and through tickets sold and In- 
formation pivtn by 
G. T. FORSYTII, 
DIv. 
Freight 
and 
Pasenscr Affpnr, ] 2 S.m Pablo avenue. 
W. H. SIAIiONKY. Apent. 16th street 
station 


M. DE CORA. Agent, Seventh street 
and Brondu-iy. 


T. 3*. GOODMAN. Gen. Pa^s. Apcnt. 


Mrs. 0. H. Tuft's 


Colored 
illustrations are beginning 


to pervade the hooks, too. In this, as 
in irany respects, book publishing is 
saying 
ditto 
to 
journalism.—Bostonl 


Herald. 


Will Removs Dandruff. 
Makes Hair 


Grow. 
Prevents Hair Falling Out. 


PRICE 50 CENTS 


Address. 834 Oak Street Oakland. Cat. 


SUPREME WOFKMEN 


PASSES AWAY, 


BATTLE CREEK, M ch.. June 
3.— 


Supreme- Master Workm n H. Miller of 
the Ancient Order of L nlted Workmen 
is dead at a samtariu a from k.drey 
trouble, aged 61 years. 
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Millions of dolla -s a year are 


lost by not using Schilling's 
Best 


» call on 


M* 
bakinc-pemfar 
flavoring extrac • 


mice* 
soda 


and nobody gain s by using | 
anything else instead. 
j 


Your grocer'* ; money b*dv 


If you want 


LUMBER 


BAY SHORE 


LUMBER COMPANY 


Foot of Jackson Street 


»,'.'- . 
Adams Wharves 


-••'''•*'* 
• 
Oakland 


KILN-DRIED LUMBER OF EVERY 
KTND 


A SPECIALTY 


GOING 


IF SO, WHY 
NOT USE 


Thn Only Double Track Railway be- 
tween the Missouri River and Chicago. 


THREE TRAINS DAILY 


Via the Southern Paclflo. Union P«- 
cine and Chicago <£. Northwestern Rya. 


Overland 
Limited. 
Vestlbuled.— 
Loaves San FrancjHt:o nt 10:00 a. m. 
Tho mon Luxurious Train In the 
•world. 
Electric Lighted throughout. 
Buffet smoking- cars with barber and 
bath, 
Booklovers' 
Library, 
Dinlni 
Cars, 
Standard 
and 
Compartment 
ylceplnij Cars and Observation Cam. 
Less than threo days to Chicago with- 
out change. 
Eastern 
Express. 
Vestlbulach— 
Leaves San FrnneHco nt 5:00 n. m. 
Through Standard and Tourist-Sioep- 
Ins Cars to Ch'rago. 
Dlnins Cars. 
Freo Rpclininp Chali Car-i. 
Atlantic 
Express. 
Vestlbuled.— 
Leaves San Francisco at 9:00 a. m. 
Standard and Tourist Klefpirs. 
PERSONALLY 
OONOUOTED 


EXCURSIONS 


WAcIncsdnVR, Thursdays and Fridays. 
Tho 
b<-i*t of ever> thing. 


R. R. RITCHIE, Q. A. P. C., ChloaflO 


& Northwestern Ry., 617 Market St. 
(Fa)ac" Hotel) San Franclscc, or S. P. 
;.ompany's Aaent. 
That 
Eastern 


I 
PHONE MAIN 1047 


— Get all tho enjoyment that 
you can out of it. 


THE UNION 
PACIFIC 


furnishes more comforts than 
any 
other 
line. 
Cars 
run 


through 
without 
transfer. 


Most modern, safest and belt 
road in the country. 
Don't 


take any other, insist on th» 
most for your money. 


Drop a postal and I will call 


and explain everything; 
or 


you can ask 


H. V. BLASDEL, 
Pass. Agt. U. P. B. K. Co., 


1160 Broadway, Oakland 


S. F. BOOTH, 
Gen. Agt. U. P. R. R. Co.. 


No. 1 Montgomery St., San 
Francisco. 
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Work of the Associated Charities 


.A short article recently copied in THE TRIBUNE from a contemporary 


appears to have conveyed to some the impression that this paper is unfriendly 
to the Associated Charities. Nothing could be further from the fact. 
The 


article tn question was a somewhat sarcastic analysis of the last yearly 
financial, statement of the Associated Charities of San Francisco, which showed 
that the. bulk of the recipts vent for salaries and office rent. 
Qn those who 


are not familiar with the objects and workings of the 'Associated Charities 
this showing had an unfavorable effect. 
-» 


The erroneous conclusion Is due to a popular misconception o£ the mis- 


sion of the Associated Charities. This organization is not a cha-rltable insti- 
tution in the popular sense. Its mission Is to ascertain the'causes of dis- 
tress and remove them rather than to relieve immediate necessities. 
It is 


not an almoner. It is a relief organization Jn the sense that it endeavors to 
promote self-help and to remove the causes of distress, but it discourages 
aims-giving. By an energetic system of investigation, it exposes and min- 
imizes imposture, and by so doing re iuces and discourages mendicancy. 
It 


,does relieve immediate necessities In I'Xtreme cases, hut its whole aim is to 
render mere charity—alms giving—unnecessary. 


The work of the Associated Charities in Oakland has been highly mer- 


. Itorlous, and THE TRIBUNE has frequently taken occasion to commend it. 


The society -is well officered, and Its relief work has been conducted in a 
thorough manner and in a humane spirit. Many people have been taken out 
' of the mendicant class and mude self-supporting wage-earners. Many frauds 
have been exposed and a number of swindles In the name of charity checked 
and -frustrated. 
But the amount actually dispensed In relieving immediate 


want has been small. 


This is an entirely commendable performance, yet It remains to be said 


that while the Associated Charities and other organizations with like aims 
may strive to render charity unnecessary, they can never do so. They can 
reduce mendicancy and minimize the causes of distress, but so long as mis- 
fortune, and sickness, knavery and hu:nan frailty exist in the world, so long 
will the necessity for charity exist. 
No amount of organization, no amount 


of investigation, no system of relief measures intended to obviate distress 
and want can wholly eliminate the Good Samaritan from human society. 
"The greatest of these is charity," said one who came from' Galilee, preach- 
ing the duty of man to his brother. 
Homilies on industry and economy are 


all very well in their place, but there are times when a, loaf of bread, a bot- 
tle of medicine or a. few words of kindly sympathy are more to the point. The 
parable of the Prodigal Son lias its moral in this connection. When Christ, 
told the rich man to sell all lie possessed and give the proceeds to the poor, 
the force of the lesson he conveyed • cannot be broken by paying monthly 
dues to a society organized to abate poverty and make distress unpleasant. 


We mean no disparagement of the Associated Charities. 
Our remarks 


are addressed to the class'of well-to-do people who shirk the responsibili- 
ties resting upon Christian mi.'n and women; who assume that giving a dol- 
lar or two a- month to a society relieves them of all moral responsibility to 
their fellow-creatures, and renders Jt unnecessary for them to. take any per- 
sonal notice of or Interest in the sorrows and miseries of those to whom na- 
ture and fortune have been loss kind. The AsMOciated Charities does much 
good In {ts sphere, ev-;n If it can never take from the Individual the obliga- 
tion of Christian duty and the humane impulse that is the finest and tender- 
est quality of the human soul. In giving their hearty support and cordial 
sympathy to the Associated Charities, therefore, people should not forget 
that some things cannot be delegated. Some responsibilities are not to be 
evaded. No man can give over to his neighbor the care of his sou!, nor give 
!t.o another the charge of watering his affections. 


"Am I my brother's keeper?" cried Cain. 
How many are asking the 


same question today? How many are flying from their duties and responsi- 
bilities by putting paid go-betweens betwixt their conscience and the poor 
and the distressed? 


Poverty and wealth are created by the same process. 
Large fortunes 


mean many poor people. 
The rich, a-id the poor are grist from the same 


mill, as flour and bran come from the same grinding. 
Too many of the 


rich try to forget this, and to assume that poverty is a crime and distress 
a consequence only of either dissipation or laziness, and endeavor to avoid 
contact with people who are so wicked as to be poor and so indecent as to be 
In want. 


Folk Refuse to Be Gold-bricker 


In the argot of ward politics, Joseph W. Folk is a "wise guy." He has 


consistently refused to be goM-bricked toy the Democratic gang in Missouri, 
the leaders of which he has boen harrying and herding into the penitentiary. 
When he opened his campaigr, against the St. Louis boodlers, the gang said 
he would be put out of politics permanently at the close of his term as Cir- 
cuit Attorney. Instead of going out of politics, he announced himself as a 
candidate for Governor, taking for h:s platform the commandment "Thou 
Shalt not steal." 
In the primaries he routed the wire-pullers and grafters 


of the machine. When it bec-ame cer:ain that his nomination was a fore- 
Bone conclusion, the gang began to lock around for means to sidetrack him. 
J'lrst, they wanted to nominate him for Vice-president, then they wanted 
1o put him up for President. When h > rejected these flattering suggestions, 
they proposed to make him temporary chairman of the National Convention, 
trusting to boost him into tl»; Vice-Presidential nomination and out of thr> 
Missouri Gubernatorial fight against hi* will by some device. But Folk refuses 
to take the gilded bait. He ha* got the Governorship cinched and proposes to 
kepe it clnohed, and therefore will keep out of national politics. Senators Platt 
and Quay had Roosevelt nominated for Vice-President in spite of his protest be- 
cause they did not want him for Governor of New York. It turned out to be 
a fortunate stroke for Roosevelt, but Folk knows that no such lucky chance 
can come to him. He would have no chance of election to the Vice-Presi- 
dency, but were such an event to occur, he would still have to draw another 
prize in the lottery of death or assassination. So the gang will be forced to 
hurrah for him as their candidate for Governor and trust him to pardon 
them out of the penitentiary after he has sent them there. 


General Kuropatkln Is to po to the relief of Port Arthur, but who will go 


to the relief of Kuropatkin? 


The Japanese Commander-in-Chief 


The Japanese are not going to commit the blunder of dividing military 


authority. 
Field Marshal Yamagata, who led the armies of Japan in the war 


with China, and who has larsrc-Iy directed the organization and strategic tac- 
tics of the Mikado's empire, has been given supreme command, and will 
shortly assume personal supervision of operations In the field. He will not 
supersede anyone, but he will be the directing head of all the armies,-the 
superior of all other commanders. His position will be analogous to that 
of Von Moltke during the Franco-German war. 
Von Moltke was nominally, 


chief of stuff, but he was in reality the commander-in-chief. King William 
was nominally 
commander-in-chief, 
but the fiction deceived no one. Von 


Moltke's authority was absolute and he conducted operations at his per- 
sonal discretion. His success was as much due to the centering of author- 
ity as to the completeness of his plans—indeed, the latter was largely due 
to the former, 
pur experience during- the Civil War showed the evil of 


having separate armies commanded by men of equal rank, each of whom 


• operated according to plans ana ideas of his own. The result was disjointed 


and more or less unrelated campuign.-i instead of co-operative. movements 
in a general plan of operations with a single objective point in view. Yama- 
g-ata goes to the personal command of the armies in the field with the pres- 
tige of a renown^* itrategist. 
He Is unquestionably one of the foremost 


military men of the age. It Is doubtful if he has his superior in Europe. He 
understands the art of war a« thorouirhly as he does his own people; and 
he has the further advantage of having the unfaltering trust and devo- 
tion of his army. How Kuropatkln will acquit himself in jfrpositlon to this 
past master of. military strategy remains to be seen. He has thus far given 
no striking evidence of strategic skill. 
A splendid division or crops com- 


mander he undoubtedly is, but it is rare to find a fighting field officer pos- 
sessed-sOf comprehensive 'skill and gr:vsp as a strategist. 
Napoleon com- 


bined in himself the- qualities of a daring field fighter and a great campaign 
strategist,-but his marshals were of a different order. 
Old BlUcher could 


fight, but not plan. Prince Sohwartzenberg was an able strategist, but he 
lacked decision ^nd d&sh In the field. 
Of all his opponents Wellington was 


nearest to being Napoleon's equal In both strategy and flcld tactics. 
Un- 


less Kuropatkln can nmtch Yomagata, one will look the Russian army over 
Jn vain for a man possessed of the que titles required to-cope with so astute, 


and experienced a leader us the Jcpanese commander. 


A Model Candid&te 


Hon. Charles M. Shortrldgev late of San 'Jose, now of San J'rancHeo. has 


announced himself a candidate for Congress and asks to repres ent the Fltth 
Congressional district of this State in that body. 


We pay Mr. Shortridgre slight honor -tiy giving him -his full name. He ts 


called "Charley," and the very familiarity of that designation Is an Indication 
of the place he holds in the esteem of everybody. 
Charley is 
everybody's 


friend. 
In his case the appellation of a nickname does not i lean the full 


measure of his talent as in the case of the Placer county statesm vn who Is tha 
intellectual exponent of the great doctrine of "Uncle Jakeism." 


Charley says that no one wants him to go to Congress, no. "ne has asked 


him to become a candidate, and he is not In the hands of hU friends; but 
lhat he is a candidate on his own motion and Is not asham d of it. 
He 


thinks he has a right to aspire; he thinks he can represent the Fifth district 
acceptably and can sustain himself on the floor of Congress wi:h the great- 
est of the nation; that he wants to be promoted; that he ha.es obscurity, 
and with admirable candor he says, "I want to1 shine." And he ;ays all these 
things in plain unequivocal self-laudatory English. 


There are people to say that all this is a manifestation of egotism. 
We 


take issue with Charley's calumniators. 
While it may be true that Charley 


believes in himself, he Is not the only person he believes in. I '.e bel'.eves in 
his friends, and above all, he believes in the good opinion1 men entertaijj for 
him. 
' 


He says no one wanted him' for Senator, and yet, he decli res, how en- 


thusiastic everybody was after he became Senator, and that "listening Sen- 
ates attended upon his eloquence." 


If this is egotism, we confess to a liking for it as contra: ted with the 


usual variety of announcements relating-to candidacy. 


Take the case of Senator"Bard. The honorable Senator sai< when asked 


if he was a candidate for reflection that before he could answsr that ques- 
tion he 'must first define what Is meant by being a candidate. He then en- 
tered upon a. highly ethical definition: 
A candidate might be 01 e who would 


project his personality into a campaign asking for office, or he might be 
one who was projected by. his friends into the campaign; and tl e Interviewer 
said that his subsequent statement indicated that "he regards ils candidacy 
from a very highly ethical point of view." All this is mere gn ndiloquence. 


When a man pricks up His ears, lifts .his tail and shies at h s own candi- 


dacy, he needs to be "halter-broke." In any .event, the Hon. Thomas B. Bard 
regards himself as a projectile, and concluded his interview bj saying that 
the action of the Riverside County Republican Convention had made him a 
randidate. In this way he was saved the trouble of projecting himself into 
the campaign, since having been loaded into the gun of the R verside Con- 
vention he was projected into the campaign by the discharge o'. that gun. 


Charley Shortrldge comes before the constituency of the fifth district 


bareheaded! and .with masks off. He announces himself a cand date; he d-ar 
dares that no one has asked him to be a candidate; he confesses to an am- 
bition for notoriety; he wants to stand in the van of life's bat'le; he wants 
official distinction and the high honors and emoluments of office; and the im- 
modesty of the announcement is more than attoned for "by its open candor anil 
sincerity. As between the egotism of Shortrldge and the insinc :rlty of Bard 
we very greatly prefer the former. 


In the very simplicity of truth, Senator Bard is a self-constituted candi- 


date for Senator; he will use every honorable effort to secure his election. 
He is in the fight for re-election and In it to stay; his statemen that he has 
been projected into the campaign by the action of a. County Convention is 
far less admirable than the declaration of Charles Shortridge fiat he want^ 
''to shine." 


We have no intention of being rude or disrespectful to Sena:or Bard; on 


the contrary, we regard him as a valuable public officer and as rully entitled 
to. re-election; that is, we believe he will be entitled to re-election if the ef- 
fort we know he is going to make to that end is successful. 
But we will 


not stultify our intelligence by pretending to believe that Sen itor Bard is 
fincere when he declares that he is a candidate only because somebody wants 
him to run for Senator. If he wishes to measure the desire of this common- 
wealth for his re-election, let him announce in a card his wit] drawal from 
the race, and for his consolation we will guarantee that not one tear will fa'I 
from the eyelids of any man, woman,or child living within the legal boundar- 
ies of the State of California. 
'•— 


It is to be devoutly hoped that the Shortrldge method o 
announcing 


candidacy will find many imitators. 
Charley says he wants tc go to Con- 


press, but that he does not know of any one else who does wat t him to go. 
But he offers his proposed constituency a very high bribe. He says if he Is 
elected the Congress of the United States shall know about the prunes that 
are grown in the Santa Clara valley and that in consequence 3l this Con- 
gressional advertising, the fruit industry of the Fifth district will flourish. 


Chariey possesses at least one qualification in .a very high 'legree which 


ought to be valuable in the orchardry of his district; he is the most accom- 
plished "grafter" in the commonwealth. 


JUST WHAT 
YOU WANT 


Fresno county raises the finest water melons in the world but raising 


water melons in that county is handicapped for a peculiar reason. The melons 
average too large to be profitable. 
The ideal "market melon ranges from 


twenty to forty pounds in weight, and is symmetrical in form and uniform 
in color. They are convenient to handle and can be sold at i reasonable 
price. The loss from breakage is small. But the Fresno melons are so large 
that they are Inconvenient to handle and cost more than the average con- 
sumer cares to pay. Also one is too large for the wants of an o -dinary fam- 
i.y. 
Then, again, the margin of profit is not large enough fo • the dealer. 


More profit Is made on two twenty-pound melons than on one w :ighing forty 
or fifty pounds, and it is easier to sell two medium sized meUns-than one 
large one. 
There is also a larger percentage 
of loss 
from breakage in 


handling large melons. 
Hence the superiority of Fresno melons places their j 


growers at disadvantage In marketing them. 


A PIANO not too expensive, but 
at the same time a thoroughly re- 
liable-instrument—well made and 
attractive in appearance—such a 
piano is the 


Gramer 


Our guarantee goes with each piano 


Terms, $6 down—$6 per month. 


Sherman, Clay & Co. 


Oakland—Broadway, at Thirteenth. 
San Francisco—Kearr.y and gutter. 


HEAR THE ANGELUS 


Hints for the Ladies. 


•••••••••»•»•»•»•»•*• 


There's a touch of gold (not the coin 


that's paid for them) about many a 
hat. 


Pin tucks, lace motifs and insertions 


are all embodied in the fine wear for 
little ones. 


Those reports we heard early in the 


year to the effect that lace coats would 
be seen In all well-dressed crowds this 
summer are being confirmed as the 
season goes forward. 


Separate 
underdresses of net are 


fashion's latest caprice to veil the thin 
silk or organdie lining of 'diaphanous 
gowna and thus aid materially in se- 
curing the much-coveted soft effect. 


a second lace flounce, which is con- 
siderably deeper than the two above 
it. The waist has a square yoke of 
Valenciennes 
lace, 
below 
which the 


front appears as a 
blouse of 
mull 


pouching dver the sash girdle of white 
liberty satin. A little shoulder cape 
or scarf of the mull is fastened around 
the shoulder and makes a litt-.e border 
to the yoke. 
The ends 
are simply 


knotted 
on 
the bosom. 
The mull 


drapery is bordered with a frill of 
lace, and on the shoulders this looits 
like the upper part of the lace sleeves 
which are made of dee;> Valenciennes 
flouncing. 


POINTED PARAGRAPHS. 


Some men work overtime trying to 


dodge hard •work. 


If Senator Bard selects his business partner to manage his fi iht, we 


pose the campaign will be conducted on business principles. • 


W-hile we are busy building new hotels and promoting jther enter- 


prises of pith and moment, it should not be forgotten that tt e Fourth of 
July is only a month off and must be properly celebrated wren it comes i 
round. 


When President 'Baer says he will keep coal as high as pos: Ible he only 


states what the planter does with his cotton, the farmer with 'iis corn, the 
orchardist with his fruit, the drover with his cattle. This is a-: elfish world, 
and business wisdom dictates getting all you can for what you nave to sell. 
Some people think it very wicked for a mine owner to charge all 'he can get 
for his coal, but do they practice what they preach? 


Speaking of ambidexterity, Gavin McNab Is the only man to gain the 


distinction of performing the seemingly impossible feat of throwing both 
sides down at Santa Cruz. 


The preachers of 'Philadelphia evi- 


dently have greater credit abroad than 
influence at home. In this they appear 
to 
be the precise 
opposite 
to 
our 


statesmen.—Philadelphia Record. 


More Good Tea 


More Good Coffee 
More Good Spices 


More Coupons 


More ^Pretty Premiums 


Watch Our 


Stores. 


Prices Talk. 
It Pays to Trade 


AT 


Great American Importing Tea Co 


1053 
WASHINGTON ST. 


1510 SEVENTH ST. 
1185 
23d AVE. 


616 E 12th ST. 
I 


SOME PASSING JESTS 


Happy SI mil*. 


"How 
tall is that .fellow" noddlnjr In 


the direction of a. manage - of a. hotel, 
who was the same siie al the way up 
and had to stoop to pass hrough door- 
ways. 


"Wh, he's as long as a wet week."— 


New York Press. 


Tempora Mutant jr. 


swan's; 


But. now, wnen scornful .y he sneers 


and laughs. 


Her 
eyes resemble 
much 
a 
startled 


fawn's— 


He says her neck is quite like a gi- 


raffe's. 


—Judge. 


Cruel Man. 


Mr. Ferguson put on his 


threw himself on. the loui 
delightful to be at home 
said. . "I think I never a- 
more than I do tonight." ' 
to hear you say so, George 
Ferguson. "Yes; those con 
shoes have tortured me n« 
today,"—Chicago Tribune. 


slippers and 
ye, 
"It's so 


again," 
he 


•predated 
it 


It's delightful 
" cooed Mrs. 
ounded 
new 


iriy to death 


"But." said the heiress, "how am I 
to know that you are not narrying; me 
for my money?" 
"It is an even break." replied 
the 
young man who was add cted to 
the 
clove habit. "How am I o know that 
you are not marrying tne tc reform me?" 
—Chicago New*, 


Spider webs are a favorite design for 


piece lace edging or insertion and the 
delicate Tfhite silk blonde lace of the 
third empire is much in vogue. Old 
lace can be used up, no matter how 
much it is worn, by dint of arabesques 
of tiny gathered ribbons or bebe rib- 
bons or gold and black velvet mixed 
together. 


The vogue'of veils is still on the in- 


crease and never was such a season for 
veils as the coming one promises to be, 
at least riot since the days when lace- 
bordered, curtain-like flounces fell from 
the rims of poke Bonnets over the 
face of our great grandmothers. The 
new hats show 
veils that-are very 


much of this character. 
They are 


costly and ornate affairs, worked over 
with exquisite lace motives and shaped 
to curve upward at the back where 
they are carefully looped and draped. 


"Gauntlet folds," one, two a,nd th:-«e, 


are applied to the wide puff or middle 
section of new sleeves at little more 
than half their length. Three is the best 
number, because it clearly shdws the 
disposition to reverse the ordinary ar- 
rangement of drooping sleeve trim- 
mings. The gauntlet folds are beau- 
tifully finished with overlapping or 
strap ends which button alternately 
rigrht and left on the several folds. The 
free end of each fold is sharply pointed 
ajid receives its button quite near the 
end. 


Sea green and ivory is a cool-look- 


ing combination for a summer gown. 
The pale green tussore or rajah silk 
can be made up with plenty of ivory 
tinted Breton lace or you can carry 
out the scheme in sea green mull and 
trim it with creamy Valenciennes lace, 
Cut the skirt circular with a hip yoke 
or "hip yoke flounce" of shirrln?s, five 
rows deep. Below this are seen two 
flounces or deep tucks of green rvull. 
then a deep valenciennes lace flounce; 
below this two- more deep tucks, then 


HAIR NATURALLY ABUNDANT. 


When It is Free of Dandruff, It Grows 


Luxuriantly. 


Hair 
preparations 
and 
dandruff 


cures, as a rule, are sticky or irritating 
affairs that do no earthly good. Hair, 
when not diseased, grows naturally, 
luxuriantly. 
Dandruff Is the cause of 


nine-tenths of all hair trouble, and 
dandruff is caused by a germ.. The 
only way to cure dandruff is to kill 
the germ; and, so far, the only hair 
preparation that will positively de- 
stroy the germ is Newbro's Herplclde 
—absolutely 
harmless, 
free 
from 
grease, sediment, dye matter or dan- 
gerous drugs. 
It allays itching 
in- 


stantly; makes hair glossy and soft as 
silk. "Destroy the cause, you remove 
the effect." Sold by leading; druggists. 
Send 10 cents in stamps for sample 
to The Herplclde Co.. Detroit, Mich.1- 
gax. 


After a man runs into debt he either 


walks out or stays in. 


A distant relation is one who Is rich 


and doesn't recognize you. 


The wise man who has anything to say 


to a mule Bays it to his face. 


It's a smart baby that understands ths 


baby talk its mother indulges In. 


There may be people snmrter than you 


are, but of course they duflge you. 


Quarrels of women seldom last very 


long. They understand th<; work of mak- 
ing up. 


.Preachers who marry for money are 


the only ones who get as much as they 
expected. 


Sober second thoughts of a man are 


usually accompanied by a dark-brown 
taste and a headache. 
i 


Young: man, don't turn down a leap- 


year proposal because 
the 
girl 
can't 


cook. 
She may be able to pay your 


board.—Chicago News. 


SENTENCE SERMONS. 


Deeds demonstrate doctrine. 
Working religion Is not religious work. 
A difficulty Is at the door of every de- 
light. 


Wings of love do not need a track of 


law. 


Gold fetters are not more elastic than 
Iron. 


A yellow youth does not make a green 
old age. 


It takes a great man to do little thingt 
well. 


be all 
A square man does not need 
corners. 


Respectability is no substitute for re- 
pentance. 
' 


Love is always looking on God's side 
of people. 


Chips From Other Blocks 


A forger -<vho can neither read nor 


write is one of the guests at the peni- 
tentiary. 
Which simply shows that 


you don't have to have a college edu- 
cation 
to make 
your 
mark.—Ohio 


State Jpurn.il. 


Richard 
Croker is reported to b« 


betting on his horse, Clonmel, winning: 
the coming ISnglish Derby. The odds 
are 26 to 1 against him, so it's a good 
deal like dollars to doughnuts.—Baltl.- 
more Herald. 


, The government Is to issue a rail- 
road map on a scale of sixteen miles 
to the Inch. This will afford room for 
.it least some of 
the 
many curves 


which maps issued by the railroads 
rind it necessary 
to omit.—Philadel- 


phia Inquirer. 


Redfern, the Paris man milliner, de- 


clares 
that St. Louisans dress 
in 


wretched taste. 
We have understood 


:.hat a good many of them are wear- 
Ing checks when they should be wear- 
ing stripes.—Washington Post. 


A number of Atchlson colored people 


will attend a baptizing at Port Wil- 
liam tomorrow, when twenty-two will 
be dipped. The Rev. Flourney of Mis- 
sissippi will be the dipper.—Atchison 
Globe. 


Probably 
you have 
observed 
the 


enthusiasm with which the small boy 
is not joining Jn the movement for a 
sane fourth of July celebration.—Chi- 
cago Tribune. 


Do you suppose it was tTncle Russell 


Sage who persuaded th«. oth»r Western 
Union directors to give up the $5,000,- 
000 income from the poolroom ser- 
vice?—Boston Globe. 


In his artless Japanese way the Mi- 


kado appears to be trying to hitch his 
rickshaw to a Czar.—Chicago Tribune. 


A Frightened Hor»e, 


Running like mad down the street, 
dumping the occupants, or a hundred 
other 
accidents, are 
everyday occur- 
rences. 
It behoves everybody to have 
a reliable Salve handy and there's none 
as good as 
Bucklen'a 
Arnica 
Salve 
Burns, Cuts, Sores, Eczema and Piles 
disappear 
quickly 
under 
its 
soothing 
effect. 25c. at Osgfood Bros.' drug store, 
Seventh and Broadway. 


The gold of grace does not come from 
the greed of gold. 


A little patient pushing is worth a pro- 
found lot of puffing. 


Heavenly manna does not make a man 
mealy mouthed. 


It is no use praying for your debtors 


If you won't pay your debts. 


A man loses force as ?oon as he be- 
gins to worry over hia feelings. 


Great souls can neither be starved by 
poverty nor choked By riches.. 


You know what a man lives for when 
you know what he looks at when alone. 


Many people think they are living for 
character who are only fighting for rep- 
utations-Chicago Tribune. 


ThA whiskey that touches the 
right 
spotT^ery time is Jesse Moore; to be had 
from all flrnf.-class dealers. 


O .A* IB *f O BLI A. . 


Tha Kim 
1 Vmi Have Alway 


MEAT QUOTATIONS 
Beef and Mutton lower; Veal, Pork 
and Lamb easier. 
Rib Steak 
................. 
3 Ibs. 26o 


Beef Roast 
....................... 
80 


Beef to boil 
............ 
5c, 60 and 7c 


Round Steak 
.................. 
11c 


Loin Steak 
............... 
. . . AVAo 
Porter House 
.................. 
lj« 


Mutton Chops 
.................. 
10o 
Shoulder Lamb 
............... 
7O 
Legs Veal .. 
.................. 
11e 
Legs Mutton 
................. 
12*/4o 


Pork Steak 
.................. 
12[Ac 
Pork Roast 
.................... 
1fe 
Sausages 
.............. 
3 Ibs for 25o 


Prime Rib Roast 
VINCENT'S MARKET 


853 WASHINGTON ST. 


Phone Main 161. 


NEW STORAGE WAREHOUSE 


Twenty-ninth St., near Grov» 


Household Goods and Pianos 


Packed, Shipped, Stored 


-THE 


Lyon-Dimock Storage & Moving Go. 


Office 412 ElavanCh St. 


Phone James Mi. 
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TE'SPOPULARPAGE OF LATEST SPORTS 


'S 


BAfTINC STREAK 


HUGHES 
EASILY 
LOCATED 
BY 


TIGERS AND HIT HARD—SE- 


ATTLE OUTPLAYED. 


STANDING OF THE 
CLUBS. 
CLUBS. 
Oakland 
Tacoma 
Seattle 
LOB Angeles . 
" San Francisco 
Portland 


Played. Won. Lo >t. Pet 


65 


65 
61 


38 
37 
34 
36 
30 
IS 
43 


.585 
.569 
.540 
.537 
.463 
.265 


Thomas was In the box for the Tigers 


in their game yesterday with the Si- 
WMhes at Tacoma 
Hughes occupied the 


mound for the Seattles, but was not up 
to his usual form and was hit h ird for- 
th* totaJ of twelve base hits 
While 


Thomas was In fairly good shape the Sl- 
w«»hes were able to touch him of for 9. 
The Tigers had the game well in hand 
from the start and were never In danger 
of being headed down the home-: tretch. 
Both teams made errors, the Slwashes 
having three to account for and the 
Tigers a single. 
The game ended with 
the Tacoma boys holding a 
ha nd 
of 
eleven and the Slwashes three of i kind. 


• The score: 


RUNS AND HITS BT INNINGS. 


1 
2 
3 
4 
5 
6 
7 
S 
9 


ffacoma 
0 
4 
2 
0 
0 
0 0 
B *—11 
Base hits..l 2 3 1 0 0 0 5 *—12 
Seattle 
0 0 0 1 0 0 2 0 0 — 3 
Base hlts-.O 1 0 2 2 0 4 0 0 — 9 
Struck out—By Thomas 3 by Hughes 


S. Bases on balls—Off Hughes 4. Hit by 
plteher—Thomas 
1 
Stolen 
base—Van 
Haltren. Two-base hits—Graham. Lynch, 
Brashear 2. Home run—Eagan. 
Earned 
Tune—Tacom^T, Seattle 3. Sacrifice hits 
•—Hogan, 
Casey. 
Double 
plav s—Mc- 
J^aughlln to Graham. Mohler to Hall to 
Brashear, 
Van Haltren 
to Br tshear. 
Left on base«—Tacoma 4. Seattle 7 Time 
of game—1 hour 45 minutes. 
Umpire— 
O'Connell. 


SPORTING NOTES. 


Oakland 4. Portland 2. 


SHOTGUN CREATES 


NEW 


WINS AT GRAVESEND AND CLIPS 


A FIFTH OF SECOND 


FOR DISTANCE. 


Shotgun won. 
W. B. Jennlng's clever colt took the 


f penlng event at 
Gravcsend 
yesterday 


for the six-fm'lone distance. 
The colt 


flood a hard drive, with Jockey Odom as 
t no guiding star to victory. Shotgun won 
f ver Jack Ratlin by a head and inci- 
tiemally won the first victory for .his 
inner on an Eastein track this season 
'J he time for 
the 
six 
furlongs 
was 
] n 3-5. clipping a fifth of P second from 
tlie world's record 
for 
the 
distance. 


f hotgun's price was odds on at 4 to 5 
Jack Ratlin commanded 5 to 1 and the 
third horse. King Pepper, beaten by six 
lengths, had 4 to 1 set for the bettors 
] Ire Eater ran fourth, with Monte Carlo 
the fifth at the 
finish 
Reliance and 
Lord of the Valley also ran. 


And still the Grandpa aggregation 


of twlrlers show yt5uth enough In their 
crippled state to stay at the top of the 
ladder. 


YACHTSMEN. HAVE 


TOMORROW OPEN. 


Tomorrow is open day for the members 


of the California Yacht Club and the 
craft may float at their own sweet will. 
Last Sunday and Monday the yachtsmen 
vent down to Benecla 
Tomorrow no 


df-Ilnite course has been set and each 
captain has the day as his own 
Nearly all of the yachts will be out on 
aimless cruise, as far as the finish Is 
concerned. Many of the yachts are being 
t inched up for the coming season and 
v i.l be ready for next weeks cruise. 


Los Angeles 7, San Francisco 1. 
Tacoma 11, Seattle 3. 


PLAY PIONEERS. 


The Excelsiors and the Pioneers will 


nieet on the 
diamond 
tomorrow 
at 


Golden Gate Faik. 
The game Is called 


f"r 2 p. m 
The battery for the Ex- 
c Isiors will bo Cox and Willard. 
Heed 
a id Hariington -nil! be the batterv for 
tne Ploneeis 
Ed Richon has been se- 


lc ued ab the umpire. The Excelslois are 
in a badly crippled state from injuries 
t" many of their best plajers. but will 
b 
in a fairly good condition for torr.or- 
r >u's game 


I 


The Slwashes 
have 
finally 
been 


checked in their mad 
race 
for the 


pennant. 


Buddy Ryan's blossom was nipped 


,1n the bud by Jimmy Bardner of Lowell 
Mass., at Chicago last night. 
The 


fight was all Gardner and the i eferee 
stopped the bout in the sixth round. 


Pretty Polly won the Oaltes stakes at 
"Kpsom. 


Stanford athletes are busy today at 
Chicago. 
Gentlemen, a few :• cords 
please. 


Jockeys Hildebrand and Bullman are 


bringing great credit upon themselves 
at the Eastern races. Probably th" next 
thing heard will be .some kind of a 
suspension as this is the usual thing 
to the successful jockey. Ton 
prosperity Is bad medicine for th 
riders. 


much 
little 


HOTEL ARRIVALS. 


JACK 
MUNROE 
ARR'VHJG 
IN 
TOWN. 


ANGELES 
ME 


Joe Cans got the decision ovei "Kid 


HSrlffo" at, Baltimore last night. 


Oakland and Portland cioss bits at 
Mora Park tomorrow at 10 a. m. 


The ^Oakland Turfs and the Vestl- 


"bules play at Idorn. at 3 o'clock tomor- 
row. 


GALINDO—W. M. Ca'lum, San Fran- 


c SLO; A. L. 
White, 
Sulbun; 
Charles 


C i a f t , Chicago; Mrs. M. C Brook, Tre- 
n.ont; James Maddrell, M.t Hamilton. 


CRELLIN—C. 
M 
Flgeley, 
Chicago, 


^ r and Mrs. A. N Dawson. Cianbrook, 
T 
C , W 
Bell, Sacramento, Mis:< L. 
Omey, John G. Bates. San Frar.ciscc; C. 
ii >oney. lew York; W. McDonald. Llver- 
n i n o , J. O. LowiE, Willis G Lewis, Kan- 
k cker, George D. Herrlck, Eureka, O. 
M Durham, Seiner, Cal., W M Greg- 
01 y, J. Allyn Afrr.ond, San Francisco; L. 
H 
Scuber, Vallejo; H. Scwkamp, Berk- 
eley 


TOURAINE—Zellah Hart, Jean Mon- 
n ighaii, Olga Harmon. Miss Altuebereer, 
S ,n Francisco, Mi Nott and wife, Berk- 
<.I"J . G. B Abbott J. M. Perkins, San 
Fi inclsco. H A. Moshery, Nfies 
METROPOLE— J. S. Plant. New York; 
George W Cluasman, Mrs. George Cluas- 
n an, Dcn\er; Mrs. J. P. Gnrney, New 
1 >ik; W F Buckingham, W S. Whit- 
si le, Chicago; Mr and Mrs. r. W. Smith, 
Honolulu, C. S. King, New York; Mr. 
nud Mrs. J. W Mo-rls, l^dmonton, Can- 
ada; David Brown, Mount Vernon, N. Y.; 
M,ss Mary Howr\, Miss Anna Howry, 
I. mcast^r. Pa , Mrs. L. >I. A<fams, San 
F ancisco. 


ALBANY—A. 
A 
Dickson, Portland. 
O e ; MJ.ss L.vc!a 
Messerschmidt 
Snlt 
Like City; n 
G 
Twogood, wife and 


cl lid. Sacramento; C. A Dell Oakland. 
I] W 
KelloKfT, Rattle Creek; D Mont- 
pi trery. Redwood City; William Coulter, 
B rkeley. 


DOLLY GRAY IN THE BOX HAD 


THE SPHERE IN GREAT 


CONTROL. 


How does it happen that Jeffnts and 


Munroe 
are r.ot calling each other 
names before the flght which comes off 
June 17? Knights of the nuts, is this 
Hot going to be a flght? 


SEAMAN'S BOOY~ 


FOUND IN WATER. 


NEW YORK. June 4—Bj the finding 


of his body It has developed thr t El- 
mer S. Lewis of C^ eland, Ohio, a 
sailor on the battleship Kentuikv, ly- 
ing at the New York Navy Yard who 
escaped from that vessel May 2i and 
Jumped overboard, had lost hid life m 
the attempt to get aua.\. 


The man had been>*fiprisoncd ar.dei 
orders from Washington, whi'-h 
said 
that he was wanted In Manila on ' c-hil 
charge but of what offense he V..IB <ic- 
eused v,as not [stated. The Kentucky 
recently arrived fiom the Ph'llpplnes. 
During the night of Lewis' escape a 
shore ftoat utth three men v as peon 
hanging about near the hnttleshii . The 
men rowed around for a hour and were 
flnally ordei ed away by the special 
officers. 
It Is thought the men were 


friends of the sailor and were opect- 
ing to pick him up. 
• 


A short time after they had lowed 
awar Lewis broke from the IU-IK und 
running on~deck. leaped ovei board. He 
n-a» not seen again. 
A 


RETURN TO OAKLAND. 


Mr. and Mrs. Edward H Lohman who 


have'spent the winter In San Frai cis;o, 
have returned to Oakland and wi.l oc- 
cupy (heir residence here durliv 
the 
•ummer. 


. mother feels" a 


great • dread of the pain 
and danger attendant upon 
the most critical period 
of her life. 
Becoming 


to all, but the suffering and 


~~* 
ition one of misery. 


, 
. . . . 8 wom^n of the great 


riour which is dreaded as woman'* 
si.inai is not only made painless, but all the danger is avoided 
^'.J^^^^S^^^^^8^^ 
distressing conditions are 


and the 


After a good exhibition of fleldii.g by 


both teams the Angela flew to victory 
over the Seals yesterday at Los An- 
geles. 
Dolly Gray was in the box and 


pitched a good game. He had the bail in 
gieat control and allowed the Seals but 
se\ en base hits out of" which they col- 
lected a solitary run for the game." The 
Champions started in to win in the first 
inning and out of n\ e hits connected 
with the rubber five times. 
The Seals 
had a hard time in finding Gray and the 
fourth inning -nas the only one of re- 
wa'-d and that for the lonesome made by 
Reitz. A smgle error was made by each 
team 
The Champlqns drew blanks up to 
the sixth after the murder in the 'irst 
and then banged out two runs. The finpl 
tahy resulted In a seven spot for the 
Angels, leavins the Seals with one 
The i 
score: 
I 


RUNS AND HITS BY INNINGS. 
| 


LATEST CAK1PINGIBOWLERSTALKOF 


POSTMASTER 
GEORGE SCHMIDT 


OF BERKELEV H.'S A 


UNIQUE OUTFI". 


1 
2 3 4 5 *6 7 S 0 


THE ELLSWORTHS AT THE NOV- 


ELTY THEATER NEXT WEEK. 


* 
/ 


R E M I L L A R D ESTATE. 
x 


Final decree of distribution of the 


eMnte of the late Edward Remillard, 
M Iw died March 10, 1903, were granted 
yc ".terday by Judge Greene 
AH of 


the property, valued at about $100,000 
« is left b> will to his widow, Virginia 
R'millard. 
The propel ty 
consists 


cl ietly of 300 shares of the Remillard 
Bilck Company and real estate in 
O.ikland. 


gloomy; nervousness, nausea and oth~er 
•vercome, the system is made ready for 
•erious accidents so common to the critical 
fcftur are obviated by the use of Mother's 
Fllmd. "It is worth its weight in fold," 
•ay» many who have used it. 
$i.co per 


Iwttle at drug stores. 
Book containing 


valuable information of interest to all women, will 


- »ent to any address free upon application to 


BCOULATOH 
Mothers 


Lot- Angeles 5 0 0 0 0 2 0 0 * — 7 
Base hits . 6 0 1 0 0 4 2 1 *—13 
S 
Francisco 0 0 0 1 
0 0 0 0 0 — 1 
Ease hits . 1 1 1 - 1 0 0 0 1— 7 
Three-base ' hit—"Wheeler. 
Two-base 
hits—Chase, 
Flood, 
Smith, Gray 
and 
Rcitz. Fiist base on errors—San Fran- 
cisc o 3. 
Left on bases—Los Angeles G 
Sari Francisco 8. 
Bases on 
ba-ls—Off 
Gray 2, off Jones 4 
Struck out-—By 
G"ay 5, by Jones 3. 
Double plays— 
Sm i th to Flood to Chase, Mear py to 
Reitz, 
Passed 
ball—Leahy. 
Hit 
by 
pluhed ball—Flood. Hildebiand. Time of 
game—1 hour, 35 minutes. Umpit e—Mc- 
Donald. 


SPEGAL WILL PLAY 


BALL WITH KAHNS. 


Idora Park seems to have the pull 


with the baseball players for these 
excellent 
grounds 
are always 
the 


choice of late 
for 
the 
ball-tossing 


fraternity. 


Tomorrow morning: the Seals and the 


Grandpas will twirl at 10:10 o'clock. 
Then comes the Kahn baseball team, 
who are scheduled to play the Pierce 
hardware baseball players 
at 
12:30. 
This will be one of the fastest games 
of the amateurs that has been seen at 
Idora Park for some time, as the teams 
have selected their best available anJ 
will play hard to win. 
Young Bpegal, the captain 
of 
the 
Alameda County Bowling Association 
baseball team, has been secured by the 
Kahns and will proba*bly cover 
the 
thli d pillow. He Is also on the reserve 
staif of the pitcher list. 
The Turfs and the Vestibule base- 


ball teams will play at 3:30, 


COMMITTED SUICIDE, 


CHICAGO, June *.—A dispnVh to 


the Inter-Ocean, from St. Clijjd, Minn., j 
says: 
j 


C. P Elliott, formerly a. theatrical 
manager In Chicago, 
killed himself 


hc-iv in the dressing room of a *beatrf. 
.Elliott's business pardier d«"Mares 
thai the reason for the sulcije wns 
that Elliott had an unfortuna^ love 
affair over which he brooded until he 
bpc.-tme despondent. 


BERKELEY, 
June 
4 —Postmaster 


George Schmidt, who Is ab >ut to stait 
for a trip ro the Yossmite 'alley with 
his wife anfl daughter ana a parly of 
liiends, has the latest thli g in camp 
wagona. 
When he appeal 5 on 
the 
street with the wagon he i the cyno- 
sure of all eyes foi the ere. tion it-pre- 
sents all the Utest ideas 
m 
tamp 


wagon models. 
Schmidt even Aert 
so far a-g to advci Lse for n odels early 
in the season 


The wagon Is thirteen te t long and 


four and a ha.f feet wide 
It his a 


canvas top and is bo arrai gefl that ,\ 
compartment may be let c o v \ n sj a* 
to fo>"B t\\o separate bedi Doms. each 
of \\hich \\iil holci three p rsons nlth 
comfort. 
Under and about ihe wagon 


aie rompartpients that eon aiu all the 
necessary requisites in th ' way 
of 


1'iovisions and xitensfs n-cessury to 
camp life 
j 


Ten collapsable chairs 
a'c encom- 
passed ir a shoit space ai J the tu.il- 
boj.rd of the xvagon is so ar anged tha.. 
.it may readily be ronvertec1 into a ta- 
ble. 
Th>-ee boxes that fit n cely i-i the 


end of the -nagon, ard so ,nangel as 
to maintain perfect equilir num. jon- 
tttin a stove, 
cooking 
ut nsilb 
and 


supplies. 
Tne \\agon piesents a s, lendid 


pen.rd.nce. everj-thing about 
arranged 
v,ith 
a 
view 


eco.iomy. 
Those who will take the c rive to the 
Yosemite valley aie Post r.astcr and 
Mis. George 
Schmidt. 
Mus 
Gladys 
Schmidt, Miss Pearl Wagn -r, Edward 
Flags and Dewey Colligno i. 
ADVENTisfslLEGT 


TWO 
CHAMPIONS 
MAY 
BE 
IN- 


DUCED 
TO 


MEET. 


ap- 
t has been 
to 
spate 


NEW OFFICERS. 


At a meeting of the de egatns 
at 


Bushrod Park vesterday, offl ers of tht 
California Coru'erence of 
tV ; Seventh 


Day Adventibts for the 
en urns: 
yeai 


were elected. 


A. S. Kellogg was named resident, j 
S 
Osborne secretarv ard t le 
Pacific 
Press 
Puoiisnlng 
Company 
tre isuret 
The 
ro 1 JT. n^ \ v > i e rli .-( n ' iTr i 
• '»f 
the executive committee: A. S. Kelloss, 
\V. T. Knox, T. J Evans, H -i. Hall. M 
E Cadi, D T. Fero and B r. Richards 
William A. Splcer of Was ilngton D. 
C , secretary of the general conference, 
arrived today and will addrt ss the en- 
camnment on the subject of J treign mis- 
sions. Mr. Sprser was for a number o2 
years engaged in missionary vork 


There has been a great deal of talk 


among- the bowlers about a match 
between two of the cracks, Spega.1 and 
Doc Merrill representing- this side of 
the bay and Aldridge and Tuttle, two 
of the cleverest or* the San Francisco 
bowlers. A match was well under way 
a short time ago but there is a hitch 
in the proceedings just at present and 
the men may not meet until next fall. 


Thp question as to the selection ot 


the alleys is the bone, of contention. 
Aldrldge and Tuttle want to play on 
the San Francisco alleys and the Oak- 
land boys are willing to concede half 
the garres to the other side but claim 
that half should be played on this aide 
of the bay and suggest the Syndicate 
Alleys for the OaJtland frames. 


The proposition was made that six 
garres be played on the Syndicate 
Alleys and six on the alleys to be se- 
lected by the San Francisco team on 
their side. And so the matter stands 
at present neither side willing to con- 
cede the question at issue. It would 
seem fair to divide the games so that 
they could be witnessed on both sides 
of the bay. 


The bowlers are all well known and 


are considered the pick of the bowl- 
Ing fraternity. 
It is hoped by the 


friends of both sides that the match 
can be arranged as this would be one 
of the most expert meetings on the 
alleys that the coast has seen for a 
long time among; the amateur bowlers. 


FRATERNAL 
BROTHERHOOD- 


CIVES RECEPTION. 


One of the most successful affairs ever 
given by the Fraternal Brotherhood was 
the reception tendered to Brother and 
Sister Hnncock Thursday evening May 
2fi. 
There was a full orchestra In at- 
tendance and fully 
1UO couples partici- 
pated in the grand march 
Brother and 
Slbter Hancock were pleasantly surprisej 
by being called to the platform and after 
a -witty little speech by Dr. Herrlck, pre- 
sented with $50 Mrs Hancock was pre- 
sented with a beautiful bouquet of car- 
nations. This was a token of esteem and 
of appreciation for tha good work done 
'n the lodge. 
Mr. Hancock responded, 
thanking the lodge for its kindness and 
hearty support of his work. 
Dancing was indulged in until mid^ 
night, when everyone went home declar- 
ing they had had the best time of tho 
season. 


MEETING Ml NO AY, 


C P. Elliott was at one time one of 


the leading and most successful theat- 
ri.-.V managers In the West, having 
befn the owner and manager of several 
of Chicago's vaudeville houses. 
B liott, whose divorced wife Is May 
Hosmer, a well known actress, acquired 
fame in the theatrical field when in | 
1889, 
he Introduced the first popular 
theatre prices. Elliott was successful j 
for a' time, but suddenly he :etirfd' 
from the bu«iness and was not heard ' 
of again until he was called to Dulnth, i 
Minnesota, to enter the employ of Ij.. 
Scott, a well known theatrical man-j 
' 


The Women's Civic. Improv Tnent Club 


issues a call to the housej eepers 
oC 


Oakland to attend a mass mietlng Mon- 
day Afternoon, June 6, at 0 3 0'cIocK in 
Chabot Obser\ atory Hall, y, is meeting 
is for the sole purpose of dis 'ussi ig the 
service which the citizens o 
Oak and 
have been received and are to receive 
from the Pacine Incinerating Company. 
May 
Obiey will be pnsert an- .-, • ak 
for the householders, and a -eprese'ita- 
tive of the Incinerating Co -rpanv will 
also address the meeting. E erybody is 
Invited lo come and make a iv sugges- 
tions or complaints. A full 
attendance 
la dealred 
This meeting w u be 
the 
last one of the club until Se Uember, it 
having been voted at the M iy meeting 
to take a vacation during 
July 
and 
August. 


~ SUNDAY SCHOOL PI ;NIC. 
The little folks of St. Pau 's Episco- 
pal Church Sunday School enjoyed a 
delightful 
outing today at Piedmont 
Springs Park. The Re-v. Cha -les Xjilk- 
eley and several 
interesti d Sunday 


School workers accompanle' the chil- 
dren. 


For 


Breakfast 


For Sale by 


Grocers 
Everywhere 


S 


EIGHTH. 


CONNECT 
WITH 
THIELMAN'S 


CURVES AFTER HE HAD 


' 
GAME WON. 


The tailenders met the topnotchers 


yesterday on the diamond and the Port- 
lands got a walloping. It looked rather 
dubious up to the eighth division, as the 
Browns had the lead 2 to 1. Then Grandpa 
consulted 
the 
dictionary 
relating 
to 
curves and how to hit them 
He also 
looked up the 
name "Tl ielman" 
and 
found that it signified a Mever twlrler 
Then he got together and in the eighth 
the Lohmanltes went into the batting 
column with a vengeance 
They found 
Jake for four hits and gathered In three 
runs. 


Cooper pitched a good game and held 
the Portland boys down to nine hits. 
The Oaklanders hit Thlelm^n for twelve. 
In the first inning the Com.nuters, out of 
two hits, culled a tally. 
Portland scored 


In the third and fourth sections each 
with a run. 
And then commenced the 
battle for supremacy. 
Portland played 
a careful game and 
would not 
lead 
trumps for the Oaklands to top and 
goose eggs followed In rej-ular side or- 
der until the killing in the eighth. 
In 
this division Kruger went to the bat and 
fanned out. D6c Moskiman followed with 
a single, followed 
by 
Sehlafley, 
who 
singled and was caught at second on fi 
forced play resulting from a hit by "Jool ' 
Strelb. 
This put Moskimar on the third 
pillow, with Streib reclining on the initial 
cushion. Devereaux brougl.t home Mos- 
kiman, which tied the score 
Then came 
Buck Francks with a single, "Jool" and 
Devereaux 
coming home. And so 
it 
ended. 
The final score "was 4 to 2 in 
favor of Oakland. The scoie: 


RUNS AND HITS BT INNINGS. 


1 2 3 4 5 6 7 8 9 


Oakland 
1 0 
0 
0 
0 
0 
0 3 
*— 4 
Base hits..3 1 
0 
1 
2 
2 
0 
4 *—13 
Portland 
0 0 1 1 0 0 0 0 0 — 2 
Base hits..l 1 2 2 0 0 1 1 1 — 9 
Two-base 
hits — Krugcr. 
Schlafley, 
Schmeer, Devereaux, Shea. Thielman 2 
Sacrifice hits—McOreedlc. I'.arley 
First 
base on errors—Poi tland 
3 
First bate J 


on called balls—Off Thielman 1. 
Left I 
on bases—Oakland 7. Portland 7. Struck 
out—B> Cooper 1, by Thli'min 7. 
Hit 


by pitchei—Nadeau. 
Doub'e play—Dev- 
ereaux to Schlafley to Fran 'k.<=. Time of 
game—-1 hour 30 minutes. Umpire—Hu- 
ston. 


TRAMPLE 6*RAVEr 


BIG FELLOWS ARE 


OF HELPLESS DEAD. 


Editor 
TRIBUNE-—I 
would 
be, 


pleased to call your attention to a mat- 
i 


ter, and through-the columns of your i 
paper to the general public, or to as j 
much thereof as may be interested In I 
the matter of decency and respect to | 
the Comrades o£ the Grand Army o£' 
the 
Republic 
and their immediate! 


friends, who are now lj Ing beneath 
the sod in Mountain Vipw Cemetery. 


We all realize that the last observ- 


ance of Decoration Day in Oakland 
was one of the most impressive and 
thronged occasions ever witnessed in 
our beautiful city; the old comrades 
turned out en masse to p.iy the usual 
tribute of respect to those who no 
longer ans\\ er to roll call here on earth 
and it is -with infinitive sorrow that I 
fee! compelled to call attention to cer- 
tain acts connected with the ser\ices 
held at the "Soldiers' plot," and while 
I recognize the necessity for Inculcat- 
ing: the spirit of patriotism In the r-inds 
of the rising generation and appreciate 
the spirit that brings the school chil- 
dren out on such occasion'?. I can but 
deprecate the actions of some of the 
children as witnessed by many of the 
sorrowing 
relatives of our deceased 


comrades. The graves, of which there 
are many, were trampled upon, the 
flowers placed thereon by loving hands, 
were used as missiles to i>e trrown Into 
the faces of not only school companions 
but in those of grown people who stood 
near by. 
I saw one incident that chilled my 


blood and caused a feeling- of sorrow to 
prevail, one which I shall never forget, 
and I trust If the partii s concerned 
therein happen to read this articl- th^y 
may realize 
the enormity of their 


transgression. I refer to a Comrade v.ho 
stood on the plot during- tlie entire ser- 
vices holding a bunch of sweet pe<*s 
and desiring to place them upon the 
mound that coveied his associate, ap- 
proached the spot and finding a mass 
of school children 
surrounding the 


place awaited an opportunity to cast 
his flowers. He finally effected an en- 
trance through the ranks of the little 
ones and to his supreme sorrow and 
disgust found the prlncipxl of one of 
our schools and a lady teacher stand- 
Ing u-pon the very grave he was in 
search of, his voice trembled and tears 
filled his eyes as he begged permission 
to be allowed to place the flowers 
where they belonged with the remark, 
"My old drummer lies burned there, 
will you please get off his grave" and 
placing the flowers upon the ground, 
he -walked with tears rolling down his 
cheeks. 
It was an affecting spectacle and I 
hope the members of the Grand Army 
will see to it that mon- respect is 
shown to their dead comrades during 
memorial services on future Decoration 
Days. 
A COMRADE. 
If 


Superior 
Line 


Of Iron Beds. Wire and Top Mattresaes 
at H. Schellhaas1, 408 Eleventh street. 


CHAMPION 
IN 
MAGNIFICENT 


CONDITION—MINER JACK IN 


FINE FETTLE. 


HARBIN 
SPRINGS, Cal , June 4 - 


Jeffries ate some =tiawbi>rries yesterday 
Jeffiies <He ioire sti awberrles rhursfl-iy 
and they did nut .isree with him. Ho 
was forced to c.lt out n's 
gymnasl'irr 


woik in the a.'ternoon a.id tak:» a physic. 
In the morning, however, the champion 
did some hard load work. He ran to 
Middletown and back, a distance of eight 
miles over veiv hillj country. When he 
finished the hard lun he was tired and 
covered with perspiration, but a 
dry 
ruo-down and a plunge in the tank re- 
freshed him and he felt good. 
While 
hosing the big fellow down with 
cool 
mountain water, Jeff kept up a running 
conversation. He said his 
wind 
was 
good and he never felt better in his life. 
He remarked that In two more days 
he would be ready for the hardest kind, 
of battle 
Jeff is certainly In magnifi- 
cent condition 
His chest and 
arma 
seem 
bigger 
and 
his legs 
are more 
symmetrical. 
He has lois of speed and 
enduiance 
Evpn after his eight mile 
run he raced a newspaper man and ath- 
lete 100 yards and beat him. 
It 
was 
at 
lunch 
that Jeff ate 
the 
strawben i»s. They disagreed with him 
and he was forced to lie In a hammock 
all day. In the evenl'ig he felt better 
and umptied a. baseball game between 
the gyosls at the Spiings 
Jeff said he 
would make up for lost time today. He 
Is doubly anxious to be in trim, as he 
thinks Monroe is the hardest man he has 
to meet 
He looks upon Sharkey, Cor- 
bett 
Ruhhn and FiUsimmons 
as 
nc 
match for him. He still thinks of the 
four-round battle Monroe gave 
him 
In 
Butte when but a rovlco. and 
having 
seen Monroe knock Shaikny out, he feais 
that the miner might win "if he was out 
of condition. 


Jeff lies will take up boxing- today as 
Joe Ker.nedv's hand is. neary better. His 
brother Jack is also unable to take up 
box.ng- as the champion landed a left 
hook on his libs and nearly 
fractured 
one 
Jeff sayb he can't box with anyone 
unless he hits haid 
He -ayn he nnas it 
awfullv hard t :> hold hack a punch. Ken- 
reds- say.s that Joff can hurt a man by 
mei-plv letting one of his lilpr hands fail 
on l:ls head. Kon'iedv oucht to know. 
bocviuse he has boine the blunt of pun- 
Lshment. 
. 


An cftoit is being made to get Jeffries 
to go to Oakland n woc*k before 
the 


fiKhl. but tuthout results. He Is 
de- 
sirrus of 5-(a>ina heie U'Uil three daya 
taeffMe the llRht and go to the city In the 
pink of condition. 
From now until two days before the 
fight Jeff will .Jelevnn spend 
He will do 


las-t boxing and shndnw-fighting and has 
ordered i Ilpht bap for fast work 
He 
refuses to toll what hp weighs and de- 
clines to get on the scales. He says so 
lone as he fe"!s- gond and his wind is 
pe1 feet, he doesn't care 
ff he weighs a 
ton 
In fact, Jeffiies wants to go into 
the rinff wolphlnc more than Monroe, as 
he looks upon the mmci as a strapping 
blR fellow. Monroe is the biggest man 
Jeff has ever fought 


SI.OQ PER BARREL 
For the best Santa Cruz Lime. We are 
also agents for the Golden Gate Cement. 
Humboldt Lumber Co.. First and Alice 
streets. 
Phone Exchange 6. 
-*- 


J.MARTIN 


Has a full line of the latest Gas Stoves. 
See hie stock before you purchase. Also 
Deasy water heaters. 
All goods and 
work^guaranteed. 637 llth St. 


Old Friend* »ro the Ba»t. 


Stick by the J. J. Lerri & Co. Steam 
Cleaning 
Works, 
368 Fourth 
street. 
Phone Main 385. New carpets at bed- 
rock prices. 
if 


When taken at the proper time a little 
Jesse Moore "AA" whiskey will prevent 
a cold. 
X 


aaiinno Hotel Car. 


411 ractath itreet. Frank Courant »n« 
Fred Ftmmo. prop's. 
Phono. R«a 4642. 


B«M th* 
.0 Tin Kind Yqo Han Always Bw£k( 


- <2£$^5S" 


MUNROE GETTING READY. 


OCEANSIDE, 
S. 
F., June 4.—Jack 


Munioe today took his lait bath in the 
bur: while training- Tor the coming: bout 
witli Jim Jeffrie." 
He has adopted as 


a substitute foi tne plunge in the briny 
a n;<>chanical contrnancc which he wears 
at times over the Lodv 
The apparatus 


conMfotfi of numerous fine wires, which 
ciny an eiectiical current 
and 
dls- 
peiscs It through the system. Besides 
being exceedingly soothing-, it removes 
soreness Irom the joints and muscles. 
Jack is carrying his [mining down to 
the line points of the game. He has bad 
electric lights put into the gymnasium 
und ev«ry e\cnin.j n<_ putt, on the gloves 
and Indulges in plin-itom .sparring, his 
object being- to arcustom himself to the 
glanng- arc lifrhts and educate himself up 
to a state of pe:feclion in the matter 
of nltting and getting away. 


The miner was exceedingly cheerful to- 


da.v 
as ho had heard th it Jeffries had 
lost rruch of his speed and \\ould not be 
able to cany -i hard fight through twen- 
ty, rounds 
The founi'alion foi the stoiy 
was 
irace-d to Bil!\ 
Delaney, the big 
felow's tnunei 
who has been indulging 


In such ta:ii iince his recent arrival In 
town 


Billy Roach, who has been educated In 
the game of handling many of the best 
boxer* of the 
East, 
wirned Munroe 
against, placing reliance m such stories 
"No rruuter \\hat jarn.s aie carried to 
jou," ho fcaid, 'go along 
with 
your 
training as if you had heaid nothing and 
do not forget that you ar« to meet tho 
best m-in on earth outside of yourself 
Wi le you will win. you will know you 
ha\e been to a fight Lefoie tho last iron* 
bounds." 
* 


Munroe went out on the road as usual 
this morning 
He is 50 heavy and finds 
it so difficult to reduce his weight that 
he has been taking walks 
after dark. 
It lias been his habit to steal out after 
nightfall and take an eig-ht milo run down 
the beach and return 
Ho flnd.s the ex- 
tra woik strengthening and will con- 
tinue it until a weel; before the flght. 
— 
w 


A 
Costly 
Mistake. 


Blunders arc sometimes very expen- 
sive. 
Occasionally lire Itself is the price 


of a mistake but vou'll never be wrong 
if j ou take Dr. King s New Life Pills 
for 
Dyspep.sU, 
Dl/zlr.ens. 
Headache 
Liver or Bowel doubles. They7 are gen- 
tle yet thoiouglr. 
2oc. at Osgood Bros.1 


drug store. Seventh and Broadway. 


RAINIER 


Klrchner & Mante, Sole Agents Al«- 


meda 
and 
Contra 
Costa 
Countlei. 


Ninth and Franklin Stt., Oakland. 


Phone Main 606. 


JUST OPENED 


SYNDICATE AMUSEMENT OO 


The finest equipped and most mod- 
trn Billiard Parlor and Bowling *i- 
leya on the Coast. 


BILLIARDS, 
BOWLINO 


Shuffle Hoard, Pool and otheL 
Amusements. 
460 HIHTH 
STREET 
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SATURDAY EVENING 
OAKLAND TRIBUNE 


U-.OS!;- 
"•• K- • 


',%, 


WENT AWAY ON 
DECORATION DAY. 


Rather a quiet week, my children, 


full 
of 
decorations 
at 
cemeteries, 


flowers cast, like bread, on the wa- 
ters, and all the rest of trie ceren o- 
nial which Decoration Day has cq'ne 
to mean. It is by no means confir od 
nowadays to those who fou;;ht but 1 as 
become a general day for rerriemb''!'- 
ing the dead, and, as such, appeals to 
almost all households for there * re 
few of us who have not laid so:ne 
loved one away. 


Almost everyone who Mas not al- 


ready in the country tried to get aw ly 
for the two holidays which came <o- 
gether 
and 
which, with 
Saturday, 


which has become an almost universal 
half holiday with us made it se^m 
quite 
a little vacation. 
Suburb.m 


trains were jammed on that Saturday 
and Tuesday and everyone had the 
merry country-going air. 


Mrs. E. J. Fringle, Miss N'ina Prin- 


Ble and Mr. Sydney Pringle spent the 
holidays in Marin county. There wre 
many shooting and fishing parties, in 
one of which was Vail Bakewell. 


Mr. Richard M. Hotnling entertained 


a house party at his beautiful coun- 
try place. Sleepy Hollow. Among his 
guests were Mr. and Mrs Frank P. 
Deering, Miss Froelich, Mi.iS Henm-s- 
Bey. Mr. Charles K. Kiel 1 and 
Mr. 


O'Brien. 


On Wednesday of this week, M.ss 


Blanche Bates and her chaj eror.e. M:s. 
Forbes, go to Sleepy Hollow to spend 
a week. Miss Bates and Mr. Hotalins 
were school mates and the actress, 
who is spending her vac itioa here, 
always enjoys 
horseback rising and 


automobiling 
over Mr. 
Hotalinj's 


splendid big ranch. 


Jt jt Ji 


MANSFIELD 
HAS 


COME AND GONE. 


The peerless 
Mansfield 
has come 


and gone, finishing his engagement in 
a blaze of glory at the C'o umbia ];.st 
Saturday night. The engagement was 
one of the most successful flnancia'ly 
which has been played in San Fran- 
cisco in years and there is '.ittle doubt 
but what Mansfield will come to us 
soon again and that the success of this 
engagement will mean that San Fran- 
cisco will have the best for some time 
to come, managers not being blind to 
their own interests. 


Now it is little, spirituals Mau.le 


Adams who is filling the public eve. 
She hits won golden opinions from the 
critics and will play a successful en- 
gagement, but as she plays the same 
play for two weeks she will not have 
the crowds which Mansfield had ;or 
his five plays in a fortnight. He even 
crowded the house 
with "Dr. Jekyl 


and Mr. Hyde," which is not high t rt 
even with Mansfield. 


It is a bogie play for i-ery young 


people, and Mansfield only gives it 
now because of a certain f'.emand lor 
it which will not down. Public opin- 
ion seems unanimous that the best' 
performances were "Ivan the TerriblV 
and "Beau Brummel." 
These gave 


Mansfield 
the 
best 
cpportuni'y, 


though there is one act of the "Par s- 
ian' Romance" which will l:ve \forev?r. 
The rest of the play, though, is so 
bad as to take the edge off even this 
marvellous 
performance. 
"AHe H"i- 


aelberg" was delightful as a whole, 
and interesting for the opportunity it' 


gave this man who is identified with 
old men's robes to show .what he could 
do with a youth but of course it offers 
no such chances 
for . dramatic tri- 


umph as do the other plays. The set- 
ting, however, was charmingly accu- 
rate and correct and the company had 
its best opportunity in the piece. 


Mansfield was offered any amount 


of money if he would give one night 
in Oakland, but he refused absolutely. 
He is a jcod deal of a crank, as every- 
one knows, and wealthy enough to be 
independent. 
Los Angeles, • too, was 


crazy to see him but he refused to go 
South, after bringing 
carload after 


carload of scenery and . baggagr a'.l 
this long way across the continent. 
But such are the eccentricities of ge- 
nius! For the iast five days ol the 
engagement the Sphinx at the box of- 
fice had nothing to say except "Noth- 
ing for Mr. Mansfield." 
The houses 


were very fashionable, society coming 
back from the country for the express 
purpose. 


.Jf 
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SEVERAL NEW 


ENGAGEMENTS. 


San 
Francisco 
i.« busy talking of 


several new engagements 
of 
well- 


known people. The most prominent 
of these is that 
of 
Miss Gertrude 


Dutton and Mr. Josiah How-ell. Miss 
Button is the daughter of the Presi- 
dent of the Fireman's Fund and a 
very pretty girl, just at the close of 
her first season. She was one of the 
most popular of last winter's debu- 
tantes as she was one of the pretties! 
The Duttons have money and Miss 
Dutton is chic and stylish. 
She is 


independent, too. 


The mutual attraction between the 


two has been noted ever since Miss 
Dutton came out. At all the big din- 
ners and dances last winter the two 
were inseparable. The wedding wi:i 
probably take place in the fall. 


Miss Dutton is a charming blondo. 


while Mr. Howell is, very dark with a. 
pale skin. He is a successful real es- 
tate man and a promising member of 
the Bohemian club, where he has live,J 
for years, as -well as of several other 
clubs, and has also occupied posi- 
tions on the Governor's staff. 


He is quite wealthy and the Dut- 


tons are wealthy also. 
There will 


undoubtedly be 'a round of entertain- 
ments in this popular couple's honor 
as soon as society is home in the fall. 
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TWO ENGAGEMENTS 
IN JEWISH SOCIETY. 


Two notable engagements in Jewish 


society were announced 
this 
week, 


the first that of Edgar Pelxotto and 
Miss Nathan of New York and the 
ofher that of Miss Hellman and Mr. 
Ehrmann. The marriage of Mr. Peix- 
otto 
will 
remove 
another 
popular 


bachelor from the Bohemian club set 
which has already suffered: such se- 
vere losses during the last few years. 


Mr. Pelxotto is at present secreta- 


ry of the club and .will undoubtedly 
be given a bachelor dinner. Miss Na- 
than is said to be a very 
charming 


young woman and is very! handsome. 
Her :aunt, .with whom she came to Cal- 
ifornia 
during . the last, biennial of 


women's clubs two years ago. was 
one of the most cultured and attrac- 
tive women of all that .notable gath- 
ering • of women from - all • over 
the 


United States. 


I 
Mr. Peixotto met Miss Nathan then 


, while she was ma.king a trip through 
Tosemite and they 
met 
again this 


summer at St. Louis, with the engage- 
ment as a result. The marriage will 
probably not be long delayed ;uid will 
take place in New York. 


Miss Hellmur.'s engagement is also 


a notable one for she is the younger 
and only unmarried daughter of I. "W. 
Hellman, the banker and president of 
the Nevada Bank. She is a very pret- 
ty blonde with delicate features and 
extremely 
popular 
in Lqs Angeles 


where the Hellmans lived for many 
years as well as in San Francisco. 
The wedding will be a. large one as 
the Hellmans have as many Gentile 
as Jewish friends and are very pop- 
ular. 
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OAKLAND 
ENGAGEMENTS. 


Where, oh where, 
are all 
those 


Oakland engagements which were to 
materialize in the spring? Not a sin- 
gle notable one 
was 
announced in 


April or May and we begin to think 
that they 'were hoaxes or else that the 
poor .young men were .o'er poor to 
marry. Anyway our girls seem still 
to be fancy free. 
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THE POPULARITY 
O.F BRIDGE. 


Bridge whist bids fair to be.the rage 


at all of the summer resorts and most 
of the five hundred 
clubs 
will 
be 


changed, to bridge next year. As a 
matter of fact five hundred is'only a 
milk and water imitation of bridge 
anyway, bridge 
being an 
infinitely 


more fun. to say 
nothing 
of being 


fashionable. 
There is a, great deal 


more to bridge than. to five hundred 
and several teachers across the bay 
are making very good livings teaching 
it. 


Among others the wife of an army 


officer does it for pocket money. 


She began with Mrs. Tom Magee 


heritance of the Statr. 


The largest country home in Ala- 


rr.eda county :s Mrs. Hearst's Hacienda 
del Pozo de Verona, wr.Icn means the 
hacienda of the well of Verona. 
All 


the beautiful jars and adornments of 
a famous well near Verona, In Italy, 
were brought all the way to Pleasanton 
hence the name of the country place. 
There is a law against it now in Italy, 
so no more wells will be brought to the 
United States. 


Mrs. Hearst has named her country 


home on the MeCloud river "Wyntoon," 
after a tribe of Indians which former- 
ly lived in that section of the country. 
. The Hacienda will probably be open- 
ed tliis autumn when Mrs. Hearst re- 
turrs from abroad. 


Among the Piedmont homes, one 


'finds some very characteristic names. 
The Requa home or. the heights, for 
over twenty-five years, has been known 
as "Highlands." 


The Sharons have named their horn* 


"Mirar.iar." and the picturesque home 
of the Butters is called "Alta Vista," 


and Mrs. Jo Tobin, : id taught them 
for love, she herself jeing an expe'.'t 
at the game, 
but ot lers 
begged to 


come into the class ai d the ladies re- 
fused to take up ai y more of her 
time unless she wou d permit them 
to pay for it and so. he class began. 
During the winter si e had 
all she 


could do. 


But let no one thin c that bridge is 


unduly 
complicated. 
So much de- 


pends upon the wisdc m of the make 
that the leads are not as important as 
in straight whist. 
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LUNCHEON AT 
, 


BURLINGAME. 


Madame la Bavadre of the Bulletin, 


says in regard to a .: Jurlingame lun- 
cheon of last week. 'Mrs. O. Hook- 
er entertained at lunc :eon last Friday 
at her charming 
Bi rlingame home. 


Among her guests'w ;re Mrs. Harry 
Mendell, Mrs. Fran! 
Deering. Mrs.. 


'Will Taylor, Mrs. Ch; uncey Wirtslow, 
Mrs. Hyde-Smith, 1 rs. Ford. Mrs. 
Carter Pomeroy and -liss Liura Mc- 
Kinstry. 
After lunch >on bridge 
was 


played on the verand i." 
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ANSON BLAKE 
APPOINTED. 


I am told that An; on S. Blake of 


Berkeley, U. C'., '01, has been chosen 
by the Finance.Committee of the Uni- 
versity Regents to be the new secre- 
tary of the. University, though his 
name has not, as yet, come up before 
the main body of the Regents. 
Mr. 


Blake has lived in ' Berkeley all his 
life. He is married ' to a daughter of 
F. J. Symnies of Sar. Francisco. 
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GIVING THE HOME 


A NAME. 
. . 


A' pretty custom was brought over 


from England to the East, that of giv- 
ing one's home a name. It is very dis- 
tinctive, and serves to add to the dig- 
nity of a pretty and picturesque home. 


The quaint custom crossed the con- 


tinent, and all along the coast are 
country, seats, carrying names becom- 
ing widely known. • 


In making up a calling list'from one's 


calling :cards, it is really remarkable 
how many .of the latter carry the spec- 
ial'name given to the home. And in 
many cases, these same .hostesses this 
year aie planning for the week-end 
parties which are such a. feature of 
English social life, especially of Eng- 
lish country, life.; 
' 


• Many of our leading homes have the 
most fascinating Spanish names, which 
seem to specially suit th'e Spanish, in- 


which means "high view." 
j 


Near by is the pre'.ty home of Mrs. j 


R. A. Bray, built in a true Spanish | 
scheme of architecture, but she has not 
chosen to give it a Spanish name. It 
was to have been named' "Bide a wee," 
but at the last moment Mrs, Bray 
changed it, and the pretty home is 
known to friends 
of 
the 
family as 


"Hearts Content." 


The Gowings named their home on 


Hillside avenue, "Ivy Cottage," and it 
is now the residence of the Gihnans. 


Roses play a large part in the nam- 


ing of country residences. "Rosecrest" 
on Vernor, Heights, was named long 
ago when Frank Havens made his fa- 
mous experiments in gorgeous roses. 
Near by is "Casa Rosa," the home 
which Mr. Young bull! for his daughter. 


Frank Wilson, of Berkeley, named his 


picturesque 
home 
"Rosemonde," 
in 


compliment to Mrs. Wilson, whose 
name is Rose, and to his son, whose 
name is Raymond. 


"Roselawn" is the beautiful home of 


the Charles Butters a t':Clai'emont, -and 
it o'btained its name long ago, when 
Captain Ainsworth established a mag- 
nificent conservatory, and 
the 
roses 


were famous in all tae country round. 


DISTINCTIVE HOMES 
AT LAKESIDE. 


The Lakeside District has always 


ha'd distinctive home?. For over twen- 
ty years Mrs. Wheat in':- visiting card 
has carried the name "Lakeside." 


Mr. Schilling calls his picturesque 


grounds by the lake-. "Lakeside Xcr- 
race." 
' 


The Bailey Home was named "Koa 


Hall," from 
the 
superb 
Koa wood 


brought from the islands as an inside 
finish for the large hall and billiard 
room. 


"Meadow View" is the pretty name 


given to Mrs. Percy's home at the end 
of Boulevard Terrace. 


HOMES ON THE 
HILLS. 


Out on the hills are some pretty 


homes, the largest, of course, being 
that of Senator George C. Perkins, and 
called "Palm "Knoll," from the superb 
palms which are such a feature of the 
beautiful grounds. 


On a hillside near by, is "Matakui," 


the home of Mr. and Mrs. .Edward 
Walsh. The name is Hawaiian, and it 
means "Shady Rest." 


SOME NAMES IN 
EAST OAKLAND. 


In East Oakland one finds many 


homes 
with 
characteristic 
name>. 


Many years ago Arbor Villa was named 
by the J. G. Lemons. 
The grounds 


were being planned, and arbors had 
been erected, on which vines were to 
be: trained, 'ar.'d in a. fit of inspiration, 
Mrs. Lemon said, "Call it Arbor Villa," 
and Arbor Villa" it has 
remained, 


through all the changing fortunes of 
the family. 


Mrs. Hush took some letters from 


names of each one of her family, and so 
we have "Etnemere," as the family 
home of the Hushes in Fruitvale. 
. When the Clays purchased the Bray 
residence in Fruitvale. they named it 
"Level Lea," and tho name is most ap- 
propriate, reminding one of an old 
English lea, surrounded by trees years 
and years old. 


"Cedar Croft," which has been clos- 


ed now for many months, was the old 
family home of the Valentines, on thi 
heights of East Oakland. 
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AT THE COUNTRY 


HOMES, 


At many of the out-of-town country 


places there are to be guests all dur- 
ing the summer. 


There Is a beautiful plateau on thn 


Pi-ather place in the heart o"f the Sis- 
kiyou mountains, and Mrs. Prather has 
given it a very pretty name of "For- 
est Meadows." Here she gets a bit of 
divine inspiration, and bids fair to do 
exceedingly good literary work. . 


The Russell Cools always have a 


week-end party at their picturesque 
home near 
Los Gatos. They 
have 


name dtheir home Dotswood. . Mrs. 
Cool 
used . to 
be "Dottie" Handy in 


the years when tha family lived on 
Madison Street, and it Is In memory 
of the name of her childhood that the 
country place i« called "Dotswood." 


Near by is "Tres Encinas." the home 


of the Kittreuges, where Oakland peo- 
ple are entertained all the summer. 


Two interesting country homes ar« 


named for the orchards about them. 
Years ago the Homer Craigs bought a 
ranch in the foothills near Los Gatos, 
and planted it in trees, many of them 
olive lre?s. The years have gone by, 
and the result is a charming country 
home named "Orchard Olivina." 
It 


was the scene of the pretty wedding of 
Dr. Frederick Morse and Miss Dora 
Craig. 


"Carlton Orchard" is one of the well 


known country homes of Decoto. 
Mr. 


and Mrs. Carlton Crane, 
and their 


daughter. Miss Helen Crane, always 
spend the entire summer at "Carlton 
Orchard." 
' 


The De Youngs have named their 


country place at San Rafael "Meadow- 
lands." 
It Is open every 
summer, 


whether the De Youngs are here or not. 
Mr. Charles De Young is home from 
Harvard 
bringing guests with him, 


whom he Is entertaining at Meadow- 
lands, and in the house party is Cleve- 
land Baker, who has just graduated 
from Stanford University. 


"Villaremi" is the coimtry home at St. 


Helena, of Mrs. Reml Chabot. 
Th« 


reason for the foreign sounding name 
Is obvious. It is a fine old place which 
has been greatly improved, and there 
are superb old trees upon the grounds. 
Mrs. Chabot is very much attached to 
the place, and goes away as early as 
she can, and 
returns • to • town onlx 


when winter is fairly upon us. Mrs. 
Chabot would like to make her home 
at St. Helena all the year round, spend- 
ing only a few weeks of the winter in 
San Francisco. 


Mrs. Dieckmann is spending 
the 


month of June at Villaremi, .and Mrs. 
J. P. Dunn will go there for July. But 
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MISS 
EDNA 
MACFAYDEN 
HAS 
A 
LARGE CIRCLE 
OF 
FRIENDS 
IN 
BERKELEY 
AND 
IS 


THE 
POSSESSOR 
OF A 
VERY 
PLEASING 
VOICE. 
SHE 
IS 
ALSO 
AN 
ACCOMPLISHED PIANIST. 
(Photo 
Bushnel].) 


I might go on indefinitely uith the 
country homes in our immediate vicin- 
ity, only there is not time. 
And the 


little 
country 
places 
::itte-ed 
all 


through 
the Santa 
Cruz mountains 


I 
would require a long chapter cttite by 


I 
themselves. 
\ • ; - • . 
. 
„* j. j, • 


'DUNHAMS WILL 
ENTERTAIN. 


The Dunhams are among these who 


will entertain their young frie'ids ex- 
tensively this year, as they have open- 
ed their pretty cottage in Los Gatos, 
for t-he first time sint-e the romantic- 
wedding of Lieut. Lungdon and Miss 
Huth Dunham, 
Since then th>- Lang- 


dons have been abroad, and Florence 
Dunham has traveled all over Europe. 


The Dunhams still own the family 


residence on Alice street, but they are 
not on this side of the bay very much. 
Occasionally Miss Mary Dunham is a 
guest of Mrs. James Mofntt, ai.d Flor- 
ence Dunham Is a guest of M -s. Fred 
Magee. when she is on this coast. 


But 
the Dunhams 
in.tke 
Oakland 


guests very welcome in their Los Gat- 
os cottage. 
Mrs! Lnngdon's very de- 


voted friend is Miss Gertrude Allen, 
who was the only guest at her \veclding, 
three years ago. 


MANY GOING 
TO THE VALLEY. 


Yosemite 
Valley 
is drawii.g more 


than the usual quota of visitors from 
Oaklar.d'thls year. 


Mrs. J. C. Tucker and the Edward 


Lacy Braytons left for Yosen Its this 
week. 


Mr. and Mrs. Stolp are still in the 


Valley, and they have with th-'m Miss 
Sims, of Berkeley, and Miss Lucretht 


tf. 
Burnham. 
The young girls a-e writ- 


^ 
Ing home most enthusiastic accounts 
of the valley. 


Mr. and Mrs. Bernard Miller will 


leave for Yosemite In a few days, and 
when they return they will join the 
Sierra Club In Its annual outins In the 
Kern river district. 


Jf J* v* 


MR. AND MRS. BARKER 
IN THE EAST, 


The East 
i.» also the destination of 


many people this year. 
Tho T. L. 


Barkers were suddenly called East by 
the 
serious 
lllnes of Mr. 
Barker's 


'brother. 
The latter is better now, but 


the Barkers do not expect to return 
borne till October. 


J* J* J« 


MANY PLAN .TO 
.GO EAST. 


"• -Later in-the season, the Burnhams 


expect to go East, taking with them 
Miss Burnham. 


The Q. A. Chases are planning an 


Eastern trip this summer. 
Very few 


irfen have kept as much In touch with 
their, old homes as has Mr. Chase. Al- 
most every snhirrier he goes back, and 
riiee'ts his old time friends at Kastport, 
on the coast of Maine. 


List" Summer Miss Helen Chase en- 


1 t*rtain«d 
a 
large 
party 
of 
school 


friends there. 


I 
Mr. and Mrs. Robert Watt will leave 


[ in the near future for the East. 
They 


; are going East by way of the St. Louis 


Exposition, where they expect to spend 
sorr,e days. 


Mrs. Charles R. Brown will leave for 


the Kast very shortly, and will spenfi 
some -weeks there. 


31 & .« 


S. T. ALEXANDER GOES 
TO SOUTH AFRICA. 


I 
S. T. Alexander is a great traveller. 


i He has recently been all over Europe, 
| a n d ' w i t h his daughter, has sailed for 


I South Africa. 
He intends to push on 


; into the interior of Africa, a very haz- 
| ardous undertaking for a mar. who has 


; recently been so ill. But exploring has 
' always, appealed tc him—and he Is to 
' take a trip among the wilds of Africa 


' quite on his own tic-count. 


j 
Mrs. S. T. Alexander is still in Hon- 


i olulu with her daughter, Mrs. Water- 


j house. 
They have gone to the latter's 


| country home In the mountains near 
! Honolulu. 


i 
Miss Grace Cooke will probably make 


i her permanent home now in the Isl- 
! andy. Since the passing of Mrs. Cooke, 


1 the family home here has been closed. 


j 
Miss Mary Alexander will take a trip 


• to the Islands pome time in the autumn. 


j 
& Ji 
J* 


\ CHERRY PICNICS 


| ARE IN ORDER. 


] 
Cherry picnics are the order of the 


' hour. 
The Egbert Stones are always 


i entertaining 
at 
Elmhurst, 
Cor 
the 


; Stones have one of the largest cherry 


orchards in the county. 
The Stones 


• have a new automobile, a biff new tour- 


ing car, so distance for them does not 
count. 


Mrs. Will 
Meek : d Mrs. Horry 


Meek entertain the card clubs, and the 
Sanborns are always having week-end 
parties In cherry time. The Cralgs, at 
Piedmont, are also among those who 
entertain extensively in summer. 


Jt J* Jf 


PAYMASTER NICHOLSON 
HOME AGAIN. 


Paymaster Rlchworth Nicholson is 


home again, and there is much re- 


• joicing in the Nicholson household. 
He 


has been away three years, and has 
been around the world. He was Pay- 
master on the Torktown, and spent 
many months in the Orient, especially 
that part of the Orient devoted to 
Russian interests, the Yorktown cruis- 
ing for a long time around Vladivos- 
tok. 
Mr. Nicholson came home by 


way of the Suez canal, spending some 
time in Egypt and Europe. 


He has changed a good deal in his 


' three years' absence and his friends 
hardly knew him when he appeared at 
the Rosborough garden party the oth- 
er xiay. He has had quite an ovation 
on his return. He will be assigned to 
shore duty, and his friends are hop- 


', ing that it may 
be some near by 


j station, such as Yerba Buena. 
' 
The Nicholsons are of a line old 


Virginia family, 
and keep 
<p that 


^State's 
traditions 
for 
Jioscitality. 


Though indeed, I find it hard to believe 
that the South; even in its palmiest 
clays ever excelled California In good 
ctd time hospitality, - 


Victor Metcalf Jr. Is coming out to 


spend the month of September here, 
so the family circle will then be com- 
plete. 
' - 
"' 
: 
: 
•' 


JS Jt i* . 


GOOD NEWS FROM 
H. C. TAFT. 


From the East comes very good news 


of Mr. H. C.'Taft. 
All the Tafts are 


(•-till at the Sanitarium at Dansville,— 
which is a hotel as well as a sanita- 
rium. Mrs. Taft's 
sister 
lives 
in 


| Dansville, so the family is very com- 


fortably established for the summer. 


' Mr. Taft 
is steadily improving, and 


will entirely regain his health. 


Jt J* .* 


MRS. REQUA AT 
THE SPRINGS, 


Mrs. Heciua and 
the children 
are 


spending a month at Aetna Springs. 
Mrs. Requa. goes away early In the 
summer for later in the year General 
and Mrs. Oscar Long cotne home. And 
when they once reach Highlands they 
prefer to stay there for the vacation 
holidays. 


.* je jt 


MRS. BUTTERS 


MAKES PLANS. 


Mrs. Henry Butters is planning to go 


to Santa Barbara In the near future, 
and the family will tal e a cottage 
there .this, summer. ^"Coi stantip," the* 
country home in Lassen county, will 
not be opened this year, as. It is too 
far away, tint! business interests of- 
ten require Mr. Butters' presence In 
town. The Misses 
Mari; 
and Mar- 


guerite Butters arrived 
home 
this 


week, having spent a veiy Interesting 
winter at Mrs. Scoville's E ;ho'ol in Xew 
York City. 


Mr. David Edwards We it abroad on 


business interests for 
: Ir. 
Butters, 


With Mrs. Edwards he nas returned 
to New York. They will lot come im- 
mediately to this coast, as Mrs. Ed- 
wards will visit her relatives in Phila- 
delphia. 


jt Jt „. 


MAGEES TO 


j GO EAST. 


Mr. and Mrs. Will Ma;:ee leave for 


the 'East this summer, 'im wrtant busi- 
ness interests carrying sir. Magee to 
New York. Of course, Mrs. Mag-ee 
will visit her sister, Mrs. Wells, form- 
erly Miss Jean 
Hush, a the latter's 


home in Burlington, Vei mont. 


J* J* J* 


MR: AND MRS. PERKIUS 
ARE BACK. 


Mr. and Mrs. George Pe -kins Jr., and 


the children have returnee from a very 
pleasant visit to Macrae a, near Clo- 
verdale. 


JS Jt J* 


WILL SAIL FOR 
TAHITA. 


I 
Mrs. Bert S. Hubbard e f Linda Vis- 


ta and her children will sail for Ta- 


j hita on July second. 
Th -y go on the 


I Mariposa, the same stearier en which 


I Mr. and Mrs. Walter Sc >tt and Miss 


Adele Scott will also sail. 


WILL BE GUESTS 


OF MRS. CLIFT. 


Mr, 
Rogers 
and 
his 
sisters, 
the 


Misses Rogers of Scotia id, on their 
return 
from Yosemite, 
will be tho 


guests of Mrs. William 
''lift. 


Mrs. Clifl met them sot le years ago. 


when she was traveling t irough Scot- 
land, 
and 
the 
families 
have 
beer. 


friends ever since. 
| 


HAVE SAILED 
J 


FOR 
A M E R I C A . 
I 


Mrs. Selby of Menlo P. rk, with her 


daughter, and 
her 
grai d 
daughter. 


Miss Comlie 
Selby 
ha: 
scllnd for 


America. 
The party has "been abroad 


three years, and an extensive tour of 
Kurope has been n-.ade. 


Miss Jenr. Downey is ir London and 


'is gcir.g pn to Paris in .he near fu- 
ture. 
She w i l l - b e greatly missed from 


the Friday Night dances ! i tin- coming 
wirrter, for both Jean ant Lil'ie Dow- 
ney are pretty and popul ir'girl.s. > 


MRS. 
MABEL 
GRAY 
LACHMUND 
IS A 
PIANIST 
OF 
RARE 
ABILITY 
WHO 
HAS 
GIVEN 
, 


SUCCESSFUL 
MUSICAL 
RECENTLY 
AT 
THE 
TOWN 
AND 
GOWN 
CLUB, 
BERKELEY. 
(Photo 
Bushnell.) 


MRS. PARCELLS' 


LARGE TEA. 


Mrs. Farcells' 
tea 
wa •• of 
course 


one of the large social 
» vents of 
the 


week, and 
It was given in honor of 


her new daughter-in-law Mrs. Frank 
Parcells. 


They have been at 
h mie for 
two 


Wednesdays each month 
when there 


have been informal receptions. 
At 


the tea the other aftern ion, one no- 
ticed a great many gues s from Ala- 
meda, and from across 
he bay, and 


it made the "at home" a 1 ttle different 
from the usual teas of the neighbor- 
hood. . 


The house was very I retty indeed, 


the 
decorations being I )r the 
most 


part, superb 
roses, 
bf lutifully 
ar- 


ranged. 


Mrs. Parcells wore 
a i 
extremely 


hnndsopr.e gown of all ov -r black lace, 
lighted at the wrists anc throat with 
touches of rare white lac •. Mrs. Frank 
Parcells is a very statel; girl—carry- 
ing herself very well inc eed, ar.d she 
looked 
extremely 
hands-ime wearing 


her beautiful wedding g iwn. 


MISS MABEL 
LINDEN REED. 


The brides of the 
afternoon 
who 


wore trousseau gowns were Mrs; Geo. 
I.ackie and Mr:-. Morey. 


Mrs. John Charles Adams, wpre one 


of the most elaborate costumes at the 
tea. 
In \va? 
EL French suwn in. white 


UiffiUi, 
p'.ipsrbly 
trimmed 
in 
lare. 


It 
was 
set 
ofC with a wide .picture j 


hat trimmed in white 
lace.'; Among ' 


the handsome costumes of the after- 
i 


noon were those of Mtss May Coogan, ; 
-Miss Ada Kennn, Mrs. Stuart Smith, i 
Mrs. Edwin 
Morrison, 
Mrs. Giles j 


Gray, Mrs. R. H. Oha.mberlain, Mrs. j 
Vance, Mrs. Paul Lohse, Mrs. Church- ! 
ill Taylor, Mrs. C. 
S. 
Chamberlain, j 


Mrs. William Morris. Miss Mollle Con- ! 
tiers. Mrs. Homer Craig-, Mrs. Fretler- I 
ick Mors", .Mrs. Harry Melvin,'Mrs. J. i 
R. Burnham. Mrs. Vance, Mr=. Joseph j 
Chanselor, Miss Shi-evp, Mrs. Eciwin 
Morf'soti, Miss Jam) 
Rawiings, Mrs. 


Georpe Hammer, Miss Mary Alexan- 
der. 


Persian rugs wore spread upon the 


wide porch, and it was 
a delightful 


p!aco for the guests to lip.ger and rest 
during the hours of the tea. 


„* J« ..1 


STRATTON TUG PARTY 
A SUCCESS. 


The Stratton tug party was anoth- 


er very happy event 
of 
the 
week. 


Each summer the Strattons entertain 
Iheir friends at an elaborately planned 
outing- on the bay, ar.d on Wednesday, 
seventy-five of their friends assem- 
bled at the Washington street wharf. 
A lovely trip across the bay brought 
them to Sausalito, where an elaborate 
luncheon was served, thoroughly en- 
joyed by the guests for on'e gets so 
very hungry on the bay. 


It is very hard to serve luncheon on 


a tug, and give people the things they 
really ought to have—for cold things 
are an abomination at any time, and 
a special abomination on ship board. 


The luncheon was planned with Ori- 


ental effects, and Mrs. Stratton knew 
how to do that 
sort of 
thing very 


well, for she is very original 
herself, 


and she spent a long time in the Ori- 
ent* 


After 
the 
bountiful luncheon, the 


guests were taken over to Yerba Bu- 
ena, where they spent a most inter- 
esting hour at the military station, 
and special drills -were given in honor 
of the Strattons and their guests. 


Among those who helped to make 


the trip most'interesting, were Lieut, 
and Mrs. Whiting;—the latter was one 
of the beautiful Ah Fong-girls-ot Hon- 
olulu. 


Perhaps no' family here has 
been 


more extensively written up'than have 
the Ah Fongs. The girls are- very 
beau'tiful.—if one cares of course for 
that type of beautiful. 
Their mother 


was Portuguese, and their father a 
high class Chinaman who made a for- 
tune—but who disappeared, 
probably 


to the home of his youth in China,— 
for the Chinese never altogether bread* 
away from their traditions. 


At any rate he was not seen again, 


' ntiH Vo laft Ma mUlinna to tVlo ffl.milv. 


The girls have been beautifully edu- 
cated, some of them in Kastern board- 
ing schools, and two of them at Mills. 
•They, are very fascinating girls, and 
they have made good marriages, only 
two of them now being at the family 
home in Honolulu. 


Mrs. Whiting is very charming, and 


she helped as well as she could to give 
Mrs. Stratton's guests a good time.- 


There were a great many San Fran- 


cisco people on the trip, and a spe- 
cial tug took them from Yerbn Buena 
home. 
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AL FRESCO 
ENTERTAINMENTS. 


Al fresco entertainmei ts are the or- 


der of the hour, and quite the most 
picturesque of thorn al'.. was the one 
given by Mr. Joseph Hosborough at 
the old family home in East Oakland. 
The day was beautifully planned, and | 
the weather was just thu thing for an 
I 


out door fete. 
•• | 


Mrs. Rosborough received her son's - 


guests in a charming old bungalow, i 
in a corner of the quatnt old garden. ; 
There were a lot of people from San | 
Francisco, very swell looking young j 
men 
and 
girls 
beautifully 
gowned, j 


After 
an 
informal reception 
in 
the I 


garden, the gussts adjourned to the 
flne lawn In front of the 
house, on 


which chairs had been set. There was 
an exceedingly fine musical program, 
and the singers were ail from across 
the bay. 


Late in the afternoon refreshments 


were served. 


Amor.g the guests were the Coogans, 


Kennas, Sanborns, Chases, Miss Mol- 
lie Conners, Mrs. A. D. Thomson, Miss 
Viva Nicholson, Richworth Nicholson, 
Miss Deave, Miss Llllio Isaacs, Miss 
Lillie Reed. 


The Rosboroughs with a party of 


friends have already started for Lake 
Tahoe. 
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TALK ABOUT 
MRS, HEARST. 


If you go out to Berkeley, you will 


find the general talk all about the 
withdrawal of Mrs. Hearst's benefac- 
tions. 
There are all'sorts, of theories, 


a-nd of course, not 
oni; 
of them is 


true. 


Most of the benefactions have up 


to date represented experiments. • And 
if an experiment proves a failure, why 
in the world should any one go on with 
it? 


If the "Hearst Domestic Industries" 


were a. success, It Would long ago have 
been' self-supporting, instead of • abT 
sorbing 
sixteen 
thousand 
dollars a 


year. If th'e .public docs not want to 
buy-tho fine 'hand work, what is the 
use of making It,—and at 
such an 


enormously extravagant cost? A set- 
tlement properly belongs to the peo- 
ple, and if the people of Berkeley think 
in that prosperous, tow:i that it isn't 
needed,—there are others as "well as 
Mrs. Hearst who agree- with them. 


And take the matter of the many 


.Hearst 
scholarshins: 
Indeed 
they 


have not been wisely bestownd. 
II 


isn't pleasant to hear of ti girl going 
through 
on your scholarship, whose 


relations have millions. 


As good tin aillbority as Dr. Jordan 


of Stanford, says that the scholarship 
proposition as it exists today in uni- 
versities is not a good one. A scholar- 
ship should bo a loan, not a gift. 


And in regard to the club houses at 


Berkeley, they ought tn he made to 
be 
self-supporting. 
With 
careful 


management, it would not be a hp.rn. 
thing to do,—and the girls will have 
to manage 
when 
they 
haven't the 


Hearst income to drnw upon. It is 
simply dreadful tlie way things have 
been pnsser! up tn Mrs. Hearst. 
Ono 


club wanted n cooking; class, and Mrs. 
Henrst was nskrd for a donation, and 
she sent her check for twn hundred 
and 
fifty dollar?. 
Sho 
rlidti'1- 
know 


the people, and the experiment didn't 
promlsn much of 
a success, but she? 


helped it along. 
And those miserablo 


I'pople never thanked her. because, as 
they said "it wasn't n thousand dol- 
lars." At a recent club meeting, they 
were discussing- ways and 
means,— 


for an experiment not in the least nec- 
essary,—and one tall woman rose In 
her might,—and 
nskcd 
in 
pathetic 


tones. 
"Do^s 
anybody 
know Mrs. 


Hearst?" 


Every experiment ir women's clubs 


galore is passed up to Mrs. Hearst,— 
the burdens she lias had to bear are 
mans—and if she prefers to drop ex- 
periments that do not warrant further 
expenditure, it really ought to be her 
own affair. 


But Mrs. Hearst's grea.t generosity 


is a matter of history. While her re- 
trenchments are few, her gifts are in 
the millions,—and they are given with 
a loyal affection for California—that 
Is as rare as it is beautiful. 
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DEATH OF MISS 
HAZEL HOGAN. 


Oakland society people were deeply 


agitated last week by the death of 
Hazel Hogan, a daughter of Mr. and 
Mrs. Hugh Hogan. 
The young girl, 


barely nineteen 
yearn 
of age, was 


stricken 
with appendicitis about two 


weeks ago, and just as she seemed to 
be convalescing a sudden turn of tho 
disease rendered an operation neces- 
sary. It was performed at tho Prov- 
idence Hospital and she died several 
hours later. 
Solemn 
services 
worn 


held 
on 
Sunday 
in 
St. 
Anthony's 


Church, East Oakland, the Rev. Fath- 
er Yorke officiating. 
There was not 


standing room i:i the big church, tho 
air of which was oppressive with tho 
fragrance of 
(lowers. 
Hazel Hogan 


was much beloved by a large circle of 
acquaintances and deep.is the grief of 
'those who mourn with the family the 
passing of one of the ftiirest and sweet- 
est 
of 
Oakland's 
daughters.—Town 


Talk. 
Jt j* vt 


CALIFORNIA CLUB'S 
TROUBLE. 


So women's clubs are to be subject- 


8 
SATURDAY EVENING 
OAKLAND TRIBUNE 
- 
- 


ed to another aisadvantas1 -which a 
hard hearted and jnerrenan, bank <3^- 
flnea as lack of harmony 
The Cali- 


fornia Club determined to e-ect a ren 
quarters ana being face to face -wl h 
a problem which talk -would not soh e 
set to work to o-\ercome f e difficul- 
ties Plans TI ere made—pi tns are so 
«aallv T!ad« mon»y •v.a.s to be forth- 
coming—it 's 
altvajs 
fo-thccTOin ;, 


but In this partlcula" case It perform- 
•d the hitherto unheard of p*id utterly 
ridiculous feat of failing to 'orthcorre 
Whereupon there occurred among: the 
ladles various minor 
difterences ot 


opinion expressed for th^ most part 
tn a. rr-ajor key fie sound of -whirh 
penetrated to the "ars of th- bank di- 
recto'-s -aho -were *o hive financed tl e 
matte- The'e unsc.l'art 
grentlerr-fn 


now refuse to p-oreed and the Cali- 
fornia Club looks llkeH to be minus a 
'hfy^ie fo»- some time to co no •—Nev s 
Letter 


'J* J» J* 


LITTLE AFFAIR 
(AT THE EBELL 


It •nas supposed 
that 
Titian ty e 


••echoes of the 'ate election s^ou'd hai c 
died away In the dl"i dis arce the 
leweet white Dove of Peace would >•« 
found 
sweetly 
brooding 
01 e^- trs 


Ebeil C ub 


But he juat iron t ha-e anything <o 


tdo -with the Bbell Club aid he has ro 
Intention 
of taking: up 
orrranfi t 


or ary othe- qua-'ers there 


Just t*ree members iote3 fo- tV e 


"present 
locat on '—and 
tiro 
c f 


'them were Mrs Bumham and Mr 
Coogan—ard that -nhen po=« blv tt f 
majorit 
of th» members -nan^ed t?e 


«!ub to remain ^here it is 


And ho-n did it happen 
>To o"° 


OUitp knoTvs—but i* i«t everv woman 
mission to find out and she 
crest till she does 


And 'hen' 
Oh the who'o thing: s 


another «rtory—and such an Interest- 
ing story that it will 
keep till nex 


fweek, 


THE MEDDLER 
A 


PERSONAL NOTES. 


President N TV Ke-np of h» L/ong 


fellow School ^.aa guest of honor De- 
cently at a farewell luncheon 


G Williams of Oakland ^\"s In Chi 


Co recentlv on business 


Philip M 'Walsh ^as m Sicramenti 


recentH 
' 


Mrs CIner is the guest of Miss Zad i 
Adarrs 


Miss M E Perrj has returned from 
Marys vi lie 


Glen Jonnson ii<nted hH siaie 
M« 
Victor Porter of Salira" -erei tlv 


Mr& A K Page was a g-ue^t in Sa"n 


ta Ci uz recently and •nill sj>end par 
of he sumrrer there 


Ames and wife, Mrs. J H Bennedict 
Jr, Mlsa Stella Kiffei E Schmidt and 
wife, James Otis and family Thomat 
4.shworth and wife H W Plummer 
and -wife Mrs B H Plummer Jamet 
Cook and wife W M Starr Mrs J 
G Russell S E Taylor Mrs. S Si 
mon. P H Lacy a_id wJe, M Hen- 
ae< h 


"W elesley Moore and family A.lame- 
da B Secular New Zealand Colone' 
Games Lawson Pasadena 
Pe>-<:y E 


Ko-aell Mrs C N RowelL Berkeley 
Commander John C Morong and wife 
U S N C H Danmoor Harry Le- 
bert, Oakland 
Martin 
Nolan AH 
zona Mrs L D S*ephens D Steph- 
ens Woodland 
Paul r 
Millet Miss 
F B Wolferusberger 
O H 
Clarke 
Miss Helen Lyons Stanford 
E S 


Beadles Berkeley 
Hotel 
de 
P^dwood—From 
San 


&an Francisco 
Mr A Jackson Mr 


C Beaslev M'ss Stevens Mi 
Felch 


MlsB Kavanaugh Miss Cornwall Mis* 
Alice Todd Mr Todd Mr 
Qumlan 


Mr ard Mrs 
Louis. Monisor 
Mr 
Edward Chambers Mr \Vi'liam Har- 
dy Mr James Savage Mr a<-d Mrs 
^.ppletoft 
I rorr Oakland 
Mr and 
Mrs. Edwin Sfea>-ns 
Mr and M'« 


Mrank M Parcejlls 


Glendora Ranch—I rom 
Oakland 


Miss. V C M<lle3ge M 3s Rose Brie>- 
Miss Gladys 
Tuir>er Pcrcj 
Burns 


Mrs A Bu-ns Miss Kathryn Burns 
W 11 M Gardiner 
From 
Alameda 


G D 
Al^xande- 
Miss 
Rita 


Bixm n 
From San 
Franc sco 
Miss 


Haze 
Mendenhall 
Mr 
and 
Mis 
Whife Harry 
and Law^e^ce Write 


From 
Berkeley 
M*= 
Ovsrstreet 


Miss \da Oversfee* Mr C L Bie- 
denbach and wife 


Geological 
parts 
from 
S anfo-d 


University 
W H 
Blake 
R 
S 


Lewis 
Howard 
Chandler 
Har-y 


Johnsor Mr \\ <lsor H A Williams 
George Pomeroy Mi Tvarring Mr S 
Sevens and Mr ShraJer 
^ 


i*aiso 
borings—San 
Francisco 


O J Rocco wife and child J Cile^ 
and wife J J Leal J M Bettercoj 
John Boyle J C B Hebba d and wife 
Mrs F M Fl lott A -Y'exander Mrs 
E C McHcnry TV H Melsaughto i 
Mrs 
TViUiam 
Lyr i 
Efld P 
Lvnn 


Tias D Riordan ->nd wife Mis C 


B Dea i Keith De0n 
Mrs 
T\ ilhari 


Andrews J P Moran G G Dunai- 
and D C McCarth> John Da\ is G 
B 3pea.'- L Ma = 3n M 1 
Carpentei 


41aneda 
W H \bbot 
Di T sd-ile 


(Hugo Duieneck and fanniK 
Oakland 


Till new G 
f King and wnfe 
San Jose 
J 


M Spence- A Diren= R P Qun o 
tvev. "S ork 
Mtliu Portei and fanl- 


Iv « B B Porter and 
su i 
Los An 


ge es 
S J Ma tin C P Burke" 


ents on Clinton, a-venue, Alameda. Rev.' 
L Potter Hitchcock offlciated. 
The bride was attended as Vnaid of 
honor by her cousin. Miss E-va Pat- 
ten, her little sister, Florence Cope- 
'and acting as rmgbearer The bride's 
brother w F Copeland acted as best 
man 
The brides gown was a pretty 


1.1 eat on of lace and organdie 
ovei 
taffeta and she carried a bouquet of 
bride roses 


Mr and M'-s Cosgrove will take an 
extended trip to the Eastern States on 
their honeymoon and upon their return 
•will reside In Fresno 


YOSEMITE PARTY. 


Mr and Mrs Gilbert Curtiss Mr 


and Mrs M J Laymarce, the Misses 
Laymarce and Miss Edwina Crouch of 
Sacramento will leave nest week for 
the Yosemrte valley 


TALENTED READER 


Mi s Majde Taj lor Henderson of Oak- 


land the acco'nDl]'=hed elocutionist and 
dramatis reads- was at the K"lghts ol 
Pyth'as corieplion tecfentlj at 
Bakers 
fieid wheie he> rcutat'ons were +be ar 
list c event 01 tho entfirtainment 
Sne 
gave 
The 'Window Curtain 
a Uei»r 
monologue and Guido Faraapti In a ?n 
Ished marrer 
M 
1-* Tailor IB winning a 
reputation *o- rei^elf In her chosen work 


WEDDING ANNOUNCEMENT 


Ca-ds are ou- 'or the maruage 01* Miss 


Atibie Blancra i to T\ lharr Gibbs E^lefi 
ton 
1 he weddng wil ta'e place calls 


IP June and will b? a bo-re aftai-- 
tl e 


Rev 
Di 
Buch o<ncteting 
Miss 
Irene 


Maddooks w i l attend the b-ide and Mrs 
biZciLeth Cibbs will be matic^ of honor 
Tne eioom wi] be attendee bj. 
A 
F 


B anchaid Jr 
The M edding will be ona 


of tne plettie=* e\cr s of early Jun" 


WILL GO TO HIGHLAND 


Mrs Harden ard Miss Sevilla Hajden 


will =n»nd som" time at Highland Spring 
in Jun« ana 
ate 
are planning *o spend 
two weeks ir clo-xerdale 


FIVE H U N D R E D CLUB 


Miss EcJa Curdts enterta neJ a snail , 


five hundred club recently at the lasf 
meeting of the season 
A pleasant 


afternoon 
was 
enjoyed 
Miss 
Al c<? I 


Nelson was the luckv prize wirner 
hei 
opponents beirg Miss Florence 


Hatch Miss Helen Ne so i Mrs V11 
liam MacDora'd 
Mrs Geo'jre Hjm 


phiey Miss Florence Taylor M'ss Ju- 
lia Summeis and the hostess 


WILL CO SOUTH 


Mis 
V; 
H 
Russell 
accomparied bj 


he 
dajgrhtei Miss Geitiude Russe ' wil 


leaie f c r a \iM to die Souths n part 
of the State n Ju v 
Afte>- an = ^ e-JpJ 


tl p 1-e/ will leturn to spend two wecK 
J 
< ]o\erdale 
,—* 


BERKELEY WEDDING 


The man ae- of JU=s CathcMne Cai 


1I"1» and Sanuel J \"n Q num toc/k 
DUi_e laot ripnirg at the rorr> ot the I 
bride s pa-ei ts in Bo-'i»le\ 
Re\ 
Fred I 


eilok Ho»-rei o' 
the 
Fl--Et 
Lnita idn 


Chli ch •ofi'- atcd 


''he biidea gown wa, deep creari peau 


ae =ne i minea w t i lat,t, and chiffon 
a id tie b! dca naicl 
Miss Hazel Pieb'e 


wore a gown 
I 
TV n e 
cashmi_ie a-d 
lace 
\Nillifi-n 
C-opeliid 
atu dcd 
the 


sroom 
Aitti 
t le weddn g ^uppei Air 


and 
"\n = 
^ dti 
Oinum 
rienHrted 
on 
a 


h ne\moor 
lhe> will make their home 


in Pasaaena 


CITY 
PREPARES 


TO FICHT. 


MAYOR AND COUNCIL AGREE TO 


PAY FITZGBRALt AND DA. 


VIS *S,uC>. 


At a special nieetjijr ot the 


Council and Mayer Olr sy last niflit at 
the City Hall it was a -re*d to expend 
at least $5000 ard possibly Slfr.OOO of 
the city's money in BE curing th« ser- 
vices of Attorney W 3v Davis and R 
M Fltzg-erald in flshtln 5 the injunction, 
suit broaght by the Conra Costa. "Wa- 
ter Con-pany ag-amst he Ci y Coun- 
cil to prevent the enf. rcement of the 
rates recently estajblie ed It was the 
unanimous opinion of he Councilmer 
and the Mayor that thi best fight that 
the c'ty could put up hou'd be made 
in resisting the tempc'-ary lvijunctiop 
whicn is now pending in th« United 
States Clrcu't Court ir San Franciwo 


Mayor Olnev consldei => the injurction 


proceeding the kev to Oie enure fi^ht 
and all of the resources of the citv -will 
virtually be exhausted 
n 
the 
first 
round with the Water rompany 


The city will De rep'esented by no 
mean a-ray of legal ta1 >nt 


Mavpr Olnej Citj 
Attorney McEl- 
roy W R Baits and 1 M Fitzgerald 


11 be the attornejs \ ho wil1 appear 


on the behalf of the cit 


Messrs Davis and Fit sgerald will re- 


ceive J2500 fo the pr liminary wor* 
If the Contra Cos»a Co npany wins the J 
flrst baf le then these gentlemen are 
to receive S2 oOO noie IT cairvmgout 
the se-ond part of the itigation 


Ma>or Olnev and Tit Attornev Mc- 
Elroy will not receive any additiona1 
compensation 


The Pioneer of American Whiskies 


Pure 
Old 
Mellow 


P I C N I C 
-ONCHEON 


M ss Edith and Miss Bonrie Dowrlng 


entertained a numbei of ^rlcnds thia af 
ternoon ^t a eel &'ufu 
p en c luncheor 


a1" I-n'xC Chabot 
A cl^e^r 


joved fiisl at 
the 
Huff 
Leand o 


feast 
home 
ir 


> en 
San 


HOUSE PARTY. 


Miss Vera Hemrich will b» hostet, 


at a jol'v house partv from Saiurda 
until Morcay at hei Imemess house 
The pany will include MIBS Bca^nc 
Kughes Miss Emma Baker Miss F'or 
pnce Sloper Harold Law Harvey isv it 
frpairo-v 
Dud'ev Sm th 
an<^ Chaile 
Baker 


PIANO RECITAL. 


A verj entertaining musl-ale wa 


Slven bv the piano pupils 
of 
Mis 


Bessie Katzenbach at the residence o 
Col French ;1S East T w e l f n street 
on the irorning of Ma> 30 
TJ e fol 


Ijwirg contubuted musical rumbeip 
a'ter which icfreshments wfi- 1 served 
Miss E'vlvn Adams Miss Lima Ba 
ker MIs« A berta Bradlev MI=S Stell, 
BeserthaJ Miss G > n d i r 3"rei en Mas 
l«r 
Hollan i 
French 
Mua Ethe 
Hughes 
Mi is 
Eona 
Hugh»v 
ill-, 


Mary Heinat^ Al'ss 
Mabe1 
Holden 
Master char es Holden Ma tti Frtc 
Hodkms Miss Mini le Jennn gs Mis> 
Bessie Jennings 
Vlise Edith 
Moore 
Miss Olhf MtKibben 
Misc B 


Avanex 
Miss, 
Ca-ne 
Trahen 
Mabel TS hun ore 


WEDDING TONIGHT 


The prettiest wedding of the 
week 


will take place th's evening when Mi=t> 
Edith Davis «ill become the bride of 
C\\mfor(2 Saint at the home 
01 
the 


bndes pirerts, Mi and Mis Wi! lam 
Davii oC Epst Oaklard 
Rex 
(_ il 


Hill v\ li be the officiating c ergjmii 
and the voung people will oe mrtrried 
in a bower ot g eer and white 


Miss Rose Davis will attend 
th° 
bride ax>d Albert Dav s w il 
a>_^ as best 
ir"n 
\^tei a honeymoon the 
voung 


people will make their home in 
Sat 


Franciwo 


NEW MEMBERS FOB 


BOARD OF TRADE.!: 


LOCAL MANAGER 


UNDER NEW ROLE 


Not Only a 
Good Mala sr 


Comedian 


But a Good ' 


inn.f 
Mis 


SUMMER 
HOTELS 


The folio* ing are th? -ei_»n 
a.-—v ,> 


at some of the popular sumrrrr hotels 


High'anJ fcp incro—1 rom a n Fran 


Cisco 
C 
t 
Favsen 
"D 
E 
"*o"biera 


R. H Hu 
Mrs R. Si=«jle= 
Miss A 


S^cfke 
Mr 
(. 
L 
La nrop 
nd 
v* ife 


D H HirsVj 
TV xi Cdwn-cs G ^ 


Brown Z L 
Dod^e 
H W 
Eioe- 


H 
T> i ioi?n E B tomi h 
Jin w ifc 


G T\ Sng cv 
na w ife Mis'- >. Kot 


tangi 
"Mi's M tterg?r 
rieo'ge 
E. 


SURPRISE PARTY 


Tie-e was a veiy peasant eu-pris" 


oart given to Miss Ethel \\ al ace last 
nigh 
at the home of her parerts on. 


Salem street 
The house was beai-ti- ( San 


fully decorated and the e\emng was 
enjo^ ed in music cane ng ai d granes 
aftei which lef^esh nerts weie ser\ ed 
'r-iose piesent were 
Misses 
Fthel 
^al'ace 
^.nnie 
Ernst 
Arn e Gold- 


spring Jessie Mai tn 
=adie Alar in 


Lenrf Spwarfl Jennie living Ge-irude 
Chappell 
Masters 
Frank 
&cv»aid 
Hugh Barkhcad 
Chai ies 
Bd.nkht.ad 
Djke Maddein Tom f lancet 
Ham 
Goldspung TS i'liD \Atdgewood Arthu 
, 


\"V ilhams \\altfi Seua d Airs Ses\ard j "ar 
Mis Enlace Mrs ( haope 
Mr end i *are 


Mis 
Hill 
Mi anil Mis Anderson 
by TS 
Sallj RasrrusB"-1 Jarneo Rasmussen 
coirn 


WEDDING 
OF 
INTEREST 


The irainage of Hjgh Hogan J" 


and IvI'a'; Claia Degan of San Pianc s- 
r*o took nlace "W ednesda\ at the home 
of the bude s parent*; 
The ccreT.ionj 


\\as uitru. sed on]> b\ i e a i i \ e s 
an i 
^as a «jUiet aftai" o^lig 1 t-~ a lecen 
beiea\on ent in the 
groom s 
ram 


~R&\ 
Fa hei Kltiii of 
St 
Dom n c * 


church offi a el 
Aft^ 
a hone\ ^oo i 


\ir i <i M s Hoga/i -\i 1 ma^ti thei- 
home n Oakland 


\t a •ne°tmg of the Dnectors of the 


Boaro of Trade las 
evening twenty- 


i eight applicants 
1 elected as lollcms Er 
Ca.ll R Krone 


phj&ician Dr * O IZdwaids cc-tis 


i J M F eel ian pictures and framing 


I De La.ni.ej ajid Espojo JDOOLS and shoes 
|B C Sdu •> engineenng T 
C" Coosa.ii 


attori e> at law 
V\ ai en b 
Pilme 
Sine nUeideni S P Co J C Bioaale 
sj-l^sman Perec Haidwaie Compaji> 


I R D Holmes i-geit Del Alonte Mill ng 


I Co 
pioposed 
bj Dr 
Hi>ucL»id G 


I Thomas H L runnmghaii c-icliuect 


Fio.ii i=co ^ E Moms leal es- 
tate Lem TViluams millineiy 
E S 


Johnstor 
Pom nci E le-s Music Coir- 


pal v bi Emil Lejinhardt 
H O Ab- 


bott 
T arrev aid Gieci 
\aincv and 


(jreer 
sign 
painters 
Paul Cairrll 
John B ihop Sheiiff A.anedd. Couii-v 
Tohn Sea a i 
police oft ce*- Jos 
A 


Bat low 
pi tu ts and franes 
O i 


Si uti r gai m 11 ura(-tui ei 
b> P N 


Hdmanai 
A H Elliot attoi ey and 


»• of ( itj 


R RH igs i 


T\ 
\> 
Ch 


Mian J La* nance 
I 
H Dab 


illusion meic] aut b> C H Ku g 


Goodreilow attorney at law b> 
Miller 
R A Bray com S F 


Those who a*tcnded t IB Press Club i 


s>-ow at the Macdonough Thuisday e\en 
ing can now account for he suci,e«s with 
wh ch Mr Peck has met tn the selectnn 
T good material fo- his 
audeUIle show 


The felicitous Pec ^ kept the crowd good 
natuied from the beginn ng c' his little 
skit 
to the finale 


Peji Theater was well repiesented at 
the Pi ess club show 
Is gle and Adams 


the sketch artists v ere 
/fill lecened as 


•«<re also Ledd\ ard I-inckman 
Miss 
Hinckman is champion fc ncy -trp dancer 
of the Pacific Coast in! ca ries many 
medals foi sjch work 
r e work done bv 
that team is strictly 
h gh 
cliss 
and 


e ervone seeing their wot-c at PCX Thpa 
ter 
is 
satisfied 
Baby 
Dollher 
the 


uvem e boubret e 
ma> 
not 
be 
very 


:aige 
bu 
she is all 
here with 
the 


stunts 
B 11> Brj uit the b ack 


face comedian 
keens w thn 
the circle 


of decency ajid is cxtrem b wlttv 
Hisl 


tcnes and well adaptea so igs make Fran | 


I cis Eils^ell a 
fa\uiite 
Alanagei Peck I 


i" rne nbe ship w ere i lias placed hinicr f 11 a 
erv 
commend 


able ait tade with the p iblic b/ 
oucb donating his 
tale t 
ai d 


house tc the pjb 1C at \ nous tl 


•Whiskies- 


(RYE 
AND BOURBON) 


• 


THIS FAMOUS WHISKET HAS STOOD THE TEST OF TIME J XD 


IS ACKNOWLEDGED BY EXPERTS ^ N D PHYSICIANS AS THE IDE \L 
WHISKEY FOR THE HOME AND SICK ROOM 


\ 


Insist on Getting the Best 


SOLD EVERYWHERE 


| 


• 


WICHMAN, LUTGEN e CO. 


Sole Proprietors 
29 and 3l Battery Street, San Francisco 


attoi 


council ^ >• Hani a 
n and company nard 


show 


MERR1CK SAFE 


FOR A WEEK. 


Ticre ^as 1 ttl** busi'-'ss be"o\e thp 


Board o* Publ 2 WOIKB and Boaid 
of 


Po :ce ard Fire Corrmi1 -=ioncrs jtster- 
daj afteiaoon 


The aop icai ons of Mi 
A D AJart n 


Mrs 
C F 
Eaxte^- and Mrs 
Marv C 


Rosa for the pas tlsn o 
city 
piison 


rnati on 
v, ere placed 
OT file 
th e Com 
n ^sinners not des ring t 
make an at> 


pou tm^nt un'il they had title 
ei Im estimation 


Charges of 


HOME 
WEDDING 


Miss Irene Mabel C opel^-rd oecame 


the b-ide of Gcoige 
Co^g o^ e 
lasT 


Wednesiiaj "t thp home of He" par- 


3 P 
R 


bv Hem \ Buttei s Dr Zdw N 
Ewe" ph-vsi ian bj Dr Ji n*s L Ma\ - 
on 
D H 
"vIcLaughlm merchant 
b> 


Charles J "HTee^md-n 
*»rtuur Sra ian 


cloal s and suits 
b> 
Vv 
E Logan 


1 he com n tte or 121 road a re^orted 


that the Sarta Fe Do.\ ce'ebia ion on 
"\Ia\ ^6 had Left i orv ^ucc^ssful that 
the leceipts iad exceeded the e pcndi- 
iuie& and i a 
the conrai t^e -voted to | 


tu1- 1 o\ er to thp Foui h of Julj Car-* 
i 


mlctee th^ balance rer airng in the ' 
treacuri cf ?oout 52CO 
| 


*ct 


ne^rlec^ of 
luty ard being 


drunk wm e in unifo-m «cie presented 
bj CMef o1" Police Hodgk ni asatnst Pa 
tr^lman Me"ricA 
^~t on ai the charges 
^as aef<_ led until ne%t F ida ai ernnor 
(. 
J 
Do wen uho hat 
c«n 
a special 


policeman in East Oahla d fo1* the la£t 
six months scat in his Designation 
It 


\vas accepted 
-• 


The aequoia Athletic 
lub askea f 
and recened permission 
o e"i\e a box 


ng 
contF-^t on June 14 


Hojack—V( ell the comnanj- 
has gone 
urder 


Torrdik—TK"hat ^arl i " 


Hojacrf—It 5 rloa j"g deo.. 


,y 


Management M. L. SCHLDETER 


DIRECTOR-GENERAL FAIRS 1902-03 


is held in the highest esteem by critical 
coffee drinkers, (t has that distinct flavor and 
aroma obtained only from the perfect blending 
of rare old coffees, properly aged in the country where 
the coffee is grown. 


Only the highest grades of coffee are selected 


for this brand and the greatest care and 
skill exercised in blending and roasting. 


1 and 2 Ib. aroma-tight tins. 


Grind fresh each day—not too fine. 


J. A. FOLGER 01 CO., San FraneUco 


Importer* and Ae»»«er» ot Fine Old Coffee* 


EVENING 
CLASS 
OF 
OAKLAND 


VS. SAN JOSE &TU 


~ 
DENTS. 


i 


On Morday evening 
.. jue 6 
at 
S | 


o clock 
t^e 
Oakland 
^ven as 
HUb 


Sc 100! "will debate 
on 
the 
Questlo^ 


Keso \ ed Tha* the time has now come 


when the United Stateb 
hould abandon j 


ILS present protective pol -y 
Friends a"d forme- nutnbeis of 
the 
E^ering H'gh are rvited o atteno 
The 


school will have for ita repw-sertatives 
Arthur Ava^ers Fred TTan ner ar»d Theo- 
dore TVittechen 
ajl of 
T horn are 
ex- 
perienced and skillful deb iters 


TOWN*TAL<1 


Town Talk is bearing out its repu- 


tation 
for 
producing: artist c and 


beautifu' editions 
The special Out- 


ing and Household num er Tsas a, spe- 
ciallv designed cover ai a a full page 
'llustratio^ of a snapelj Bathng GM , 
Sprightly jokes verses and sketches j J> 
anent the Summer Girl oesprinkle the || 
pages aad for mote 
ond 
reading «' 
there is an essay by H="y Cornell on | 5 
The Apotheosis of Ap earances 
an 
article on Pulpit Thunc er ' bj Theo- 
dore Bonnet and ore on Puictihos of 
the Navv 
by Arthur H Button 
Tne I j! 
sumn er resorts 
are 
c escr bed in a I < 


clev er storj 
illustrated by beautifal | 
half-lones 
The Saunte e<- telU about 
Bard 
Oxnard and the Serate 
the 
timber 
grabbers 
Indt strj 
Maude 


Adams air* the Mo'm ns 
the late 
Senator Quay 
societv 
in Manila, I 
naval news 
Joaquin I tiller's lunch-I 


eon 
Wil' I>-wirs fare\ ell, Marttnez | 


and Peazzoni repartee 
Roosevelt and i 
George Knight 
Un\ >rsitj doings ' 


Cock"ap vs Delmas 
e c 
e*c The 


v. eek s plaj s and cor erts are re 
viewed automobile date 
giv*n 
ard 
the latest books a'scuss d 
There a»e 


56 pages in the number and al' are of 
tnte-est 


AeMUe KiWon s SpiiaJ Towe~ 


20 BIG SHOWS 


300 PEOPLE 


SENSATIONAL 


FREE ACTS 


BRILLIANT ILLUMINATION 
DIAVOLO 


NEVER FAILS 


FIREWORKS 


DU BELL'S HIGH BICYCLE 


FUKINOS SLIDE FOR LIFE 


Two Weeks=June 13 to 26 


N. Ro !eri 
J Compiano 


Lonchrof m — Of 
tha-t oai 
chef 
Proprietor of 
EJ 
1- you admit 
artlet' 
Guest — Without 
a 
dc ibc. * It 
probably he that painte 1 tress 
strawberries red — PhJaJlt pHli Bulietia 


an 


-was 


COMPIANDMOLLEBI 


Nurserymen, Seedsmen 


and Florists 


A full eupply of CUT FLOWERS 


at *ll time* 


' FLORAL DESIGNS a spec- 
ialty. 
Price* reasonable. 


Formerly conducted by J. Seul- 


bergsr. 


509,511, 513 Savsnth Street | 


OakUrd, Cal. 


Telephone, Jame? 38^1 


Ready for 
Business 


After 
having our plant destroyed 


by fire, we have rebuilt and will be 
ready f* business June 6th. 


We manufacture high-grade 
BABBITT 
METAL. 
LINOTYPE 


METAL, '/2x^ SOLDER, STERE- 
OTYPE 
METAL, 
PLUMBER'S 


DENTIST'S ALLOYS, BATTERY 
ZINCS, SPEITER, WHITE MET- 
AL, CASTINGS, WE 
BUY OLD 


METALS 
GALVANIZING 
AND 


TINNING. 


CaL Metal and 
SmeltingWorhs 


Fourth and Fallen Sis. 


Near Oak Street, 
Oakland, Cal. 


Telephone Mam 368. 


Your Next 
Glasses 


COME TO US, WE 


CAN SUIT YOU 


Opera Glasses 
Field Glassaa 


Thermometers 
Barometer* 


GHAS, H. WOOD 


Optometrist 


1153 


and Manufacturing 
Optician 


ST. 
WASHINGTON 


OAKLAND 


Sign "The 'Winking Eye." 


QLIEH 
. P8LLS 
'•17 9«nnla^ 
£ Alv&rtrclt*Ve l.«<lt**t MkOracK^rt 
l»r CHICHE3TER-S ENGIJK1I 
I In KEJ> «nd CoM 
J- bl""lbl"-°«£Shiasi~Sdi__ 
__, , yo«r DrBKln, or ««sl4e fa 


Lfo?- P*rtic»!««»_Te»«a»«»Ul* 


SATURDAY; EVENING* 


P S fROM W K L 


Joaquin 
Miller's 
New 
Claim 


Fame—Brigand Luncheon 


, 
•** 
j. 
on the Heights. 


to 


Joaquin Miller is prospecting along 


a ne,w avenue to fame. Up at "The 
Heights" he is 
developing 
a 
m-w 


brand of chicken which Jays har<l- 
^joiled eggs. 
He Introduced his fo.vl 


their fruits last Sunday, 
wh>.-n 


v and Count de Parhacs fed a nuni- 


'ber'of pilgrims atShe port's 
place. 


The 'Count is a painter first, a soldier 
secofid, and Incidentally 
a 
traveler. 


Above all, 
he 
claims, he is a good 


cook'. 
The pilgrims concede- the las>- 


named distinction,..which,.I think, far 
the greatest. 
There are thousands i>f 


painters, soldiers and travelers—but to 
cook! that is a gift of the (,-ods. 
But 


this Is all in passing. 
The real ob- 


Jecf'ot this paragraph Is Miller's great 
discovery—the hard-boiled egg hen— 
no, the hard-boiled egg of the before 
, boiled hen. 
Opened. 'On 


This is the way it hap- 
Miller's pince in a sma'l 


aggrieved at this condemnation of his 
national beverage, I hasten to assure 
him that the railway station tea in'thn 
United States is Just as 
bad", and 


that the tea on the German steamers is 
worse than that on the English ones. 
No non-Teutonic stomach .can swallow 
the German brew and live. 


the brigand luncheon were 
Herman 


ana Mrs.- Whittaker, •--.Winistm"'•- ari'd. 
Mrs. Keith, - Fremont -and Mrs. Older 
and Bailey Millara. 
v 


, Though the Perhacs. Kid 
been in 


lOakiajjd. spme. week> Jt. was not until 
.the brieana. luncheon-that. OaklandeM 
learned that representatives of the old 
nobility of Hungary were 
in 
their 


midst. 
The Perhacs 
are 
of 
royal 


lineage, and the Courtt is a famous 
traveler and an officer of the Hun-' 
.garian army, but his only pride is in1 


his skill as an artist. 'His most fam-' 
pus painting is' "Ingersoll at the Gates 
of the Inferno," for which the famous 
agnostic posed. The canvas is ten by 
'fourteen feet and is at present in San 
Francisco. 
It contains 
160 figures. 


AJnalf interest in the • painting 
was 


recently purchased for $22,500.' Other 
works of the artist Count are "The 
Battle of San Juan," 
"Resurrection," 


"God 
with the. Patriots," "Footprints 


of God on Earth." 
The 
Count 
de- 


clares that the atmosphere of Call-' 


JUNE 4, -19D4 


A VICTIM OF NERVJUS DE'.BILITY, 


NOW A WCWbER i)F VIVACITY, 


EXPLAIN THE MARVEL 


OF TH.E..C.bANGE. 


. B; .Frazle , of 'No. 140' Al- 


thea street,. Providegc \ Rhode Island, 
is today- the very em jodiment of' vi- 
vacity. She is art -ener ?ctic forewoman 
In a large laboratory and shows 
no 
traces of her recent lo tg struggle with 
nervous 
prostration' succeeding ty- 
phoid pneumonia. 


•illness -Jjegar irt.1698," says 


Even in America I have been where fornia appeals to his love of the un- 


hosteoses in handsome mansions, with conventional and says that he 
be- 


i lieves there is here 
a 
richly gowned guests 
awrand 
them, 


......-; 
- was. i ontined to. -. 
.bed;-' -I; made 'dccasior il attempts 
to" 
work.-'bu't I could 'Onlj -.manage' to put 
m two,-or three -days ouf o-f a-"week 
at-..the, very ..best.. Several times I. was 
actually at the point cf'.death.'. 
.' 
i 
•"I.had a-good phys'i'e an" but; he cpuld" 
not--succeed ttv getting me' o'iif-of my 
.weak- state.' It.was ; ard for.Sue to'' 
retain any food and1 n y weight'drop- 
ped: down to seventy-uve pounds. 
I 


had-a., great'deal of dbziness arid'-suf-- 
focating'-spells. 
One p' my .k!gs- . 
- 
KWP.Hen ..so .as. to intg fe,.e v.jtll 
-walking.. .1 could,.-, get 
scarcely 


lEtMSES 


MEMBERS BEWAILS MEMORY OF 


PET "FROM 
THE 


- =. - . PYRAMIDS. 
, 


with delicate and beautiful tea-serv- along literary and indeed 7lon" 
Ices and Russian "samovars," . would, 
when a new guest arrived, calmly re- 
mark:' "Wait a moment—I'll fill the 
teapot up again." This dreadful thing 
she would do, and give the resultant 
concoction 
to 
her 
innocent 
guest. 


Every individual tea leaf at trie bot- 
tom of the teapot had already yielded 
up Its thelne, and become a sodden ' 
mass of tannin and 
vegetable 
fibre. 


ng all the 


lines of .artistic-.-work -.and 
endeavor. 


He intends to do all in his power to 
encourage and foster this spirit when 


my 


- -sleep,., my color was-.v ry -pale''and' 
I 
noble 
future | suf.tere,d...fcom irr.egu'la Jties that .are 


lie shall have taken up his 
here. — Town Talk. 


residence 


The State Board" of Pharmacy 
ap- 


pears to be one of 
those 
political 


geyser—not siphon, but a real, genu- Such an act is a high crime and mis- 
ine geyser—of boiling water. 
Now, 


the poet's hens have .become har.dene'l 
by scurrying over "The Heights," an-1 
their entegumentaries 
have 
become 


pachylemous in their toughness. 
Ex- 


crescenses developed upon their feet, 
and lumps upon their legs. 
To - cur'? 


this affliction, the poet immersed th > 
chic-kens' legs in the hot geyser watei. 
The effect was wonderful, 
and things 
disappeared. 
The 
fowl 


liked the treatment. 
Whenever they 


needed a bracer, they stood 
in 
th'1 


overflow from the boiling geyser. 
An 


they berame accustomed to Ihe water 
they remained longer in it. Now, they 
sometimes stand ten minuter in 
the 


spring. 
Presently, Miller noticed that 


his eggs were always hard-boiled. If 
he cooked them only half n. minutf 
they came out hard,, .though the ordi- 
nary hen fruit will not harden Inside 
of four minutes. 
He 
watched 
till 


hehs. Pie saw them standing In the 
geyser. Then he saw them ..-ome out 
an'd lay. He picked up a 'fresh-laid 
egg, and opened it. 
It 
was 
hard- 


boiled. 
With the addition of a little 


salt, Half a dozen' made 'a 'meal1—for 
Miller 
The..hard-boiled. ' eg^s . were 


served to his guests lc.nl Sunday. The 
poet intends writing a "Lady of the 
Hard-Boiled Egg." 
He also Intends 


forwarding a. bunch, of his. hens to .St. 


demeanor. 
If 
American 
women of 


wealth-, who say they are fond of tea, 
don't know as much about making it 
as a cheap Chinese coolie, probably 
English and German ship-stewards are 
scarcely to be blamed.—The Argonaut. 


grafts, like the Barbers' Commission, 
which was created solely as a 


very ... painful and de'r ressing. to 
tneri;. 
. 


"I- dragged out mor.t j after 
month 
of so.ch an existence, '"'her. 1 read' of fwant 
Dr."WillIams' PinR Pill-.'tor Pale Peo- 
" 
pie 
in 
.a .'Prbvldenc > paper and. I 
thought I'Would'.just ry thorn.' lie- 
fore. I -got through the. :irst box I said' 
to my .-mother: .Why,' .hese 'jnlliare 
certainly doing me ;go id.:. We nsotr. 
grew---hopeful -and I. 1 ept.. on- taking 
them steadily for six- -o • seven .months 


thing" for its 
became mixed 


members. 
The board 


up in a scandal 
in- 


Bourke Cockran, the noted New York 


orator, is thinking of visiting- this city. 


The corn- Tom McCuleb;' has received a letter 


volving the. sale...of .advance copies of 
examination questions, which the Gov- 
ernor has been rather dilatory about 
investigating. 
Controller 
Colgan is 


now after the board for an account- 
ing, as,it appears not a cent received 
in the- way of fees has ever found its 
,\vay into.the State.treasury. The sec- 
retary receives a sa'.ary from the im- 


and then, occasionally, or- some .time 
longer, and all"-the tine my- troubles 
kept, lessening'..until at last they wore 
good gorie altogether. 1 got rid. of. indiges- 


tion,, 
headaches, ner: ousness, sleep- 
lessness,, dragging sen ations. and ir- ' 
regularities 
'•• of 
e.verj kind and 
my 
weight ran up thlrty-t ,-o pounds. 
"It'is more than'a yc tr since'I took 


up my full work and i i all that tiir.e 
I have not lost a day hrough illness. 
Dr. Williams' Pink Pills have made me 
a well woman and I h -ve no lack of 
stren-gth or cheerful- spl -its." 
Dr. "Williams' Pink Pi Is are a speci- 


fic for all diseases of the blood and 
nerves. They .- e sold I y all druggists 
throughout the- world. 


The Nile Club's crocodile Is- dead and I 
wail of mourning: has gone up from ! 


the re.vererB of the 'memory of tho Ptole- I 
mies. Brought1'-at a great expense arid 
much caye by John- D. Spreckels Of San 


isoo from' the. waters"of the Nile, 


within sight of .the hoary': Spjlinx; the 
ba-by- was presented- to • this unique or- 
ganization and Eome time.ago established 
'in quarters In • the i'ooras of the "Club, 
'whero. Egypt itself is outdciie and (lie 
Infant deceived, into believing that the 
hieroglyphics- on tho walls were those of 
its-own dear well-beloved land. 
Ten Inches'.in'length, the little monster 
snapped at "Hies during- the day and-'grew:, 
and tad hppos. It Is even claimed that ! 
It ' once -tried-, to call' -Clarence ' Cr'owell ! 
by name. Night, before' -last it-' was klil- j 
ed 'by a rat and by construction- Frank 
K.. MoU is held- responsible, and all" for 


i horse shoo nail. Mot-t some 
time ago was delegated to supply enough 
rat traps to rid the place of rodents: • It 
is claimed taat he neglected his duty 
and that he is responsible for the death 
of-, the club's pet from the Nile, and has 
been sent to Coventry by 
hie mourning 
brethren. 
' 
• 
. 


SPECIAL SALE OF 


Swell Stationery 


AT SMITH'S 


. - 
Several kinds of .high-grade paper and ( <ive!6pes are Includ- 
ed in this sale—all .••-! the. same price. 
. • 
. 
. ; . 
• - 
. 


.Paper... 
.10o quire' 


•Envelope's.. .. .:.-.... ,10c pkge 
Box of.-136- 


I Box 
of 
125 


• The qualities -are: 
: remler -Bond,, in. white 


ruled . or-plain; nol•: i. r .qo'ipmrclal sizes. 
Commercial Irish I.;--> :i. 
' 
French line1 


. Snowflake 
Linen:. 
:-,d 
style, 
steel; 
quite popular. •'. 
' 


•beets:..'.- 
.40o 


tivelopes.. 
.40o 


azure- and 
blue; 


• Quaker .gray 
,r finish. 
and 


from a friend in the East who Inform- j position of fees, and the members of 
ed him that 
Cockran 
contemplated 


making the trip, and already there is 


the board are paid $5 and expenses for 
the actual time they put in for 
the 


some talk'of giving him a big banquet j State. The supposition is that the Con- 
at the Pacific Union Cl'u-b. 
It 
has 


been suggested that such a banquet 
would afford a fine opportunity for an 
oratorical contest between the idol of 
Tammany Hall and D. M. Delmas, the 
idol of the Pacific Union Club. Com- 
petent judges who have heard 'both 
men say that it would be a 
much 


closer contest than the informal one 
between General Barnes and Chauncey 
Depew at the Palace Hotel some years 
ago. It -was conceded, at that time, 
I believe, that Barnes won flrst hon- 


Louis 
Letter. 


as California products.—News 


Charles E. Cook, formerly manager 


of. the Central Theater, and I'revious- 
tly .the whole thing In the front of the 
' house at the Macdonough in Oakland, 
has switched his line of business, and 
is now in the service of a financial in- 
stitution here. 
Cook has had about 


the best training of 
man in the West, and has' had 
any 


ors.—Town Talk. 


.Tie 
diffidence, of .Senator 
Bard 


makes It easy for Henry T. Oxnard. 
Indeed It appears that Oxnard is to 
have a walk-over. The Senatorshlp is 
admittedly the office .of the politicians. 
It is the plum wjilch they are privi- 
leged to bestow. 
All efforts to make 


it the office of the people have been in 
vain. It is controlled by the 
poli- 


ticians, and aspirants for the toga 
must appeal 
to 
them. 
Tet Senator 


Bard declines to propitiate the men 
who have made politics their profes- 
sion. He is in the hands of his friends," 
and though they are politicians they 


trailer's request for an accounting will 
be answered by a, statement of the ex- 
penses that will more 
than 
square 


the revenues of the commission. 
The 


necessity for permitting such a graft 
is not apparent when it is considered 
jthat .there is a college* .of" pharmacy 
maintained at public expense in con- 
nection with 
the 
State 
University, 


and the examination 
of 
applicants! 


who are not of the student body could 
be made part of the'duty of the peda- 
gogues of that institution.—The Wasp. 


PRESBYTERIAN SUNI'AY SCHOOL 


GRADUATION EXEftCISES 


.TOMORROW. 
':. 


ny 
theatrical | a^e against the machine. .They are of 


has' had 
any the southern. district of the State to 


number of offers to go to New York which, 'it is conceded! the spat-in the- 
from Hay man and others-who know of j Senate occupied •'.'• by 
Bard, belongs, 


his capabilities. 
But Cook, 
like the : They have been fighting the machine" 


rest of us, prefers scratching- here to In the South, but . ndt" successfully, 
smoking two-bit' cigars on Broadway.; One 'of them, Mr. Bulla, appealed 
to 


It's the climate and" the boys, and a j the delegates from the South to the 
whole lofofother things, that make it j recent Republican State convention, io' 
hard to pull up,by'th"e roots and go.—j support him for delegate-at-larg-e to 


•EXERCISES 
HELD 
AT 
UNION 


GRAMMAR SCHOOL OF HIGH 


CHARACTER. 


SAN L-EANDROj-June-f—Th'e clos- 


ing- exercises of the -San'.Leandro Union 
Grammar School were 
The school., rooms 


;.were held', y.estgrday. 
is";.'p;res'e-rtea""-a-'.rnost 


The Wasp. 


Apropos of the pale young English- 


man willi His tea and toast, it is re- 
markable how' universal is the tea- 
habit among the 
English. In Eng- 


land, it is drunk by old women, of.all 
ranks, from laundresses to peeresses; 
by Girton- frirls and senior wranglers; 
' by pallid..students, and robust athletes, 


it of England the English drink it all 


I over-the globe, from 
India's 
coral 


"strand to Our Lady 
of the 
Snows. 


They drink 'it at all hours of the day; 


1 they drink It .for breakfast and drink 
it before, dinner.. Considering the mark- 
ed English taste for tea 
it 
i.s really 


surprising that their brew should be 
so bad^ _Tea as served in England and 
oh" En'sfrVh "ships 'tables' as If it had 
beftrt-boned "for"hours. 
Without'milk, 


It is about the color 
of claret;'how- 


ever, it contains more tannin. 
When 


this hydrate -of tannin is served to 
you without the milk, and you ..add j fear o£ 
milk, the tannin Instantly tu'rna it In- 
to a kind of curd and whey. 


Lest any English subject should feel 


the National convention. He received 
three votes out of seventy-one. Bulla 
is one of the leaders of the Bard forces 
In the .South, 
and 
his 


therefore significant. 


weakness is 


- 
. 
. ''the 


most' profuse. 


The Interest in "Chlldre VDay" at the 


Ffrst Presbyterian Church Sunday School 
to be: be.ld tomorrow is gi eater t'lis year 
than usual, on account of the large 'class 
of pupils who are-to grac late from Miss 
Mabel Thaycr Gray's pr mai-y.-. depart- 
ment. The ' s^o'tia.tion o- ercises arc to 
be a part of the program. Diplomas .ar- 
tistically engraved and 
iecT with, rib- 


bons of blue will be pre er.te'3 to each 
of the thirty-one gradual s by the pas- 
tor, . Dr.. .Baker. Mljss Gr; y will present 
the. 
Bibles, .as a parting gift from the 
primary department. 
T tese are 
well 
bound editions of 'a "corn*-ni(?nt .-size for 
the'jiupils' to carry -and t 3e. .The name 
of the ow'ner.- Is printed n gold :on the 
cover. 
The service will be hel>. at the usual 
hour of the pchool—9:30 in the 'morn-, 
ing^—arid the whole hour--.-ilI.be devoted 
to the service, of sijecial s mgs and exer- 
g:rud- 


. 
As soon as the. news spread a meeting 
was called and it was decided that the 
pet should be mumilled. It should 
at 
any rate- be gathered to its forefathers. 
who rocked - . ihu smvient- T.Ioses1 in 
its 
i 
trundle bed excursion down the banks o f ' 
the .river .of life, in state. The porter 
was. 
called and told to bring the car-! 
cass before the assemblage. Bowing low i 
m iibject obeisance ' he sorrowf-ully In- • 
formed them that the rat bad not left 
er.oiiKh of It to mako a funeral, and the 
wailing began afresh. 
' • • 
Now it has been decided, to erect a 
tomb, but again the club finds itself ob- 
structed. Ir. memory qf whom? 
The 
erdeodjlo had no name. Owing to an un- 
certainty as to whether 
it 
should 
be 
named CKiupatra or -Ew.mcses. the chrls- 
tenlr.jj had been pu: off. Judge "Harry" 
Melvln held out. for Cleopatra. He main- 
tained that by a 'c:;rlafr. coyness shown 
at times he %vas prsltivo that the namo 
oi thu beloved of tho Great Caesar and 
Antony, would 
be . more 
appropriate-. 
George Jackson hold out as stoutly fur 
Rarm-ses and claimed that he knew. 


At any rats" a monument is to e erect- 
ed to the memory of the blighted hopes 
of the club. It is ret-alied by the mem- 


i uers that had .Molt only supplied those- 
j. traps li-om his store all now might have- 
been wc-ll and Inch- groat grand children 
have taken delight in the antics of the 
baoy grown to manhood. Hatched in tl-o 
sands surrounding the 
pyramids (his 
crocodil-iis vulgaris was a direct descend- 
ant of « mother who had watched her 
eggs hatched by the great sun god when 
So.omon 
was 
a baby and the Grizzly 
Giant of the Marlposa Big Tree grove a 
whipstalk and had seen Cleopatra subdue 
Caesar with her .charms and afterwards 
give her life to a snake. 


One -buoy, of hope- has been, thrown out 
to 
the club. Dr. D. D. Crowley. 
who 
was physician extraordinary to the little 
Cleopatra, and 
Char.lny Heeseman are 
now engaged In an effort to locate Rav 


- in his journey around the world 


SOME NEW BOOIS 


THE CROSSING; 
"W-, vrton' 'Churchill—Regular 
price 
$1.BO—Our 


: price $1.20. ' Author <-f Richard Carvel" and 
'The 
Crisis." 
A 
story- of the sweep-.of civilization from the 
.tlantic to the Pa- 


cific ana of the-mtiuy marvels that have attended it.' ' 


THE BRIGHT I'ACE QF DANGER by R. X. Stevens. 
Publisher's 


price 51.50. 
Our price—.'... .- 
; 
$1.20. 


A romance of love and'ad veritue in the days of 1766-1S03. 
Stevens' 
most 
stirring . st ory tells of the adventures of Henri de 
Lunay, son .of Da Lunay de la Tournoire; made famous In "An . 
Enemy to the King." -The -action all takes place within, a few 
days; and not only does the interest never for a moment "flag, 
but- a brilliant succession, of thrilling incidents and virile -de- 
scriptions ho!.is the. reader, fascinated until the last 
page. Is 
reached. 


REFLECTIONS OF THE! MORNING- AFT-KR- by - H-erinau 
Loa. • 


. . . Mceder—40c—Bound in'Persian Cloth. 
This is a very clever 


book .and its title tells it'.il'C 
A collection of thought's—bright, 
witty, sarcastic. 
• 
- 
; 


New Postal Cards 


j 35c dozen 


all -hand col- 
California views; 
• ored. 
Regular 
ed 


500 


stock; plain and color- 


kinds, 2 for r,c ...... 26o doz. 


64 Views of Arizona 
and California 


lOc 
; 


—Each clearly printed with 
a 


little descriptive matter beneath 
each. 


SMITH BROS. 


.Bake:- 
. 
and will try and have him secure another 
while visiting the • tombs, whose bricks 
made without .straw, 
CIIUEP« the 
flrst 
h " 


clses;. P.arents and friend 
of th 
uates-have been- invited tc attend. 
The 
service .will be 'held in. th 
chapel.. 
The following is the..pr gram: 
Song. "I Will Sing of S y Radi-emcr;" 
invocation, closing with th • Lord's Pray- 
er;- song, -"Praise .Him; 
Praise - H i m ; " 
Scripture reading by..the schon'l; . sontf. 
"Awake. O -Sleeping Valle; s!".; .taking or 
offering -and marking of jecords; .recep- 
tion -of . the primary dep; rt'mcht: song.-,' 
"Forward, -Hallelujah'1 bj . primary...^--, 
partment; 
recitation. 
He'en 
Diiiming; 


- ... -T-:-.r-. 
song, "The Sounds of Simmer.*.', .with 
colors represented',<he gold a,nd. white Lchorus -.of ladles' voices sen! ir department; 
which are the colors of the' class: The"re i Prayer, Dr. Baker, with..' espouse,'' ."We 


The. 


was a large number., of the parents.and 
Irlends of .the• graduates present -and 
.the exercises.were most .gratifying to 
both teachers and pupils,' 


The exercises .opened with a song by 


the class entitled•••."Our.. Q.wn - United 
Htates," -The compositions and jescays 
rendered -by-the; 'various pupils . were 
1 andlefl 'without' exception.jn -'a mas- 
terly maji-ner. -Selections from, Enoch 
Arden, an essay on Dan1el-.iVehster and 
Whittier's 'works -held'- a--mdst' promi- 
renl part in'the. make-up of th§,pro- 


Bard's 
attitude 
toward 'the poli- 


ticians is a handicap to.his -friends. He 
has made .it. an. .uphill-.ftght:for tttem, 
and their only hope is a -combination 
of circumstances such as arose when 
he was flrst presented with the .toga. 
But that was a fortuitous ,c.pmblnat:on 
that should not be expected more than 
once in .a lifetime. As" Bard, really 
herpes-for" re-election his friends--are 
bound to stay 
with him. Therefore 


there .Is. no. likelihood .of any .other 
candidate looming up.to .give..Oxnard 
battle. But even though a third man 
should enter the race he would only 
divide Bard's forces and render 
as- 


surance doubly sure for Oxnard, who, 
being-the'machine candidate, has no 


-Thank Thee," suns- by 
primary de- 
partment; recitation...."Chri ;t and the lit- 
tle children," Roxana Weih >; soiig. "Over 
the- Hillside," -with sola >y little Miss 
Coe,- primai-y 
department 
"Object of 
'Children's .Day>'," Superintendent Bing- 
ham; 
song:, "Beautiful Ros< s." senior de-'j 
partment; 
graduating 
service, 
with 
presentation of diplomas a id Bibles; nd- 
dress, Dr. Baker; 
song, 
"When 
the 
.Skies of June.'" glrle :of'pilmary depart- 
ment; report of <<ecretary md-.treasurer; 
song. "Summer'is Calling" senior de- 
partment; announcements; 
song, "The 
Singing of Birds," primar • department. 
Closing. 


_ The following comprise ,t le graduating 


enjoyed, COtiiTty S'upepintenden^Craw:^.^. ,„„„,.„„, „„„„„„ ,-,,,„, 
^..a.ey 
ford, followed this last number- by ad- ; Dexter. -John Mitchell. De 
Vitt Cc'.eman. 


HENRY HEYUND'S 


WILL IS FILED. 


The .will of the -late Henry Heylarid 


was filed for probate today and shows 
nis estate 'to be worth about 518,000. 
The property consists of land1 In Brooi, 
iyn township. A petition- for Its pro- 
hate has been flled by Firm D. Hinds and 
John .'. McDonald. He makes a lar^e 
number of bequests; to friends and rela- 
tives as follows: 


To Patrick Dinning-, of Ireland, $2000; 
to Bndg-et Dinning-, of Ireland, $250'; to 
Michael eonnoly. of 
Ireland. $250: 
to 
Andy Connoiy, of Ireland, $250; to Brid- 
get "Conr.oly, of Ireland, $260; to Mary 
Wright, hls-nleco, 5250; to her son, Chas. 
Wright, 5100; to 
Mary 
Wright, 
her 
daughter, $100; to. Nettle Wright anoth- 
er daughter, JICO.; to Emerson Wright 
her. husband, $200; .to his cousin, Sally 
Brady, of Ireland, $200; to his cou=in 
Mary Brady, of Ireland, 
J200; 
to Ills 1 
friend, Fii.-m -D. Hinds, qf this city, J25I)'; I 
to Vir.ds-. Hinds. ?100; to Edgar Hinds I 
$100; 
to. Rev. Father McSweeney 
'or 
masses, J1DO; .to John J. McDonald his 
mend, .5250; to Miss Nellie Peters, $100- 
to his first- an-J second, cousins related 
i?n'i.l?lm'',tll:'j?s,h his moth='' he leaves 


I $500(1 to be divided equally amomr them- 
to .Richard -Bothwel!, of this city *100: 


Mrs. 
BoLHwirll, $100; to Patrick .Con- 


Art Dealers— BooKsellers— Stationers 


462-464 THIRTEENTH 
STREET 
' 3^r°a 
a 
t 
d 
07,ay and 


akiand 


to 
Louis 


DI.RECT CARS—"CALIFORNIA LIMITED." 
HALF RATES—FIRST-CLASS TICKETS 
SOLD JUNE 1-2-15-16-22 AND 23. 
ASK AT 1112 BROADWAY OR SANTA FE DEPOT. 


antdi Fe 


THE COMFORTABLE WAY. 


TRIBUNE SUBSCRIBERS 


WHO FAIL TO RECEIVE THEIR PAPER 
BEFORE 
SIX 
O'CLOCK 


EVENING SHOULD TELEPHONE TO THE 
ClfiCULATION 
DEPARTMENT. 


EXCHANGE NINE, AND THE 
CARFJI.ER WIL.L BE NOTIFIED 
TO 


a break. So, In. turf parlance, 


" 
the sugar magnate "looks very 
like a cinch. — Town Talk. 


much 


GETTING 


ACQUAINTED 


with th* p«opl« every day, be- 
««u4e'our optical work gtvis 
*pl»ndid ntitfaction. 
{ 


If w« Mtiafy others, why 


not you? 
,|* your e«te i, difficult— I 
all the mope reiaon why y»u ' 
chould oome to us. 
Exami- 
-nation is free. 


OPFIML STORE 


Count and .Countess De Gey'za De 


Perhacs of 
Mereny, Hungary, were 


the guests of honor of Joaquin Miller 
last 
Sunday 
morning 
on "The 


Heights," the picturesque home of the 
"Poet .of the Sierras:" 
Some cf the 


literary lights across the bay were in- 
vit«i to meet the distinguished- for- 
eigners and to partake of a "brigand 
luncheon" under the trees. 
Such 
is 


the name given to al fresco feasts. In 
the Count's native land. 
He cut the 


iteak into thin slices', stringing the 
Pieces on a long, thin pole, with slices 
cf bacon and onions interspersed, and 
this pole he gave to George SterTing, 
the poet of Piedmont, to hold, over a' 
bed of hot coals until the meat. was 
done to a turn. The Count intends to 
become a neighbor of poet Miller, and 
to make hta home .the resort of peo- 


, I IK with brains. Among the sueste at j 


ciresslri'g-the' class'by word"of "ericoitr- 
agement arid-charging them to always 
live up to the honor and Integrity that 
so characterizes the American citizeni 
Mrs. 
Lynch, the vk-e principal.6'ade,the 


s?"nolars an affectionate fajewell. wish- 
ing them. Godspeed and success in all 
their undertakings. 
Principal Linscott 


.then addressed the scholars.and exhort- 
e3. the parents to >be—'more particular 
in sending their children to school. He 
urged that there was no pretext that 
could he-used.as a.n^ejKc.use. for-^absence. 
as learning is the great foundation of 
-cHa-cactef..''.\ 
v.'.;::.:_:_.„•.":•.::• 
:.\, 


The exercises closed with a song by 


the class "Hail Columbia, land of Free- 
dom.," 


There 'were twenty-seven' pu'p'lis wfio 


graduated, 
ten gills 
and seventeen 


boys. 
The 
following comprises' the 
graduating class: 


Edwin Birchenall, LenoraBest, Grace 


Brenton, Mabel Brenton; Mary Chrys- 
ostomo; Mabel Cormack; Antone Da- 
villa, Eugene' Gareig, Anita-Goularte, 
Albert Geisenhofer, Lloyd. Hook. John 
Hodge., Clj'r.is.,Hooper.. ErnmUHerrsch- 
ei. Jeltie Johnson,' Verno'n' McAr'aie,'1 
Wallace McCoy, Leland McNeill. Ed- 
mund Quinn, Godfrey Retallick. Pearle 
Srorer, .Miriam Simny, .'Albert Tasto, 


Arlhur. Rogers. 


. 
, 
. 
. 
'May Quimhy, Georgett "Si.lsily, 
Hanson. Frances Ha,nson, 
Alice 
' 
' 


Arthur Dcan..-.Jame9,.Todd_. May IJelrnke 


Thorn.- 
F,Ker~ 
brock, Belinda 
St'aiiton', ' Rosie" Black. 
.Irene Collins, Helen Coogai . Rosalie Og- I 
den, 
Mary 
Gilchrisl, .. .He en 
Worden, I 
Bertha de Lagtma. Dorothy Elder, Luolla 
Alexander, Edna .Goodwin." Minnie Cland- 


" Louise HMmkc-','-.' Gcrt-ud«:.-AaamS 


to 
. 
, 
. 


noiy. .of .Ireland. :-$25D;. 
Deike, of this city, flOO. 


- 
' 


;o 'Mrs.' 
Marv 
' 
, 


Deceased 
lander and was ait' old-time"- East Oak- 
hai lived in the town ev 
since Ihcte- has been one and 
' 


GEE-OUR NEW STOCK ^l TL / A » 
I 


OF LATEST DESIGN. \V A. L*Lw 


JUST-ARRIVED FROM THE EAST 


L.-JN. COBBLE DICK & BROS. INC. 


- . 
401 : TWELFTH STREET 
. 


FRESCOING, PAPERING, TINTING AND ALL 
INTERIOR DEC- 


O R AT IO N 3. 
- 
- 
. • 


THE 


was 
S4 
years of'lge at-Ihe time the abovo will 
was made a year ago. 
COONTYlbABD~ 
GRANTS CERTIFICATES 


Roxand Welhe;-.Deborah Dinning. 


Men's Grill Room 


..OF THE.. 


Is a handy resort 


. 
' (or Oakland business men. 


San FrucisCt 


.RESCUERS 
FIND 
- T H E 


..•;. ; IE®' IN THE 
. 


- 
' ' , MINE. 
: 


BOD- 


WORLD'S GREATEST CLAIRVOYANT, 


Psychic Medium, 
Card Reader, 
anu 


PiJmist 
will 
tell- you if your husband 
wife or lover is true; 
when you -will 
marry; how to -gain love; one that you 
desire, one that you "desire will improve 
your character;, so -that you- -'will reach 
your ^ighest development in health 
vigor; bring you to Happiness and ana 
d tell 
you how to gain wealth and 
control 
others secretly. Will discover lost' treas- 
ures; locate mines; cure you from, bad 
habits; cure all diseases; will give you 
success in life. Also. .teaches hypnotism 
?rd reading and 
. ; , 
lOSo Washington. 
palmistry. 


-*- 


PERSONAL.. 


Attorney J. J. Burke and Deputy 


Treasurer j. H.' •Long-*'arV taking up 
tti»ir summer residence--at. .San. An- 
selrno. They make daily trips to and 
.from the resort. 


.- PRE.SCpTT,...friz-.. June. 4 —After forty 
hours'.of .desp.a'rat.e. effort,", lie partjr 
of- 


rescuer's at "work-at. the .Hat :kberry mine 
in., the Big-Bug district, c :me. to" the 
bodies of • the 
two .impriso led 
miners. 
Mason' 'King and . Perry E rwklns, latfe 
last n'lght. . 
The men'were' irnprisonec by the fire 
which 'broke 'out at the n outn of the 
mine last ;Thursday. 
• • 
Both ..men .were dead whe: found, evi- 
dently haying been. suffpcat -d in an ef- 
fort, to reach the. surface t fter the fire 
br.okfe out... The 'body of Fri nk Kearney,' 
one of the rescue party", '-wl 6 "was over- 
come' by gas'.ahd.'fell to tr 3 bottom of: 
the'. Shaft -Thursday . aftentp ,n,- was, also" 
recovered. 
- 
- - . . . 


The fall.of 200 feet'had e-idently kill-' 
ed. him 'Instantly. 
. 


All. three of 'the victims" were buried 
at McCabe' today by the'ir infers1.-union, 
of which aM three -were me nbers. . - - 


.Jauan an3" Russia'.are st:IJ -doiris-.tbe 


Alphonse and Gaston'act, \ ilri a slight' 
difference that >ach-has-"a h5hd on a ] 


The County Board of Education met 


this morning and granted the-follow- 
ing certificates: •• 


Grammar 
Grade—Lizzie Montgom- 


ery, Amelia Hartmann. 


Permanent- Grammar 
Grade—Nellie j a« _rr.)ght be^ 


HI. Crowley., 


Grammar Grade Renewals—Blanche 
P. Hall, .Blanche H. Frost, F,'Brust- 
•gruen, G. • M" Hostetter, 
• High 
• School 
Renewals—Emma 


Breek, A. J. Swasey.' 


Primary' Kenewal—Catherine O. Al- 
len. 
• - . - ' ' 


Kindergarten Primary. Certificate— 


Miss Barnard, Mary L. Williams. 


Recommendations to State Board— 


One Bottle Cures I 


McBurney's 
Kidney 
and 


Bladder Cure 


A certain and thortnuth our* for 
pains In the immJl of the back, 
«ono in the bladder, Brighfs Sl«- 
ease, fflmaleytroubjea, lnoontin«nco 
of urine, hrfck dust dapoalt, b«<J- 
wettlng of sehildnn, gravel, nil 
•ton™, thick, turbid, frothy urine, 
dropsy, 
dlobatea, 
Theumatism. 
Send 28c In 2c «tamD« to W. F, 
McBurney, »« -8. Etortng: St., Lo* 
Angeles, C&., for 6 days' treat- 
ment. Regular alxe, prepaid, »L50. 
For aaJe by all druesists. 


W. L, Bolsied for Grammar School 
Life Diploma, Mrs. Mary T. Wilson. 


MUSTACHES AND CRIMES. 


Frank • Richardson. 
wiling 
in 
the 
Cornhill Magazine,. . insists on the 
dis- 
honesty of hiding the telltale upper lip. 
"Of all the great criminals of our day." 
he. says, "I can recall, none who ..dared 
to practice with a 
hak«d 
face. 
Drs. 
Lamson 
and 
Nefll 
Cre:im 
judiciously 
concealed as. much of their physiognomy 
Fowler, who mr.rdored by 
night at Muswell Hill, a-id Jabcz Bal- 
four 
were 
bearded 
men. Wair.wrlght 
wore the 
'mustachios' 
<•[ 
his 
period 


i; Ice Cream 


Freezers 


James Canham Bead and Deeming, and 
Bennett of the 'boot-lace' murder, were 
possessaC of mouths that prudence com- 
pelled them to conceal. 
"The blue burglaroius jowl is a fan- 
tasy of the novelist. 
No burglar goes 
about with & face that Jn itself am-oun-ts 
to a prevoius conviction. 
When he is in 
jail matters are different, for our prison 
authorities- .wisely decree that the con- 
vict's face -shall be. shaven and'his head 
be shorn. 
They at least insist on see- 
Ing the man as he is." 


• 
• 
' 


THE 
BUTTERFLY'S 
GIFTS. 


The extraordinary gifts' of the butter- 
fly race have always excited the wonder 
hot only of naturalists but of the most 
Ignorant observers — their silent and "tin- 
seen changes; the instinct by which. they 
distinguish their favorite plant food! as. 
for instance, even among the scarcely 
differing species of the. complex race of 
asters, where they, show themselvea, as 
Prof. Asa Gray said, "better botanists 
than many of us": their skill in deposit- 
ing their eggs unerringly on or. near the. 
precise plant- on which the forthcoming 
caterpillars are fitted to feed, although 
they. as. butterflies have nfiver tasted It. 
•Atlantic Monthly:- 
• 
. 
• 
' 


CARBOLIC ACID IN WARFARE. 
Aoiong the supplies' that are being af- 
fected by the'war Is carbolic acid. That 
popular nerve scarifier Is not, however, 
in such great'.demand for Red Cross pur- 
poses but fojl the manufacture of ex- 
plosivss. Lyddite and melinite are both 
manufactured from picric .-icld, and pic- 
ric acid is merely a form of carbolic acid. 
—Singapore Straits- Times. 


. - . 
7—^.—: 
*• 
'The Lawyer—I 'beg pardon, but do I 
understand that the lady Is still your 
wife? 


The Client—She Is my wife, but not 
still 
Commercial. Plain IJealer, 


The latest improved onet. 


In 
all 
sizes and prieot. 


Make 
your 
own 
cream. 


Then you know it is pure. 


WALTER 


MEE.SE \ 


1009 
WASHINGTON ST. 


' " Phone Main 337. 


mentn. *tc.' 


WEAK MEN 
Our treatment will tuloklr 
and utunlly reitort tk« 
ftro «nd Tlsor at youth. W« 
wmnt to appeal to yo»c 


- Judtmsot and inUlllrno< 
Call in tia or write for omr 
IllnatAted book, i>:. .Ig. h 
fallj expl- .'DS our remark- 
able treatmoot. 


' Bent aacurely aMtod. Tn». 


JJ««J 
wltn .mar 
Solubte 
Medicated Vrtthral Crartmi 
n-lll quickly euro all dralni 
lom«. 
nleot. 
rnrlcocclc. 
stricture, 
premature 
d»- 


ca.v. 
prontatlc 
• onUrct- 


A «nff> and nlmple.hom« • -e. Oiy- 


^f auut i.n 10 a»ys' trial t.r 
^rOTai. 
Dr. 
Llewellyn, one of our stutt pliyilcUn*. hai dli- 
cred a ni.vnUl-ipin remody (npnlled locally) 
l fire action and produce reaultt in f mu- 
utas. 
Hour*. 04F; Suudari 10*1. Doa't h*«l' 
tatc, write today. 


HEALTH APPLIAHCE CO., 
t.OTarrell St., Ban FruoUoo, Ctl. 


10 


™*? ^rF^p-:^!^^ 
s« ^S' 


SATURDAY EVENING 
THE TRIBUHE IS THE OHLY ASSOCIATED PBESJ DAILY IOH THE EASTERN SHORE OF SAM FRAHCISCO BAY 
JUNE 4, 19O4 
^1 


State Medical ^ 


Institute 


Many 
People 
Fuvm All 


Parts of tho Stmtoa Any 
Now Boing Treated at 


This Institution. 


GREAT CROWDS TAKE ADVANTAGE 


OF THE LIBERAL AND KIND 


OFFER 


OF ONE WEEK'S FREE 


TREATMENT. 


The irreat number of patients 
who 
have taken advantage of tho above lib- 
eral and kind offer during the last tw.-n- 
ty days has made It impossible to wai'. 
upon them or do justice to them; the*e- 
fore. we have decided to extend the time 
for the free treatment twenty days lontti. 
All pt.-sons afflicted 
witn 
any 
dis- 
ease can come to the Sanitarium dur ng 
the next twenty days and 
receive c>ne 


week's treatment witn medit ine free. 
Whatever may be your disease. whethei 
young or old. men, women or childr ;n. 
come to the State Medical Institute and 
receive one week's treatment free. 
It you are sick, ;:' your lamily doctor 
and his medicines cannot cure you, COTIG 
•t once and Investigate the. successful 
treatment given at the State Medical in- 
stitute. 
Ko matter what 
> our trouole 
may be, if you ire not gettim,- well, co-ne 
to us a.t once. 
We would especially invite all persona 


who have been suffering with diseases of 
long standing which have resisted former 
treatment. lor we know weJ. f»} experi- 
ence that a large number of such canes 
can be treated successfully and cured by 
giving the proper medicines m the proper 
.way. 


After you visit this institution and t ee 
the large collection of pure, fresh drt ss 
and the manner in whi'ch they are dis- 
pensed, and the electric and scientific pp- 
ptJtttUB and all the means that are noc<-s- 
eary for the cure of disease, you will then 
be satisfied that the State Medical Jn- 
stitute or Sanitarium Is well worthy of 
your patronage. 


The Manager of the State Medit-al In- 
• tltute. having spent the* last tluYty yenrs 
In the treatment of special diseases, a 
eood part of which time has been In the 
large hospitals of Europe. New York and 
Philadelphia, we especially claim to be 
well prepared for the successful treat- 
ment of diseases of the eye, the car, the 
nose, the throat, and the lungs, 
and 
we believe that we are better prepaied 
for the treatment of catarrn and lung 
diseases than any other medical institu- 
tion jn the "West. 
By a large experience with the formid- 
able diseases of 
the 
heart, 
catanh, 
asthma, rheumatism ar.a 
the 
various 
kinds of indigestion, we feel that we 
can encourage every one sulferm;? w:h 
these diseases to come to thin institution 
with tho assurance of oe'ng cured. 
Where patients for any renson cam nt 
visit 
the Institute, one of the doctors 


from the Sanitarium will 
see them at 
their homes as often P-S necessary. 
The doctors of the State .Medical In- 
stitute treat and cure all diseases of the 
eye. 
ear. nose, throat and lungs, heart, 
kidneys, bladder, brain, catar-h, asthn.a, 
rheumatism, bronchitis, headache. Insom- 
nia, deafness, chills and m daria, skir. 
diseases, neuralgia, diabetes, dyspepsia, 
dropsy, hemorrnoids and rectal troubles, 
and all forms of sores, blood and wasting 
diseases 


All 
private 
and 
wasting 
diseases 
promptly cured and their effects perma- 
nently eradicated from the system. 
Diseases of women and children given 
Epeci'al attention. 


Nervous diseases and nervous prosfa- 
tlon made a specialty. 


Consultation elthe" at the Institute, at 
the patient's home, or by mail. free. 
Of.ce hours—9 to 11 a. m.. - to 5 p. n., 
and 7 tn S p. m. 
Sundays, 10 to 12 a. m. 
STATE MEDICAL INSTITUTE 


SANITARIUM. 
Ptrmancntly located at No. 118014 Broad- 


way. 
Oakland. Ca.1. 
Phone Black B311. 


REAL ESTATE MARKET ON 


UPWARBMOVE. 


What the Dealers Have to Say 


About Prices—flany New 


Houses Being Erected. 


There IB no doubt entertained that, situation and have the highest hopes 


before longr, Oakland will have a large, 
modern up-to-date hotel, which will be 
able to accommodate a commercial and 
tourist trade which now goes else- 
where. 
This is assured by the excel- 


lence of the men who form the general 
and executive committees of citizens 
having that project in hand, the means 
upon which those men can draw to 
invest in the enterprise, and the men cf 
wealth whom 
in the project. they are able to enlif.t 


and interest in Oakland's future. 


Realty 
Bonds and Finance Com- 


pany—Concerning 
the 
real 
estate 


market for the past two weeks. v,e 
have been kept busy showing proper- 
ties, and have effected severai sales 
of residences and residence lots, and 
are about to submit to contractors 
the plans and specifications for the 
remodeling of a building 
on 
San 


Pablo avenue, that the business of the 


UNHAPPY COUPLES 


IN DIVORCE COURT. 


A divorce on the ground of desertion 


•was granted to H. McKeown. yesterday 
toy Judge Ellsworth. He alleged that 
A. McKeown deserted him In the East 
many years ago. 


Mrs. Eliza A. Barrle was {-ranted $30 


a month alimony pending the trial of 
the divorce action recently brought l.y 
her husband, Alexander C. liarrle. He 
charges her with desertion, 
alleging 


that she left him on March 17, 1902. 


In a complaint for divorce flled tod; y 


Lucy tichmittinger 
charges 
JoV n [ 


present tenants has 
ground beyond, 


representing an expenditure of about 


I $30,000 or $35,000. 
We have sold two 


A merchant nf th<<; rltv tniri TWP I resldence lots in the Central Piedmont 
A mercnant or tn.s cit> told THE j Tract. also a corner on Piedmont ave- 


nue and Spring street to an Eastern 
investor, who has returned home for 
the 
purpose of 
bringing 
additional 
capital to Oakland. We have also sold 
a very choice residence lot in East 


CLUSTERS OF NEW HOMES. 


TRIBUNE reporter today, that, with- 
in a radius of a few squares of his 
home, he has counted fifty-five new 
houses nearing completion, of which. 
five weeks' ago, there was nothing in 
sight. 
The same might be said of 


hundreds 
of 
other 
people, because 


these buildings are going up every- 
where. 
ICor are the structures sma'l 


and puny. 
Usually they cost at least 


a thousand dollars, and display in 
their design commendable taste and 
judgment. 


'MILLS RUSHED WITH WORK. 
Collateral proof of this fact is found 


in the unwonted activity in the plan- 
ing-mills of this city, every one of 
which is running to its fullest capac- 
ity. The proprietors say that they were 
never so busy before. In fact, some of 
them declare they do not know how 
they will be able to get out the work 
expected of them 
in rushed 
favors. 


In order to try and accommodate jt-3 
patrons, the Pacific Coast Lumber and 
Mill Company, of which A. Kendall is 
President, is putting up a large addi- 
tion to its present plant, occupying 
nearly a block, in which a host of new 
machines will be installed, and a small 
company of mill hands be given em- 
ployment. 


Every advance of this kind is of 


great benefit to Oakland, because it 
brings in r.ew people, who have to find 
employment here ar.d wha in turn help 
to swell the trade of others. 


NEW- BUSINESS MEN. 


Such advancement has been of fre- 


quent occurrence of late in the mer- 
cantile world, and which is specially 
noticeable 
In the 
Bacon Block, on 


ATTEND VOD1 


OF A. AHEiT. 


PLEASANTON 
COUPLE 
PLEDGE 


THEIR TROTH IN SAN FRAN- 


CISCC. 


PLEASANTON, Ju ie 4.—Mr. 
,-infi 


Mrs. Joseph Arendt 
were 
I-i San , 


Francisco Wednesday 
when they at- I 


tended the wedding c£ Alfred Aif-rcU, j 
of Pleasanton, which ook place at the] 
Palace Hotel Wednes lay evening. Af- 
ter a wedding tour of some weeks, j 
Mr. and Mrs. Arendt -.-ill take up th»lr | 
residence here at the old home j.lace 
on Main street. 


Little 
Robert 
Wa Is, 
aged 
sever. 


years, met with a 
gainful 
ir-^ident 


Tuesday. 
He had cl mbert up 
;iHo a 


shade tree in front cf his home. and 
in some way he fell to the grounl, 
striking on the stone .averr.ert. creak- 
ing his left leg between the kn» e anJ 
hip. 
The little fello- • is getting on 


very nicely considerin • what a bnJ in- 
Jury he has. 


On June 19th. a lar,-e class of Child- 


ren will be confirmed n the St. Augus- 
tine's church by the nost Rev. Arch- 
bishop assisted by -he Rev. Tither 
Sasia« S. J. 'and Fathe - 'McXd.bo^. 


The pupils of the rrarrmar frrades 


Oakland, and consider the outlook for , 
business for the summer and fall mar- 
ket as extremely gratifying. 
Of the public school w i l l hold 


Taylor Brothers & Co.—We have,to tlon at the school Friday 'aftr-foor. 
report an active real estate market June 10th, from two to five p. m. to 
with 
an unprecedented demand 
for | their parents and friends. 


residences for rent. 
We are in cor- | 
Mr. and Mrs Geor -e Silver enter- 


respondence 
with 
Eastern 
people i ta'ned the following guestr Sun Jay. 


seeking homes in California, and have Mr. and Mrs. Sylvia, .Ilsses Ma = An- 
located twenty-five families within the ' 
past few months. 
We have remodeled 


and modernized five old houses within 
the pasl three months, all of which 
are , now rented at largely increased 
rents. 
The following are 
some 
of 


recent sales: 
To Michael J. Kelly, 


residence on Sixth street; fifty 
foot 


lot facing Boulevard, East Oakland, to 
G. Vandenpeereboom; a lot fifty-two 
and a half feet on Athol avenue, for 
Harry Farr; for Mr. J. M. Stow, fifty 


Washington street, where a large per- , which a handsome residence 
centage of the tenants are strangers 
' 
" 


who have been attracted from abroad 
by the advertising which this city is 
receiving in other sections. 


CLUB, HOTEL ADJUNCT. 


In addition to the proposed hotel, n 


project which 
deserves 
attention Is 
that of the Claremont County Club, 
which includes members whose homes 
are in Oakland, San Francisco, and in 
all the other cities around the bay. 
These members are all people of means, 
who will seek and be satisfied only wit! 


foot lot facing Hanover avenue; for 
Fuget Sound Lumber Company, sev- 
enty foot lot on Hanover avenue; to 
F. 
W. Sonderleiter, forty 
foot 
on 


Athol avenue, on which an 
elegant 


eight-room 
residence is 
now 
being 


erected; 
to Mr. Thomas, of Seattle, 


Washington, two lots in Tuxedo Park 
Addition; six lots in Tuxedo Park Ad- 
dition to three Eastern families; 
to 


W. L. Bees a two-story residence on 
Fifth aver,ue: to Mrs. L. B. Trens- 
chel, block of flats on Sixth street; to 
Dr. Charles H. Rowe, residence" lots 
on Thirteenth street, near Oak, on 


be 


constructed at once. 
The demand for 


residence properties is of a very sub- 
stantial nature, and the 
indications 


bid fa.r for a very excellent season. 
The carrying of the school bonds ar.d 
the prospects for the immediate pas- 
sage of the general bonds and 
the 


movements on foot for the construc- 
tion of rragnificent hotel 
properties 


are a great stimulus to purchasers, as 
it is evident that Oakland has entered 
upon an era of development such as 
was never heretofore dreamed of. We 


the finest. Such a club will be an ad- 
confidently believe that Oakland 
can 


junct of the large hotel, and the hotel 
will be an essential to the club, which 
will 
be 
of 
incalculable advantage. 
Each will amplify, the other, and, at 
the same time, derive an advantage 
for itself which cannot be otherwise 
than appreciated. 


OAKLAND SCENIC BOULEVARD. 
Another project which will give Oak- 


land prominence abroad, is the roae 
which is now being built to Haywards 
This 
thoroughfare 
will 
not be 
for 


traffic, 
because a commercial high- 


way is now in existence, which wil 
always be available for that purpose 
The new roadway will have an eleva- 
tion on the foothills from which a pan- 
oramic view of Alameda and Santa 
Clara counties, and even the ocean 
may be obtained. 
The road will be 


graded, paved, guttered and ornament- 
ed 
with 
shrubbery 
throughout 
its 
length. 


It will, in effect, be a modern boule- 


vard of the most beautiful type, su- 
perior to anything now in the State 
and making 
possible an 
entrancing 


view, -which can nowhere else be equal- 
ed along the Pacific Soast. 


COST $300,000, 


The drive if to cost nearly $300,000 


boast of at '.east one-quarter million 
population within ten years, and dur- 
ing that period no less than one-half 
dozen magnificent tourist hotels 
will 


be 
constructed within 
view of 
our 


beautiful. Lake Merritt, as no such 
other location with its evenness of 
temperature and accessibility to rail- 
roads can be found at any other point 
in the United States. 


"We have just leased for Mr. W. A. 


Donaldson for a term of three years," 
said John T. Bell, of Meads & Bell, "a 
building 
on Broadway, opposite 
the 


Century 
Electric 
Company, 
which 


proposes to do a general electric bus- 
iness throughout Alameda county, in- 


I eluding electrical 
engineering. 
This 


company, which'has filed its applica- 
tion for incorporation, is composed of 


Schmittinger with extreme cruelty. She 
states that she was compelled (o lea\e 
him in February last on account of his 
cruel conduct. Since then she has bei n 
Jiving at S60 Henry street. She alleges 
that since she left her husband he h.is 
been harassing her greatly. He stood ,11 
front of her window for hours at a 
time, she says, "calling her "swee - 
heart," "honey." and other rames th;it 
•were not appreciated by he'r 
. _ 
-JL 


HUGHES CLUB. 


The Hughes Club held a delightful in- 


formal concert at Orpheus Hall yeste •- 
day afternoon, which proved tn be a su--- 
cessful affair. 
The progra,n was as fol- 


lows 


"Spring Song" (Oscar Well*. Mrs. Id 
Henderson: "Awake, Dear M\id" (De- - 
sauer). Miss Etta Eiben; ' Forget Ve 
Not" (Euppe). Miss Bertha Schwart:, 
"Das 
Sternlein" (Kucken), Miss Ma: - 
saret Held; "Thou'rt 
Like a 
Flowei " 
(Liszt). Miss Marion TV old; • A Dream" 
(Bartlett). Mrs. L. A. Mesmer. 
This month will end the club season 


and the closing: concert will j-robably 1 e 
a large invitational affair. 


the larger part of which is to be pro- 
vided by Oakland. 
'When it shall be 


completed, it will attract to this cit> 
and county 
people 
who 
enjoy road 


travel, from all sections of the State. 


WANTED—A NAME. 


Oakland men. 
R. C. H. Hartley, who 


has recently returned from a. three- 
years' residence in Honolulu, Is 
to 


have charge of the Oakland estab- 
lishment. 
It Is encouraging to note 


the locating here of business enter- 
prises of this character, with abund- 
ant financial backing." 
• I/aymance Real Estate and Invest- 
ment 
Company—"We 
cannot 
recall 


when the prospects of Oakland were 
brighter 
and the market more en- 


i couraging thar. it is at the present 


time. 
Everywhere there is evidence 


J of improvement and 
the 


! people retain of their prr 
• the confidence which they" fee! in the 


ita, Minnie 
and. Fl issie 
Sylvn of 


Warm 
Springs. 
Mr 
Rodgers 
Ar.3 


daughter, 
Miss Dizzi •, Mrs. Frpilrs, 


Mrs. 
Joe Rndgers, Fr mk Toulardt of 


Mission San Jose. Joe Coe ho of Hay- 
wards and Mr. Sautos of Sar, JTnncls- 
co. 


The handsome larg • country house 


on the Sunol road 
owned 
by i'.e 


Soring Valley Water 
Compa-i . has 


bt en torn down and t iken to Is" les lo 
bt rebu.lt by the co- many. 
lirs. S. J. Bailey n ' Stockco'i, \\ho 


has been visiting 'in daug'it»- Mr«. 
li. C Walter for some -weeks returned 
U her home Thursday 


The opening of tl e new store of 


IJ. Arendt 
& Co., o i June 9th 
n 


looked forward to ni h much i-.ijrer- 
nesK by the citizens 
>? Pleasant;"!. 


A grand musical tre'-t in the wav of 


a promenade conceit will tak.; nlare 
o i that day. Music 'F to be fur'il3ht>.f 
b;' 5, fine orchestra 'fr >m Oaklard J'-e 
cream and cake will be servo1 ,n'e. 
Thn public is invite;! to inspei" t n f i r 
new department store 
which is one 


of the finest in Alam = 1a county. Tht 


1 f'rr of H. Arendt & 
I c'rtest In the valley 
kept pace witth the 


I town 
! 
Miss Nellie Brown 
> 


i c'i visited relatives 1 * 


fcne part of the w3?lc. 


Mrs. Jes'j Near, \v'r j was u'r^ove^ 


to Lane's hospital last v eek for fcat- 
TM-nt, was operated ur r last Turin".-' / 
ni.fi is doing nicely: i -uch to the 3r 
l.|M of her many trends. 


Budcl Doble of 3 in Franci3>-o uns 


in town this week. 
n'he Presbyterian r.l-iii and •ircl<i"=- 


tra will give a 
mu<M tie durin? 
c.-'a 


n'cnth of July in O-.i 
Fellows H-,'1 


th-' proceeds to be ur d for th« choir 
f n r ) orchestra. 


PUSH IMPROVEMENTS 


ATJMERYVILIE. 


The advance n-.ovemei t which is to 


bring about 
importani 
and 
extensive 


street improvements 
h 
thrlv.ng little 


Emeryville assumed even more fo-mida- 


at last Monaay 
Board of Tiufa- 


t is oni o* th-. 
nd has always 
;rowth 
of 
the 


if San Fiv.iiils- 


durng tht 


POUNDS 
OF 
STEEL 
AND 
IRON 
IN THIS BIKE? 


v 


To introduce our new hardware department, every purchaser for any 


amount of hardware will be entitled to guess how many pounds of steel and 


iron in the $120 1'/^ inch cushion tire Bike shown in our window. 
Contest 


will close August 15th, when the nearest guesser gets the Bike, absolutely 


free. 
Should two or more guesses be the same, the first one registered will 


have preference. 
Oakland carriage and implement Co. 


362-364-366 TWELFTH 
STREET. 


MYSTIFYING OELMAR 


TELLS 
RECORD OF 


HIS MARVELOUS 


POWER. 


Alexander Delmar, one of the fore- 


most occult scientists of the day. Is 
now in the city daily mystif} Ing his 
numerous clients,. 
Professor 
Delmar 


was seen at his .studio this morning 
and In ieply to Interrogations by one 
of our leprrsentathes. said: 
"Yes. I 


like Oakland vei y much and I am en- 
joying a most lucrative practice and It 
is rny intention 10 remain here for some 
time. 


"I was bom nt Philadelphia, the citj 


of brotherly lo\o. of an old Quah 
family, Fird rlunrg the early years 
my lifp I was un-Jer the influences 
that religious denoryillation. 


AMUSEMENTS. 


ble shape and substanc* 
night's meeting of the 


No official name has as yet been glv- j future. 
Among 
the 
evidences of 


en to this driveway, and suggestions 
building progress is the A. D. Wilson 
building 
on 
Broadway 
Immediately 
will be In order on this subject. 
A 


name should be applied which will 
show the connection of the thorough- 
fare with Oakland, which will set forth 
Its character and, at the same time, be 
high-sounding enough to attract tour- 
ist attention 
after 
the 
style of the 


Seventeen-Mile 
Drive 
at 
Monterey. 


Ocean Moulevard. Riverside Drive, and 
other notable 
thoroughfares 
in 
the 
East. 


The name "Oakland Scenic Boule- 
vard" is here used temporarily, but 
correspondence on that subject is re- 
quested for the dual purpose of direct- 
ing attention to this great undertaking 
and, 
at the same time, of giving the 


supervisors light on the subject. 


DEALERS' VIEWS. 


A canvass of the real estate dealers 


shows that they are pleased with the 


w heatine 


That's what they all say. 
This food contains 


the valuable phosphates of lime and iron, 
so necessary in food for children. 
Wheatine is a flaked wheat food 
and when properly c o o k e d , 
.becomes a jelly-like substance, 
healthful, light, and delicate. 


Sold in 


2 Ib. packages 
by all high class 


grocers. 


Broadway 


south of the postofflce. which will have 
a ground area of 60x150 feet, will be 
five stories in height and be used for 
an apartment house, which wil! rep- 
resent 
an 
investment 
of 
$100,000. 


Then there is the King building going 
up at the northwest corner of Twelfth 
and Harrison streets, which is to be 
used for the 
Polytechnic 
Business 


College. 
This will be of brick, four 


stories in height. It will be of incal- 
culable advantage to this city. It will 
be attended by hundreds of students 
from all parts of the Pacific coast. 
It shows that Oakland Is reaching out 


:ees. 


Formal petitions were filed on this oc- 
casion, and as no prote ts are expected, 
matters are now looked for to go ahead 
with a rush. 


All of the properly-o vners are prac- 
tically of one mind with leference to the 
proposed improvements, and it would be 
indeed strange if they ^-ere not In \iew 
of the material nuancifl benefits which 
will accrue to them as the direct result 
of these iinprmements. 
No protests are antici >ated, some con- 
tracts have already bee i signed, and it 
rray be expected that '.'ork will be- in- 
augurated on some day next w^ek. 
. . . 
Owners cf lors in the I^ardre^an tiact 
' 
i ard along Sixth street h ve already corn- 
shows | nienced to raise the pric • of thoir lots in 


anticipation of the 
Im >roveirunts, r'nd 
lots which before this spirit of enter- 
prise was introduced cr uld not be sold 
at any price are now ree 3ily finding buy- 
ers at the owners' own figures. 


Owners are rapidly lo rains to realize 
what has been the cxpe lence the world 
over—that values canno 
be 
enhanced 
without substantial imp ovemerts. 


for the 
reach. 
business which 
Then there Is 
is within her 
the 
McNear 


building of brick on San Pablo avenue 
south of Nineteenth street, on which 
$30,000 will be expended. We are sat- 
isfied that before the end of the year 
shall be reached work on the T. M. C. 
A. building win be commenced, which 
means an outlay of $150,000. 


The new hotel project Is one of the 


greatest propositions ever offered Oak- 
land people. It means money for ev- 
ery line of business interests In this 
city and we predict that on comple- 
tion it will not only be a paying Invest- 
. ment, but will infuse new life into 
every line of activity in the city, and 
will .cause to be brought here new 
lines of trade that are not at present 
represented. 
This may be illustrated 


by the experience "of the Ba.con Block, 
on Washington, Eleventh and Twelfth 
streets. 
That building has broug-ht 


here seven new concerns, which are 
already in place, and I predict that 
Oakland will reach out for others. 


QUIET 
WEDDING. 


Miss 
Florence 
Nightingale 
Swain, 


^ daughter of Mr. and Mrs. Alf Swain, and 


j Alfred Norman Dowson were married 
; Thursday at high noon in the Church of 


' flit, An Velit- §?St Oaklan<5- 
Rev. Wil- 
liam Carsdn Shaw-performed the cere- 
m£P^ l"^6 PIct«resdue little church, 
which had been effectively decorated in 
white and green. 


The bride was gowned in white point 
d'esprit over white silk and wore I pear! 
f? ' ^e glt£ ot che f""00™' She car- 
ried a shower bouquet of pale pink sweet 
peas. 
Miss Isabel ,KincaId attended the 


'«nrt"«rriSS W°rK a *"?e blue etamine 
i and carried a shower bouquet of white 
•sweet peas. 
After a rsception at the 


I home of Mrs. J. E. King, the young .peo! 
t pie departed on a honeymoon. They will 
I make their home in British Columbia. 
, 


Ye Liberty Playhouse 


Broadway, near I4th St 
Introducing Bishop's Revolv 
ing Stage (patented)—the only 
one In America. 
H. W. Bishop, Lessee and Manager 
Main 73. 
Phone 


Tonight and Tomorrow Nights 
Last Two Nights of 


Mr. James Neill in "The Royal Box' 


Beginning Next Monday, June 6th 


Harry W. Bishop's New 


Company of Players 


IN 


" What Happened to Jones" 


The Funniest of Farces, by George H. 
Broadhurst. 


SUMMER PRICES 


25c and 50c 


Watch for Matinee "Specials." 
All Reserved 


Matinees every Saturday. 


STAR 


B. F. MILLS Tl) 


PREACH TO-dOBROW. 


A number of citizens )f San Francis- 


co, learning that the Rev. Benjamin 
Fay Mills was about t y pass thi ough 
San Francisco on his w ty from Denver 
to Los Angeles, have ar:anged with Mr. 
Mills to give three add! ^sses at Golden 
Gate Hall, 625 Sutler street on Sun- 
day, June J>. 
At 11 a m., Mr. Mills 


will speak on the topi , "How Can a 
Man Become Acquainte' with GOG?" at 
3 p. m. on "Three Way . to Love," and 
at 7:45 p. m. on "Tie DUtnity of 
Christ." 
The Columb a Park Boys' 


chorus will give a sacred concert at | 
the afternoon meeting and excellent 
music will be provide ' at the other 
meetings. 
All seats w 11 be free and 


Mr. Mills' Oakland frisnds are espec- 
ially invited. 


HERE 
WE 
ARE 


Twelfth st., bet. Jroadway & Wash- 


ington 


H. S. BARXETT.. ..Rerident Manager 


Fiskey Barnett 
Smith and Ellis. 
Marco Bros. 
Chas. Heldesey. 
Julia L apette 
Giles Harrington 
All Sta-s. 
Ollie Pittman 


New Set of Moving Pictures. 


Adrpission ten cents no higher. Mat- 


inees, children five cents. 
Pel Eorm- 


ances evening. 7:30 and 9. Afternoon, 3. 
. 
BELL THEATRE 


San Pablo Avenue, Opp. Plaza 


OAKLAND'S LBAOING VAUDEVILLE 
HOUSE. 


WEEK 
C O M M E N C I N G 
MAY 
30 


Another Big Aggregation of Stars this 


week 
New acts, new moving pictures. 
Best Ten Cent Show in America. Mat- 
inees every day. Evening performances 
at 7:45 and 9 


PEX THEATRE 


A. E. PECK, PROP, and MGR. 


1. 


ern 


3. 
4. 


B C DEZHJLLE, Illustrated East- 
Success. 
MOVING PICTURES. 
HARPER. Human Frog 3Tan. 
FRANCIS BRISS -JLL, 
Mezzo So- 
prano. 


5. 
L.KDDY 
Dance Sppcin 


0. 31LL.Y 
BRYAN I , 
Black 
Face 
Comedian. 


7. BABY DOLLIVEH. Juvenile Sou- 
brette. 


8. NAGEL & ADAMS Novelty Sketch 
Artists. 


& HINCHMAK, Song and 


NOVELTY 
THEATRE 


Broadway, bet Eleventh and Twelfth Sts. 
TONY LljBELSKI. Pres. and Mer. 


WEEK 
BEGINNING 
MAY 30. 


GALA WEEK 


All New Features. Latest Motion Pictures 


Vaudevll.e Stars due t fi om the East. 
Entire changte of Bill every Monday. 


Admission 
lOc. No hghei. 
Matinees 
daily. At least two evening performances. 


75o 
75o 
A 
Idea 


HAVE 
DINNER AT 
THE 


PIEDMONT CLUBHOUSE. 


MENU 


Bisque of Lobster 


Russian Sal,- de 


Radishes 


Roast Chicksn 


t ew Potatoes 


String Beans 


Vanilla lee Guam 


' 
Fancy Cake; 


Coffee Noir 


OAKLAND TO CHICAGO 


Santa ra 


ALL THE 
WAY 


NEW TRAIN 
SAN PABLO 


SERVICE DIRECT FROM PASSENGER STATION 
A V E N U E AN D FORTIETH STREET. 
( 


CALIFORNIA LIMITED TO CHICAGO 


LEAVES MONDAYS AND 
THURSDAYS AT 9:30 A. M. 


Through in 3 Days—with Diner and all Trappings. 


OTHER SANTA FE TRAINS DAILY 
Stockton, Merced, Fresno, Hanford, Tulare, Visalla 
and Bakersfield. 


j Stockton and way stations.' 


I Overland Express: 
Denver, Kansas 
City, St. Louis, 


Chicago, New York and all Points East. 


TICKET OFFICES, 1112 Broadway, and Depot, Fortieth Street and 


San Pablo Avenue. 


For 


ALEXANDER DELMAH. 


"My parents originally intended m« 


for 
the 
medical 
profession, 
after 


graduating in rredicine nt Philadelphia 
I devoted nearly two years to nospltal 
work in London (Guy's imd Middlesex) 
to ascertain 
hov, different diseases 


manifested themsel\es or. the nails and 
palms of :lio hard, and from the knowl- 
edge obt.tinr-d by this special study I 


n positi\ely determine the approach 


ot" t> pho:d pai.Uysis, tuberculosis and 
othei maladies. 


"As far back as I can remember," 


said Dcl'r.ar, "I was supersensitive to 
disturbances of the elements. I could 
fctl storms, earthquakes and disasters 
long before they arrived. 
Impressions 


would come to me of coming events. I 
woulj astonish members of our family 
and ti lends ^ my piedictions. I experi- 
mente.l 
with myself 
and 
thought, 


thought, thought and my power came 
more and moia under my control. 


"Recognizing at an early 
acre 
this 


strange power conferred upon me it 
has been my aim to refine, develop and 
uplift it lo that degree of scientific ac- 
curacy th.it its benefits may devolve 
to my fellow creatures. 


I 
'I .studied 
palmistry 
scientifically 


since I was IS yeais of age, plimarily 
as a hobby, the love of the science 
growing on me until I adopted it as a 
profession. I studied all the known J.H- 


I thoiitifs r. Europe ar.d to perfect niy- 
I self w e n t to India, where I remained 


two years, i'found the Oriental method 
far more reliable than that in vogue in 


i Europe (and in this country) and I at- 
' tribute ivy great success to Ihe able 
1 tuition of Pundit, Kohari of Madras. 


i Through this te.iche", the most famous 


in India, I obtained access to works 


| on occultism which are guarded with 
] the strictest care, 
very few 
infidels 


beirg permitted to see them. I have 
trj.\eled 
extensively in Europe and 


ha\e at one time or another read the 
hands of some members of most of the 
leigning families. 
Queen 
Victoria's 


hand I read on two occasions, also > 
the Duke and Duchess of York (now ™ 
Prince and Princess of "Wales). 


"In Berlin, Germany, I read the hand 


' of the Crown Piince and other noted 
j persons. 
i 
"I have very interesting souvenirs oC 
| my second trip to India, on which oc- 


casion I lead the Viceroy's hand, the 
Maharajah of Kapurthala. the Gack- 
war of Baroda, H, H. Sir Pertab Singh 
and other notables. 


"In Paris I received these decorations 


and indorsement of the Society of Psy- 
chic Research. 
I spent three winters 


there 
and 
count 
the 
Due d'Or- 


leans. the 
Marquis 
du Plessis and 


| (he Duchess d'Uaes among my personal 


I friends." 


As io leligion, Delmar Is very broad. 


He disputes none of the beliefs. 
On 


i the other hanri. he says Ihere is some 


i truth 'n all. H? says the Hindoos are 


far ahead of the rest of mankind In 
penettating- into the mysteries of life 
an^ death 


Pi of. Delmar has 
testimonials 
In 


nonrlv e\ery language, among -which 
figure such noted Americans as Cap- 
tain Pifrsbeo, nf the Maine. Rear-Ad- 
miral Gieer, Miss Alice Roosevelt, Mis. 
Gould, Klla Wheeler \VUcox. etc. 


In addition 
10 h^ini^ an 
adept in 


palmistry, the Professor is an exponent 
of occult forces of a high degree. The 
test of his extraordinary 
ability in 


that direction border on the marvelous 
and will convince any one that this 
stiangely-gifted nan is possessed of 
mysterious occult powers which he em- 
ploys in re^i'uMiiS the lives of his fel- 
low man, 
Many of our most promi- 


nent citizens who went to him doubt- 
ing, 
some e%en scoffing, 
have come 


away declaring that the professor told 
them things that no living mortal but 
they themselves knew and they cannot 
doubt, the reliability of his strange 
but unerring guidance for the future 
and many claim th&t his mysterious 
magnetic influence has helped 
them 


w ondei f .illy. 


PiofesEor Delmar is also possessed of 


considerable healing power. 
With his1 


superior mental spiritual and magnet- 
ic- forces, he 'has accomplished many 
miraculous cures. Professor Delmar's 
method 
Is 
unlike 
all medical doc- 


tors, as 1 e diagnose!! disease with- 
out asking a o.uestlon and tells you 
what your ailment IK without making 
any aparent physical examination. 


Professor Delmar lays no claim 
to 


great supernatural powers, but mod- 
estly claims that this strange myste- 
rious power of divination and magnet- 
ic influence is inherent in all human 
beings, of a sensitive1, nervous organ- 
ism, and that all persons of sound in- 
telligence may develop (he unknown 
powers within to a, more or less degree 
and receive many benefits therefrom. 


Prof. Delmar says the natural span 


of human 1-fe is from 90 to 100 years. 
He claims to have perfected a system 
of mental, ph.ys.ical and spiritual cul- 
ture, that will enable any one to enjoy 
perfect health and retain the vigor ot 
youth up to that age. 


This most Interesting man Is pos- 


sessed of a most magnetic and sym- 
pathetic personality. He looks at least 
ten years younger than his agre; his 
healthy and youthful appearance he lays 
to his method of'higher self-culture. 


An interview 
with 
the 
professor 


at his sanctum In the Eva building;, 
525 Thirteenth 
street, will certainly 


prove interesting and beneficial to anjr 
one. 
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The KNAVE 


Oxnard is Likely to Have a Walkover for Senator 
Some Good Stories Told on Actor Richard Mansfield 


SAN FRANCISCO, June 4.—There has 


been some effort to size up the hold-over Sena- 
tors as to how they will stand in the Senator- 
•hip contest and, on the fare of things, Oxnard 
has all the better of the situation 


Alphabetically, the first on the 1 st is Hamil- 


ton Bauer of San Francisco. 
He \\ould like a 


nomination for Congress, and consequently is a 
program man just now. As the program is Ox- 
jiard, Bauer may be put dovn as for Oxnard. 


Next comes Clifford Cocrgins o' the Second 


district, a lumber man. 
Coggiiv is at outs 


•with Governor Pardee, and 
generally 
stirks 


pretty close to program. 
He is well off. The 


machine counts him for Oxnard. 


Frank French of S?n Fiancisco is a relic of 


the old Dan Burns' regime. But Burns is out 
of it now. and French ha? joined the Herrm- 
Ruef combination. So he is put down in the 
Oxnard column. 


B. W. Hahn of Los Angeles is reported by 


Walter Parker as having Hrong Oxnard lean- 
ings, though Hahn doesn't always >rogram. He 
is from Pasadena, winch has a way of going in- 
dependent on the slightest prcnocation. There 
has been talk that Hahn intended to put Con- 
gressman Jim McLachlan i ito the fight fo: the 
toga. 


O. Z. Hubbell is dead, and the man to suc- 


ceed him m the San Bern;irclino district is apt 
to be named by Steve Kelly. Now Kelly has 
been at outs with the machine fo • some time 
and is likely to be an anti still. 


Joe Knowland of Alameda is pvt down as a 


programmer and for Oxnard. Frank Leavitt is 
put in just about the same category, but with a 
little stronger tendency to 'ake the program. 


Corney W. Pendleton of Los Angeles has 


leanings toward Col. Jim Lanker^him. 
John 


W. Mitchell 
i* 
Lankershim's manager, and 


Mitchell and Pi "dleton shared offii es and pov- 
erty together for many 
a 
long day. 
With 


Lankershim out >n the fight, Pencleton would 
take program for Oxnard. 


W. C. Ralston has been outspoken againsf 


Oxnard, but he hai no particular kve for Bard. 
He might put forward the name of ex-Senator 
Charles X. Felton. 


Dr. Charles A. Rowell of Fresm is out and 


out for Ba.rd. Perhaps he is the only dyed-in- 
the-wool Bard man among all the hold-overs. 


Willnm H. Savage of Los Angeles is ex- 


pected to program for Oxnard. 


Chanes M. Shortridge, eloquent erratic and 


independent, is far more a->t to p-.ogram than 


not to. One of, his i'amous remarks was: 
"I 


put in half the time finding out what the pro- 
gram is, and the other half in carrying it out." 
So the Oxnard men claim him as their own.- 


M. L. Ward of San Diego hopes to be elect- 


ed to Congress in November if he can beat ex- 
Senator S. C. Smith of Kern out of the nomina- 
tion. But at that he could serve in the Senate 
until March 4th, and he is put in the Oxnard 
column. 


.George H. Williams, who represented the 


Twenty-fourth San Francisco district, is dead. 
His successor for the short term \sill be named 
by Herrin and Ruef, and so is presumably safe 
for Oxnard. 


E. F. Woodward of Santa Rosa, last of the 


hold-overs, is counted as a programmer, though 
he doesn't look it. So that doesn't give Bard a 
brilliant outlook among the Senators already 
entitled to vote for Senator. 


The list of present Senators 
whose 
terms 


will expire with the >var, but who are tn ing to 
go back, begirs with C. M. Be'shaw, who rep- 
resents Contra Costa ; nd Marin counties 
Con- 


tra Costa has clc\cn votes to Mann's eight in 
the Senatorial convention ; so Tielshaw expect^ 
to defeat Marbnclli, the Mann candidate. Bel- 
shaw is an anti, and \vould be against Oxnard 
in all probability. 


J. D. Byrnes, who 
represented 
the 
San 


Mateo district, is dead. He was a veneiablc 
programmer; but I lave heard nothing as to 
who his successor is likely to be. 


A. A. Caldwell represents 
Riverside and 


Orange. He is an anti, and would be against 
Oxnard. 
But he is from Riverside, and in the 


Senatorial convention Orange has twelve votes 
to Riverside's eleven 
The 
Orange 
county 


candidates are Richard Melrose of Anahrim anc' 
J. N. Anderson of Santa Ana. 
Both are law- 


yers and both are with the machine 
It if ex- 


pected that one or the other will beat Caldwell 
for the nomination. 


If Robert Corlett is sent back from Xapa he 


would be likely to take program as easily as a 
child takes candy. 


R. T. Devlin does not expect to be returned 


from Sacramento ; but Sacramento always sends 
a programmer except when it has a. spasm and 
elects a Democrat. 


Thomas Flint Jr. wants to be Senator again, 


but the machine is bent on defeating him witn 
Assemblyman Warren M. John of San 
Luis 


Obispo. 
Flint would be for Bard and John for 


Oxnard. 


C. B. Greemvell would like to be returned 


from Santa Barbara and Vei tura. He was an 
employe of Baj-d; but whe i the Senator re- 
fused to give him the Land Office job in Los 
Angeles he swore eternal ven :eance. Now both 
Bard and Oxnard think the^ have Greemvell. 
Ex-Judge Williams' may bi a candidate for 
Greenwell's seat. 


I don't know anything ab nit the conditions 


in the Placer district of \V. '>. Lardner. If he 
is sent back he will be for B rd as against Ox- 
nard, as he is an anti. Nor cl > I know an} thing 
of J. J. Luchs:nger's Solano 
district. Luch- 


singer is now_ a postmaster, and so cannot go 
back to the Senate. 


A. E. Muenter and Asserrblyman Frank E. 


Dunlap are fighting for Mue iter's place in San 
Joaquin. Muenter would be ''or Oxnard ; Dun- 
lap for Bard. 


It is presumed here that if 3. Rnss Lukcns is 


sent back to Sacramento he will be for what- 
ever Governor Pardee wants. Thus far 110 one 
lias been able to accurately locate the Pardee 
preference in the matter of the Senatorship. 
John G. Matto-; Jr. in the -icw district is re- 
garded as a good programnv r. 


The John H Nelson, John 
< i Txrrell, Richard 


T \\elch and T M. Plunkett ;an Francisco dis- 
tricts, will, if carried by the Repub'icar.s, be so 
many votes for Oxnard. 


If Louis Oneal can get bad from Santa Clara 


he will be for Oxrard; but tl c Ha; es Brothers 
ma\ defeat him for the nomi lation with one of 
their reformers, and that ma i would like1)' be 
an anti. 


T. H. Selvage expects to gf t back from Hum- 


boldt. He will take prograir as of old. 


Senator Fred Smith is having a hard fight 


in Los Angeles with Asseml lyman Henry 
E. 


Carter and I. H. Hollibird. 
imith is for Bard; 


Carter for Oxnard and Holh lird none-commit- 
tal. 


In the new Los Angeles iistrict Assembly- 


man 
Edgar 
W. 
Camp, 
ex-Assemblyman 


Broughton, ex-Supervisor E. R. Davis and W. 
C. H>att of Whittier are tie principal com- 
petitors for the nomination. Most of them are 
Oxnard men, though Camp i. an aiiti in every- 
thing else. 


If John R. Tyrrell can get >ack from the Ne- 


vada county district he will lake program; bat 
the story goes he is to be bei ten. 


E. I. Wolfe is trying to be e-elected from his 


San Francisco district. He 'akes the program 
readily enough. 


From this Senatorial sho\ ing. Oxnard has 


al! the better of the fight as against Bard. 
In 


fact, just now it looks like an Oxnard 
walk- 


over; but in politics, "White man, he mighty 
onsartin.'' 


Strangely 
silent was 
Richard Mansfield's 


press agent during the recent engagement at 
the Columbia. Whether this was because Mr. 
Mansfield had been guaranteed pecuniary suc- 
cess by the '.ocai management, or because he is 
tired of being displayed in the newspapers as 
the most eccentric and brutal actor-manager on 
any stage, is purely a matter of conjecture. 


Nevertheless, the following happened during 


a performance of "Old Heidelberg," and never 
a word said the press agent to the eager city 
editors—for Mansfield news was scarce. 


The maJe choristers that sing the old college 


songs m "Old Heidelberg" 
were 
quartered 


below the stage during such parts of the per- 
formance as did not require their lungs 
and 


uniforms; and on this particular night, during 
the next to the last act, they were giving a 1 t- 
tle side-show of their own in the cellar, \\hile 
above on the boards their employer was voic- 
ing a melanchoh German soliloquy. 


Then came one of those impressive Mans- 


fieMian pauses in the soliloquy, and to the car 
of Mansfield uas borne the roar of the re\ el 
below. He finished his soliloquy i'.i three gulps 
and a gasp; ard down came the curtain ; and to 
the head of the stairway leading to the cellar 
went the infuriated actor. 


"You ingrates!" he cried. "I have brought 


\ou all the way Iron New York to San Fran- 
cisco, putting \ou up in Pullman cars, pajing 
>ou full salaries, although you sing only two or 
three times a week, treating >ou like gentle- 
men ; and what do you do? You try to rum my 
performance; joit throw your gutteral shout- 
ings into my pauses, j ou ingrates, >ou! And 
now I dare you to come upstairs, one, two or 
three at a time, where I can first lick and then 
discharge you. 
Come on, you noisy ingrates, 


come on !" 


But none came—and it was not the fear of a 


licking. In the breast pocket 
of Mr. Mans- 


field's majiager reposed the return tickets, and 
the walking to New York is pretty hard even 
these fine days. 


But a still better Mansfield story is of the 


joke he played on the men of Bohemian club- 
dom. At the Sign of the Owl in Post street the 
actor was the guest of honor at an elaborate 
banquet, • for which the members put up fr\ e 
dollars a head. A dollar a head made great do- 
ings in the old days, but since the new cle- 


ment of Bohemia has given up the paper-chase 
in favor of the actor-chase the price per plate 
comes higher. 


At this banquet Mansfield's new custom re- 


fraining from curtain speeches \\as, among a 
chosen few, a topic of lively conversation. They 
wanted to hear the actor in his old capacity of 
curtain spellbinder, and after a little urging he 
intimated that on the closing night of his Sail 
Francisco engagement (last Satin day night) he 
might be induced to tu^s off a, few epigrams. 
But, 
of course, a few calls of "speech, speech !" 


would be necessan. ITat was understood. 


The word was passed around, and the Bo- 


•hemians took their cue. 
Scats for that last 


Saturday night of "Ivan" were hard to buy, 
but sonic thirt\-fivc or forty Bohemians bought 
them one way or another; a,iul when the final 
act of "Ivan" was finished, a shout that shook 
the curtain went up. 


Mr. Mansfield, behind that curtain, leisurely 


rcmovcd the dead-man make-i:v> from his coun- 
tenance, slipped into a red <l-es<ing-s>own an 1 
out upon the apion of the stage. 
There 
he 


bowed, and disappeared. 


Louder grew the shoutms; of 'he Bohemians. 


"All he warts is a little niv>re encouragement.1' 
they said. And lo.ider \et thc\ ruarcd "speech! 
speech! speech !" 


Again Mr. Mansfield came before the cur- 


tain, smiled, boucd and dticKcd—and, despite 
the noise, came back no mo'V 


"Sold! and worse than that," growled the Bo- 


hemians as t'ic\ look tliei" tired lliruats'out in- 
to the irght. 
fl-c nc.Nt San i-'ranci^co banquet 


in honor of Mansfield will not be gn en b\ (lie 
Bohemian Club 


i* 
Jt 
.•* 


Still another Mansfield \arr. 
"I he re was one 


of that "han" audience that lost no shout- 
ing on the actor, and he was the Russian Con- 
sul, 
the Chovnl cr Paul Ktr-a Keiitrh. 
The 


Russian Consul went to see "Ivan, the Terri- 
ble," 
because he heard that the Tolstoy play had 


come into favor in Rassia through an amateur 
performance distinguished D% rhe appearance of 
Russian rcnality and nobility m the principal 
roles 
But Mansfield's personation of the first 


of all the Ts?ars of Russia was too much for 
him. 


'What fearful acting!" the Consul exclaimed 


at a recent dinner. 


"But surely j ou enjo\ed Mansfield's death- 


scene'" said the charming woman a*- iiis left. 


"Indeed, madame, I enjoyed it." returned the 


Consul, "but it came so late 
Think how much 


greater my enjoyment would have been had Mr. 
Mansfield died in the first act." 


NEWCHANG IN A STATE OF EX- 
ONE MAN KILLED AND A LARGE 


CITEMENT OVER RECENT 
j 
LIST OF 
INJURED 


EVENTS, 
PASSENGERS. 


NEWCH WANG. June 4, mo-ninT-— 


The brigands in this vicinity ire be- 
coming bolder, 
after receiv ng one 


thousand Manhcher riflen. Tl eir re- 
newed actlvitj is causing: a. discussion 
among the foreign residents, on the ne- 
cessity for gunboats as a protection for 
their lives and propeity. during the in. 
terval w h i c h must elapse between th» 
departure of the Russians and the en- 
trance of the Japanese 
troops inio 


Newchwang. A British gunboa: is still 
lying at Hlng Wang Tarn, but the de- 
cision of the Washington auihorities 
that the rnitetl States girihoa's Wil- 
mington ar.rt Helena \\lll E.JII mrr at 
Canton is taken to mean t'.br T.iitpJ 
States Consul Miller's ; ecommc ndiro.i 
made morths ago has been unfavorably 
considered bj the government. Corsu! 
Miller's coinmon sense diploma:y and 
his fli m courageous attitude h >s done 
much to aleviate the fears of all th» 
foreign 
residents here. th° Chinese 


trust in him explicitei> Still thf Amf"-- 
Ican and Britibh residents, \vhil > of the 
opinion that his influence -noulj pro^ e 
of immense value in the evant tae ban- 
dits began raiding the tonn, nolnee.n 
the Russians going ard 'tie P ip^nese 
coming In. they saj he should have the 
fcupport of a gunboat stationed at the 
mouth of the rher. The Russia is here- 
have been somewhat uheer.'d bs- n re- 
port brought in by an offi<_-er ;i'ist ar- 
rived who was in the battle .a 
Kin- 


chow, to the effect that after Ills first 
day's fighting the Japanese ask'l foi a 
twelve days' truce. OutsrJe.-s do not,, 
however, believe this report. 
, 
«» 


KILLED BY HAMMER. 


.CHICAGO. Jure 4.—A speclil from 


Bad Axe, Mich., to the Tribune, says: 


During the annual field meet of the 


THumb High School here a hammer 
aliped from the hands of one of the 
contestants and went Into the crowd, 
struck A. Frost, a boy and cruthed his 
His Injuries are fatal. 


KANSAS 
CITT. 
June 4.—By the 


head-on collision of two Missouri Pa- 
cific passenger trains near Mastln, 22 
miles south of Kansas City, one 
per- 


son ^\as killed and nineteen injured, 
most of the latter passengers. 
The 


trains ^ ere No. o, the Colorado f.yer, 
west bound, and No. 36. a Hoistirgton, 
Kansas, accommodation trair, 
east- 


bound. 


The dead : 
AUGUST BLOOM. Clear Lake, S. D., 


stealing a nde on blindbaggage. 


The Injured : 
C. A. Slocum, engineer of the flyer, 


Kansas Ciiy, leg broken. 


E. W. 
Whaley, 
fireman on flyer, 


Kansas CSty, head cut, badly bruised. 


E. "VV. Ford, porter, head bruised. 
C. Conklin of Kansas City, fireman, 


on train 36, knee mashed. 


Mrs. John G. Robinson, 1917 
St. 


Paul 
street, 
Baltimore, 
Right 
leg 


wrenched. 


James Furncas, conductor on train 


36, badly bruised. 


D. A. Ellwe'l, Oswattemi, Kansas, 


engineer on train 36, condition serious, 
probably injuied mteinally. 


M. J. Blasbalg, Kansas City, 
head 


cut. badly bruised 


W. J. Forne, Oswattemi. Kansas, 


head severely cut. 


L. J. Slick, Kansas City, leg sprain- 


ed. 


Henry Casselbuna, New York City, 
rose broken. 


Dalti Lucas, mail clerk on the flyer, 
body bruised. 


Frank Lunk, Kansas City, shoulder 


bruised. 


Irene Palmer, Los Angeles, head cut, 


body bruised. 


Louis 
Palmer, Kansas City, head 


bruised. 


W. J. McAallffe, Pueblo, Colorado, 


head bruised, knee hurt. 


William 
Nichols, 
Fort Douglass, 


Utah, right side hurt. 


NEW 
GRAMMAR 
SCHOOL 
A 
HAYWA 
RD3. 


Mrs 
Mary 
Kitler, Portland, Ore- 


gon, k'iee bruised 


Miss 
Posteii, 
Boston, 
left 
knee 


b uised. 


Both 
trains 
were 
behind their 


Si-hedule, Find Mere trying to make up 
time 
No. 36 had orders to take a 


s ding at Mastm, but had not leached 
that station, and was met on a culvert 
a mile beyond Masten by the flyer. 
Both engines were demolished. 
The 


d ly coach on the accommodation train 
v as telescoped, is was the mail car 
on the flyer. 
All the cars of 
both 


tiams were thrown from the track 
aid the track and roadbed completely 
wrecked. 


A relief traia was sent from Kansas 


City with a dozen physicians. 
Some 


o^ the injured were made comfortable 
a: Mastin and others were brought to 
Kansas City. The injured are suffer- 
ing from bruises and fractures receiv- 
ed in the shock of the collision and 
th« overthrowing of the coaches. 


JAPANESE TAKE 


RUSSIANJTEAMERS, 


NEW YORK, June 4.—The P.ussian 


steamers ouned by the Cir lese Eastern 
Company, have been affec ed more ad- 
versely by the war thar am 
other 


fleet, says a London dis atch to the 
Times, on the subject of -essel insur- 
ance. There were 37 vesse1 before hos- 
tilities began. Ten steame s have been 
lost and possibly more. 


The Russians who aban loned Dalny 


are reported to have blown up the Zeeia 
the Bureia and the Naga Ian, and the 
Nonni was destroyed by 5 mire a few 
days ago. 
The last named was of 2.464 


tons, while the others wer > under 1000 
tons each. 


News has been receive 1 from time 


to time of the capture by he Japanese 


of the Amur, the Argun, the Manchu- 
ria, the Mukden, the Novik and the 
Schilka. 
Three, of these vessels are 


r.ow in the Japanese transport service. 


M. 


TO DISSOLVE TRUST. 


NEW YORK. June 4 —No efforts will 


be made to extend the voting trust of 
the Wisconsin Central Railroad, which 
lapses on July 1. 


The trust was created in July 1899, 


and was to run for approximately nve 
5ears unless it should be terminated 
at an earlier date by the action of the 
trustees themselves. An official circu- 
lar has been sent to the stockholders 
notffyingr them to deposit their trust 
certificates on and after June 15 for 
conversion into stock. It is not known 
who -will control the railroad after the 
dissolution of the trust. 


* 
Black taffeta 
jackets 
are 
-effective 


with skirts of checked mohair or silk. 


mis OF K. 


MR. AND 
MRS. 
ARTHUR BIDDLE 


GIVE GLOWING ACCOUNT OF 


BAKERSFIELD MEETING. 


NEWARK, 
June 
4—The 
Dugan 


fan'lly will go to Poulrler to.- th'ir 
Kurrrrer outirg in ten cays or so. anJ 
some friends will join th^m there. 


Mrs. 
William 
Da/xan 
is 
visiting 


friends in Oakland for a day or so. 


Mrs. Adams took a business trip to 


San Francisco on Tuesday last 


Mr. Perry will shortlj remove his 


barber shop to the shop adjoining the 
premises of Antone Mattel 
so it is 
said. 


Mrs. 
F. Falk is dally anticipating 


the arrival of her sister fiom Honolulu, 
and she will proba/bly go to San Fran- 
cisco to meet her. 


The shipment of logar berries 
com- 


menced this week, and the crop prom- 
ises to be large for the season. 


Mr. and Mrs. Arthur Biddle have re- 


turned from their .trip to Bakersfield 
Mr Biddle attended as delegate to the 
K. P. convention held there. 
Both 


speak in glowing terms o£ the gener- 
ous 
hospitality 
and 
'-ntertalnn-.ent 


tendered the visiting knights. 
Mrs. 


Biddle was particularly impressed by 
the genial welcome she received from 
the Rathbone Sisters, ami it is tHought 
that an effort ^vill tbe made to foim 
a lodge In Centerville. 


Ladies' Aid Society meets at Mrs 
Barton Brown's on Wednesday next. 


Cecil 
Brown, 
accompanied 
by 
a 


friend from Berkeley, \ isited at the 
home of his grandparents, Mr. and 
Mrs. Watkins on Sunday last. 


Carroll Rye's and Newarks played 


upon the Newark groun/ls on Sunday 
last. The Newarks won after an ex- 
citing game of 
twelve 
innings, the 
score standing 7 to 8. 


* 
CoL Watterson's announcement that 


he would even support 
Mr. 
Cleveland 


again, notwithstanding: his long editorial 
gunfire upon the former President, must 
be interpreted as showing the effect upon 
the colonel's nerves of the Hearnt gallop 
into Kentucky.—Springfield, Mass., Re- 
publican. 


POLICE CHARCE ON 


A 


A CROWD OF NEGROES GATHER 


AROUND PLATT'S RESI- 


DENCE IN NEW YORK. 


NEW YORK, June 4—A charge by 


police reseries has been necessary to 
drive away thousands of persons block- 
ing Central Park west in front of the 
home of Hannah Ellas, the octoroon, 
who Is charged by John R. Platt, an 
aged 
millionaire 
manufacturer, with 


having secured from him by blackmail, 
nearly 5700,000 in cash and real estate. 
Mounted police headed ihe charge and 
they uere compelled to use extreme 
measures in order to drive off the 
crowd which \\as composed largely of 
negroes, friendly to the woman. 


Mis. Elias has been besieged in her 


splendid residence by deputies seeking 
to serve a warrant since suit was be- 
gun by Platt. As ii. is a civil case, the 
officers are not empowered to break in 
the doors, so they ha\o waited about 
patiently expecting the woman to at- 
tempt an escape 
Meantime scores of 


private detectives employed by numer- 
ous persons interested in the case, have 
stationed themselves nearby, shadow- 
ing all who enter or leave the house 
and serve as an added attraction to the 
curious. 


Finally, the crowd became so dense 


that Central Park West was packed 
a block in both direct.ons. From the 
sullen attitude of the negroes it is sur- 
mised that they, or at least some of 
the leaders, had an Idea of protecting 
Mrs. Elias should she endeavor to leave 
the house. 
When the police reserves 


were called the negroes became ex- 
tremely sullen and were driven away 
with much difficulty, jeering: and In- 
sulting the white men as they went. 
No one was Injured: 


SUCCESS ON STAGE. 


Miss Charlotte Towne, a younc society 


girl of this city, is making a splendid 
success on the EaMern stage. She 1 as 
played with "The 
Tenderfoot" Cjtppany 
in New York and Chicago and Is now in 
• St. Xiouis scoring: a fine FUc 


,/ 
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BERKELEY SUBURBAN NEWS 
UNIVERSITY 


REPORT ON COMMERCIAL 


SCHOOL. 


Rapid Growth of Berkeley Public 
Institution is Told of By Principal 
\ 
H. E. Longnecker. 


IS 


HELL REC 


thi 
1001 
Fror 


the fo! 


BERKELEY. 
June 
4.—At 
the nex! 


ineetlng of the Board of Kdmation thi 
following report 
will be pre: ented IB 


Principal 
H! 
E. Longnecker, princip.V 


of the Commercial School: 
- "The personnel of our studints, 
Hi' 


Increased attendance, and ttie 
splendn 


facilities provided lor coirrnerc la! truir, 
lr.e, Indicate that the condition of •*" 
Bchool for the year endir.s Jui.e 
has teen very satisfactory indeed, 
tha school records we compil' 
lowing: 
STATISTICS a* ATTENDANCE, KTC 


"Boys enrolled during year, 37; girl 
enrolled during year. 98; total enrollmeni 
138; number of pupils enrolled for shoit 
hand. 81; r.umber nf pupils crrolled 
fo- 


typewriting, 104; number of pupils en 
roled for bookkeeping. S7; pen entagc o 
• (tendance, 96; average duily alien-Jane,- 
about 100; aierage age o! pupils, in. 


"It Is to be regretted that t)i" majorir 


of this year's class will be require! t. 
return In order to complete the wo.-K f • 
their respective eouises 
Onl\ 
a sma! 


percentage of me class of 1901 ieceKe'1 
diplomas at the close of the 
t> rrn. 
n hl 


was due chiefly 
to two things: 


Thi 


Correspondence School 


Proves Very 


Popular. 


| CENTERVILLE 
PUPILS 
MAKE 


CREDITABLE SHO/VINQ AT 


DRAMATIZIT G. 


"Our curriculum, at present. "makes the 
work In our special subjects rather com- 
prehensive, just as It should be. 
Too 
many studeats enroll here who are de- 
ficient In the fundamental subjects, and 
whom we are unable to help in grid* 
- 
work except in an incidental way. They 
BERKELEY. June 4.— So great 
has 


attempt to carry our special work with- been the demand fo" cmollment in the 
out being able to compiehcnd the simp- ( co,.«cs-,o!1(3ence school 
connected 
with 


i 
lest directions iclating thereto. 
i 
„!!„„„ 
nr 
.,«-rir>itiM-it> 
••No pupil should be encouraged to take the college of ,igi!culti..ie 


this woik too soon. It is a serious 
mlstake to have pupils enter here whc 
have merely completed the eighth grade 


versity of Cnlifonua '.list 


nt the U 
at tnc ui 
humlied^ 


men and women throughout thu State 
have been unable to become rrembeis 
of the school 1'or the coming 
school, which is a new departure 


CENTERVILLE, June 4.—Mrs. Pete 


Julie of Decoto, was a recent visitor 
here. 


S. Harmen and fami y spent Mon- 


day visiting in San Jos*?. 


The production ot "E- eryman." giv- 


en by the pupils ot th 
High School 


on Firday evening was v ell rendered. 
Each one personated 
lis 
character 


very ably, "and the public have ex- 
pressed the wish that ' Everyman" be 
repeated in the future. 


The graduation exerc ses 
of Union 


High School last v. eek v. ere 
.veil 
at- 


tended. 
Mr. Wet'istock of Sa-i-amen- 


to. made the comment nent address, 


Young Cyclist is Hurt 


in Wild 


Ride. 


BERKELEY. June 4.—While coasting 


on his motor c> cle m East Oakland yes- 
terday 
afternoon 
with 
companion 


r' r'riri while J. C. Schim prase itc-d the diplo- j astrousiy for him. Young 


' 
The graduates v, re ElMa Salz, I Panlon was Charlef 
Butt.ar, 
trouble in the grammar grades will nnc , ^"r..' 
wo'k 
w 1 begin 
its louiscs mas. 
The graduates v, re Klma saiz, Kf"'""fh'",,.„« Oakland 


SS&, ?,,,fh«^°«J",,tlheT^.'ir^1 ! nexf weckW°wh,n*P ofeJsV W _E. Claik, I and William, Granville of Centervllle. I *£«»£ a^Vh«£ 


mour.tca on a bicycle towing behind. K 
H Hart Jr., son of -Mr and Mis. E. H. 
Hart of Joll JDi:ra.nt avenue, met with 
•an accident that almost 
resulted d!'- 
Hart's ccm- 


of 
5C7 


The lads wett 


School still more difficult. 
To cariv tne 


cessfuly one or two years' woik {n tr.i; 
school, requires as much. If n-j' mure ef- 
fort, than it does to cairy ilish School 
work for the same length of -i:ne. Tin 
importance of a full or 
partial 
High 


School coiuse 
urior 
to 
entering' 
t."e 


Commercial School, becomes more signi- 
ficant each succeeding year. 


COURSE OF STUDY. 


The County Club wi 1 meet at 
the 


home of Mrs. Lavron on June "th with motor cjcle. 
Buttlar was rendered 


i ei t and the two were thrown headlong i beg|n 'the preliminary Work. 


; to the giound amid a wreck of wheel ard 
..We w,n empioy tr,e ^ame 


,.=„,. ..«.. 
,, 
. 
- 
,, 
coasting dowiThill when suddenly Butt- 
the assistant superintendent, wll stai t j Herman Budelamn, Ac? na M.Ils and 
i |ai..s -wheel .".truck against an iron cul- 


for the various, places in which students' — - 
- 
— 
— 
• 
' 
•• 
. . . . . . 


have enrolled to dc-lner the text b^oks 
that have been selected for use in the 


WItk<vas planned at first to accommodate! Miss Bertha Whipple. zi hostess. 
only 100 students in the start, but s< 
great has bee i the demand that 
thi' 
number has oeen met eased to 2uO, but 
even this does not half meet the Interest j tne „ ay t|llnj;S a, e gO ng 


BURLINGAME IS PESTERED 


BY MOSQUITOES. 


People of Ultra Residence Section 


Appeal to Scientists of the State 


University for Relief. 


BERKELEY, 
June 
4.—So" successful 


has been the war waged by the profes- 
sors of the colleges of agriculture at the 
University of California against the mos- 


deallng wi 
that" haveith the Burlliigame mosquitoes 


proved to effective 
In San 


Rafael " Bald Professor Wrodworth today. 
"Tho first tiling to be done, of course. Is 
to find out the breeding places of the 


quitbes of San Rafd.fl that appeals have j insects. 
Tho bleeding places are nrna>s 


been received from oth, r places for aid In Poo's "f stl!1 water or in swamps. »l 
, " . _ _ . _ y L - _ .v.. t 
„,„„„_ 
„„.,,. 
the mosquitoes cannot cntci 1-ito life ex- 
in exterminating the troublesome insect. 
The last to so appeal a:e the citizens of 
the town of 
Buriirgame, 
the 
popular 


suburban village of San Mateo county. 
The improvement clubs of 
that 
ptuce 


have raised 
funds 
to provide for 
the 


cept iq the water. 
Ar, soon as we dis 
eo\ er the water from 
which the Bur- 


lingame mosquitoes come we will com- 
mence to cover the su/face of the water 
with oil. Tills I* tho oul.\ tsffuctivc rem- 
edy, except, of course, where praoUcable, 


carrying on of the work and have guar- [ the rm5lhod of drainim; the swamps and 
anleed the scientists 
-uch 
substantial ! pools and thus destroying entirely the 


aid that Professor C. W. Woodworth of 
the department of entomology has sent 
two of his assistants, II J. Quayle and 
W. H. Volck. to San Mateo county to 


breeding places. 
It 
will probably take 


two summers befoi e our work will pro- 
duce noticeable results 
This is our sec- 


ond season of operation in San Rafael 


. 
unconscious li- 


the fall and he was picked up and car- 


,, 
, ,. 
; nee! Into the office of Dr. C. W. Dodrje 
July are progressing: n pidly, and the ,-,onr bv 
There he soon recovered, but • 


committee is feeling 
=ncour iged at. t- ,aiy torn arn 


Arrangements for 
t i e 
Fourth 
of i 


"The signs r.f the times point to tin- that is beins displayed by young people 


ultimate passing of the short, superficial 


Firfei. courses now in force in 
the 
so-callec 


the unprecedented change of teachers in i business colleges. The horizon for eni- the scope of the 


• • 
--- 
' 
J "'' ' cient commeicial training has 
greatl. .so that all who m 


BOYS ARE LOST 


IN BERKELEY HILLS. 


the scnool during the year; t'cond, th 
_ _ 
_ 


unusual delay and annoyance occasion - , expanded In recent years" 
ed by the moving of tlie school build- 
ing during the spring 
term 
It 
wo- 


thought practicable, therefore 
to 
difr • 


pense with the giaduating exercises thi- 
year. 
PUBLIC 
EXHIBIT 
OF 
WORK PRE 


FERRED 


, 
"It is recommended that tlie holding 


of graduating exercises be dropped en 
tirely In ouf Commercial Schoo'. and tin •- 
a public exhibit bo given instead. 
In1 - 
plan would eliminate conslde-e.ible err, 
barrassment forced 
upon 
tl.e 
poor>-i 
member? of the graduating c! iss .-.t th 
close of the year. 
Much mor. could o • 


accomplished at this period of the yeai 
as the attention of our studi nts won! 1 
'not be diverted from their school wo i 
by the holding uf giaclujtlns exercises 
POSITIONS 
READY 
FOR 
CAPABLE 


STUDENTS. 


"The average age of our pup,Is is ab'n t, 
the same as crat of the HUh Schoo 
The school at p:esent is pat onized bv 
Ph™e, S'^VudenlS his' cons^an^ I °" hiE ietu™ frOm * b;'E'neSS Mp to 


throughout the State in the new depart- 
ure 
It is planned, however, to en n;.;< 
j k from time to t'mc 
.ike application rnjy 


- j , ,u.j iu,,, ™.m and injured shouldei had 


They ex- I to be dressed before he could be taken 


pect to announce the I rogram of the ' to h!, home. 


I 
Hart v,as mo.'e fortunate. 
Aside fiom 


i a few h-ulses and ,i bscl shaking up ho 
I v.as uninjured. 
The motor 
cycle 
was 
lollistrr i? 
Sandh'ilrit. 


the 
tor 


This method nf ttxtbcok work is to h 


outlined by mall ruid at the end of tacl. [ 
r T „ p ... i,,t pvf.,,jr, 
term examinaHon questions a i c to 
b.. I 0 ' - ' - - " l d11 i d s t e \ e m r 3 
sent cut and the a'l^weied ^uefitinns a r e ] 
to be corrected tty the 
piofes-ois 
it j 


Berkele> 
Domestic science, entomninry 


1 tree spraying and. the like a'e to ne th ' 


subjects laught in the new department jl 
University extension. 


SHEEPMEN NOT GUILTY. 


day soon. 


Mis? Christensen of 


guest of her uncl*3, S 
the summer. 


A di're social v>.is he cl at the home 


A larsre at- 


tendance \vas present, anrl 
H good 


t!iTe \\as had by -ill. 
I :s ho-ied t h ^ t 


these socials may contli ue. an'! eveiy- 
one will have a chance t > get n -iiuaint- 
ed with their own town people 


STOCK MAR <ET. 
YORK. 
June 4.—The short 


m i l l week of the tradira in ator-ks,'has left 
BERKELEY, June 4.—Clarence Der- ! 
LARAMIE, Wyo.. June ' —Th 


rickson and 
Neff 
Christy, two 
w e l l ) of William L. Keyes. 
H/i-i-> 
X •;,«•., i the maiket m its, rut 


known young men of South Berkeley | Wesley Johnson 
and 
Frr nk Oiri oil. | immobility. 
The doub 


have just returned to their homes after ! ^f,f.?l 
an unpleasant experience in the Berke- 


f dullrifso 
and 


felt 


1 CCllCCl. 


IS MADE PRINCIPAL 


OF OAKLAND SCHOOL. 


BERKELEY, June 4.—Miss Martha 


B. R:ce. a well known and popular 
n-.ember of this year's graduating c! 
at the University 


hiss 


and tile icsults now are most encouras- 


methods in ing indeed." 


COLLEGE TOWN 


PERSONAL NOTES. 


BERKELEY, 
June 
4.—Professor 


Stringham of the Stat. University and 
his family left this morning for St. 
Helena, to spend their summer vaca- 
tion. 


Mrs. Waterbury ana her daughter, 


Mattie, left Wednesday for the St. Lou- 
is exposition, where they will spend 
several weeks, 


n ey 
ha*; returned to 


R e e ev a«er «pend n 
a week at 
I Berkeley arter .pena.ng a 
wees 
at 


University of California and principal 
of the Winters High School, is .visit- 
ing here. 
MEDICALTraTION 
FOR DRUNKEN PEOPLE 


BERKELEY. June 4.—The 


toward 
organizing a board 


first 
step 


to 
collect 


with 


ly Hills. 
When they arrived here the 


men were Ubed up from exposure and 
hunger. 


The lads ventured 
forth yesterday 


„„ 
= 
300 
slic-.jj 
i n r l i g e n e i a l outlook cor.tir.i es to paralyze I hind vacation school. 


turning the sheep wagors uf M,ix,veil I sper-ulatn e activity Th 
week's events ' place mao> vacant V 


nd Stevens at Tie Siding on the .iisi.t i ha\ e 
not 
helped 
to 
resolv; 
those I v> ho has gone East. 
ai 
of April 25 last, has er.deJ in 
of not guilty. 


The prosecution endeavTvd to Move 


the defendants u ere a-nong thf sixieen 


money and erect a public emergency hoB- 
pital in thii, city was taken last night at 
,i meeting oi' public-spirited citizens, who 
gathered at the residence ot Mrs. Clara 
M. Partnc-'ge of MilUa, :md Haste streets. 
It was decided to push the project to 
. completion and arrangement-^ weie made 
„ _ ../ 
, 
., 
i Santa Cruz. 
tol the ejection of officers and appoint- 
of California, has | 
ganl Wright of Delaware street ar- | mfnl 
ol committees at. the next meat- 


S-The most important business of last 


night's t-ession was the passage 
of a 


••• • 
' ' ' 
the 


the I beer, appointed principal of the Oak-) rived home last Wednesday from a j ine. 


She takes the I visit with his sister, Mrs. Cook of Ne- 


noubts. Con'.iiraous con restiori of mon- 
During her 
senior year at college 


ey in resene cenl"rs po r.tii to iMipal'ed Miss Rice, who is a member of the 
tnde act'.vily 
The gr li'i crops have ' Alpha Beta Sigma sorority, was presi- 


made iinsatlsf-irtory pi'S"ePs u w i n g to dent of the Associated Women's Stu- 


moining to meet Daniel Wooley at the. masked men who 
raided th- 
i lack of 
sufficient wr.r; irh 
Rni road I dents 
She 
have the supervision 


,, h«-r'- I 
: pnrnmjrs hrivo c-on pared noro fa- \ of six teachers who are eng'aged ur.der 


- 
- 
- 
' 
- 
• 
• 


p 
Improved. During the year the princi 
pal of the school has been requested • j 
furnish 
capable amamiense.- 'or 
ma:»- 


lucrative positions 
A number 01 01 •• 
students who would have son • ouc wtl i 
the'-pre.-sent class accepted .vorr.e of t h e 
positions offered, pnoi 
to 
"ompleti a 
their course, -and are 
glvir^ 
gener.I 


satisfaction. 


Concord. 


But "Wooley had a break-down and 


reported were discoura£ ng 


Measures of retrenc ment 


I ket 


The vacation fichool is located in the 


of rail- | Thompkms school and on account of its 


tunnel "on the new inter-county road, j camp, by the evidence of 
. 
. 
. 
. 
. 
. 
. 
ers, who were at the criniu in ! \\ ho ' \ornbly v. ith last >eai v it not eariiirgs ( the auspices of the Oakland Club. 
were tied to fence posts by " h j rjiiders 


The defense brought f o r w a i d 
n ali- 


tolephoning home remained there A',\ | bi for each man and ,-lso uitiPF-""* to'.rond expenses v. ere int rpiete,', as fid- 
night. 
Afrer walking to Walnut creek i prove good character. Th". car's imu-p I mis-sioiiF of poor pros; ects fur busi- 


the boys slept all night in a haystack | niveh interest in this part of th» Stite rets. Reports of plani • jr u u r t a l l m e n t ? 
without supper. 
They came back lust I 3b it is regarded at a contest bor\s tfn ' of iron prodm tion car MM deiii-ession. | 
as a searching- patty was being or- | tl.eep and cattlemen 
Tli» s.iecn t,rc , Money was almost a di ig in the mar-.|ral training, sloyd, drawing and cook- 


ganized to find them. 
i ?lill in the Tie Siding dis'iict. 


I unique 
position 


j world has attracted 


the 
educational 


attention in all 


of the country. 
The principal 


branches taught in the school are man- 


1 ing. 


wi^'-Riii-on \Too--p a craduate^of the resolution that will bo presented to the 
h.ru Baron Moo.e a graaudie oi L.ie 
Trustees, asking; that a 


>ta'? ""'yi"'1?' d^'led.,Tl"rSaay!law be passed ptohlbiting the imprison- 
._ 
_ . . 


on the steamer for Nome, Alaska. 
be passed ptohlbiting .... 
ment of drunken persons ur.til they have 
Edward Gould, a graduate of the , bcen examined by a physician. This ac 


University, Is making preparations to , tion was taken on ac"ount of tne death 
leave with the Sierra Club on its trip of Charles French who died at the R«- 
to the Touolumne Meadows. 
' ccivir.g Hospital in Oakland after spcna- 


Mlss Ethel Morrln. L graduate with , ing a night In the Berkeley jail. 


this year's class from Berkeley High j 
School, departed this morninfr for her 
home near W'oodland, Yolo County. 


A. S. Bolton, 
superintendent 
of 


grounds at the University of California 
leaves today for a visit ot two or three 
weeks at Lake Tfihoe. 


Austin Statesman: 
They need Col- 


onel Bryan in Mexico, else that repub- 
lic 
suffer crucifixion on that fic- 


tion of a cross 01" gold, with which the 
Colonel dazzled the Chicago conven- 


Thomas McQuIddy, n srraduate of the lion. 


wwv»^'W 


i. HAYWARDS, SAN LEANDRO, EMERYVILLE, FRUITVALE, GOLDEN GATE 


TOWN TOPICS OF 


EMERYVILLE. 


ITEMS THAT CONCERN CITIZENS 


AND DEVELOPMENT OF PRO- 


GRESSIVE TOWN. 


CRAOUATES CIVEN 


I 


DECOTO TEACHERS ENTERTAIN 


PUPILS OF CLASSES 


'02, '03, '04. 


EMERYVILLE. 
June 
4. -Tomorrr.n 


at Shell Mound Park the crack shooters 
•will assemble in their regi lar 
weekly 


practice. 


BOARD MEETS MONDAY. 


The Board of Trtiste»s will meet net'. 


, Monday night In regular .session. 
Sevecal | 


important questions will be 
Introduc, n ' 


relative to the government of the Tow n. 


"ORESTERS PREPARING. 
! 


The Foresters of America Camp 
Em- I 


eryvllie No 
218. will hold their regu'.ir ' 


meeting next Tuesday right. 
The usi al 


Jodgo work will come before it. 
l l n i c 
is a large list of candidates nwaiting !•!- 
illation, but as many 
are at 
pres.nl 
away in the Easl there will be some 


* delay in the 
lull initla'.ions. 
Howe\ t. 


th«rs will be probably five who will b". 
required to appear Tuesday. 


STREETS IN ORDKR, 


The order given by the Board of Trus- 
tee! a fsw weeks ago to renrive the "id 
pole* from the Rtreets has been co-n- 
pU«d with, and neary all th" obj«ctir-i- 
able 
posts have 
been 
removed. 
1 he 
prompt compliance, with the request ot 
the Board by the telephone company 1 as 
met with much approval from the cltl- 
»ens of the town. 


HOTEL QUESTION. 


There have been no further dcvel"p- 
mentu in regard to the proposed At-n ell 
hotel. While many of the citizens locflly 
are most anxious to see a hotel built on 
the site selected near the station 
MB! 
arrangements have not as yet been com- 
pleted. 
There is a good chance of hav- 
ing a hotel at this Junction, and si ch 
improvement -would be welcrmed by 
he 
people of the town. 
Mr. Atwell's p o- 
ject 
would undoubtedly 
bring 
much 


benefit to the locality and to the citizens 
of the town In general. 


DECOTO. June 4.—The teachers o; 


tjie school tendered a reception to th" 
g:<iduatlng classes of '02, '03 and '0-1 
last night and a very enjoyable time- 
was had. 


TO APP 


MRS. 
HAMILTON, STRICKEN 
BY j MISS DICKA COOL WILL SING AT 


PARALYSIS, DIES AT HER 


HOME. 


HER BIRTHl'LACE 


TONIGH f. 


ELMHURST. .lure 4.—With her '-el;i- 


tives 
gathered at 
her 
bedside, ilr.s. 


Joh'i Hamilton pai-sefi away 
Thursday 


evening at 
t>:-0 o'clock. 
She was sud- 


derly stricken by paralysis a -week or 


There were about twenty- more ag0i and suffered periodical slnk- 


INTERESTING 
LIFE 
TALKS BY 


POPULAR PASTOR OF BAP- 


TIST CHURCH. 


When you -want 
Champagne drink 
GLJCQUOT 


A. VIONIER CO., Distributors 


3tn FrancUco, Cm!. 


four present, Including scholars and 
teachers. 
The 
hall 
of 
the 
Decoto 


House was beautifully decorated an.l 
tlie banquet room presented a most 
ln\iting 
appearance. 
Speeches, 


games, and 
refreshments 
made the 


time pass very rapidly and the com- 
pany dispersed 
when the wee sma' 


hours began. 


Parties of surveyors 
have 
a^rain 


been at work in this vicinity during 
the past week. 
Some of their work 


has been right on the townsite an i 
much speculation Is indulged in as to 
•whom the surveyors represent. 


T. 0. Crawford. 
County 
Superin- 


tendent of Schools, paid the schools 
a visit last Wednesday. 


Mr. and Mrs. Ralph, Mr. and Mrs. 


P. Lowrie and daughter Annie, attend- 
ed the Lowrie-Helms -wedding in Sa.i 
Francisco last Sunday, Mies Annie at- 
tending as maid of honor. 


Mr. and Mrs. H. Meyer and children 


and Jlrs. May of Alameda, arrtv»i in 
town the first of the week, and will 
occupy their cottage on the May es- 
tate. 
| 


Miss Ida Stellar and brother Louis. ; 


of San Francisco, spent Sunday and | 
Monday at the home of Mr. B. Whip- ' 
pie. 


Henry Graesslln of San Francisco, 


sptnt Monday with his parent's, Mr. 
and Mrs. W. Gracsslin. 


Mr. and 
Mrs. Haley of Oakland, 


sp»nt last Sunday at the home of their 


en. Aylmer Haley Sunday. 
The Misses Jarvls of Berkeley were 


guests at the Peterson home Thurt- 
day and Friday. 


Dave Hawley of San Francis jo w.is 


a guest at the home of T. S. Fereri.1 
Sunday and Monday. 


Mrs. Chalmers of Oakland wag a 


recent guest at the home of C. cl. 
Crt-i.o and family. 


Mrt. R. Volmer and children of San 


Francisco spent Sunday and Monday 
at the home of Mrs. A. Haley. 


?Ir. and Mrs. A. H. Bush of Ssn 


Francisco, were.in town MonJr.y. 


Mrs Searles ot Healdsburg and two 


nieces of Trinity, Humboldt county, 
spent -Wednesday night with Mr. ard 
Mrs. H. C. Searles. 


* 
NEW 
YORK, 
June 4.—Mrs. Polk, 


mother of the Baroness de Charette, is 
dead at Cannes, says a Herald dispatch 
from Paris. She was a descendant of 
William Penn, founder of Pennsylvania 
and A. Polk, who fought in the South- 
ern army in the war of secession. Af- 
ter peace was mad^ he retired to 
Switzerland where he died In 1867. 


ing spells. -Her death icsulted partially^ 
from her age. which mnde it impossible J 
for her to rally. 
She was nearly ^ixty- , 


seven. 
Mrs. Hamilton, who was much 


beloved by all who knew her, because' 
of her gentle .ind hindly disposition, and I 
whose demise is deeply felt, was a na- 
tive of Harper's 
FC.TJ . 
West Vir- 


ginia, where the was born in 1M7 
She 


was 
married m Hancock county, Illi- 
nois, 
to 
John Hamilton, thirty-seven 


years ago. 
The couple moved to Ne- 
biaska when that State was first opened 
to settlement, and fourteen jears ago 
they came to California, finally locating 
at Elmhuist. 
The deceased leaves a husband, John 


Hamilton, 
and four 
children, namely. 
Mrs. 
E. F. O'Lcary, 
of 
Sebastopol; 


Charles Hamilton, of Elmhurst; R. Ham- 
ilton, of Lake Tahoe, and James Ham- 
ilton, of Los Angeles. 
The funeral took 


place today and the interment was at 
Evergreen Cemetery. 
, 


TOWN EVENTS. 


Mrs. A. Jor.M arrived home Thursday 


from 
an extended 
trip through 
the 
Eastern States. 
William Pollard, who has been in the 


South, Is to leturn today. 
Mrs. S. Eldred Is ill with a cold, but 
is improving. 


* 
AFRICANDER MAY RACE. 
.. 


NEW YORK, June 4.—There is a 


strong probability according to Ohailes 
Dwyer, one of the owners, that* Afri- 
cander will be a starter in the $50,')t>0 
world's fair handicap at St. Louis. "It 
all depends on how the colt comes out 
of the suburban," said he. "If lie pulls" 
up in good shape and runs up to ex- 
pectations we will 
ship him to !it. 


Louis." 


With McChesney and Africander as 


contestants in the rich stake a possi- 
bility that Hermis may be sent also, 
Eastern interest in the St. Louis race is 
increasing. 
Pears' 


soap 
does 
nothing but 


cleanse, it has no medical 
properties; for the color of 
health and health 
itself 


use Pears'.- Give it time, 


Bold til over tlie world. 


HAYWARDS, 
June 
4.—Considerable 


interest, it, attaciied to tne appearance . 
here tonight, at the No-oily Tlu-ater. o f ' 
SI'^s Dir'ka Cool, who is a native 01' Hay- 
wards 
Miss Cool spent most of her girl- 


hood here, and since ler ving has achlcT - 
ed no little fame os a cc nedienne. 


She Is pretty and vi -ucious. and her 


binging and acting is sail to be excellent. 
This Is her first appear mce on the vau- 
dtMlle stage at her birll place. 


Besides Miss Cool, the following artists 


will take part in the 
-pening perform- 


ance 
tonight. 
Floren e 
Brooks, sou- 


rette; Chns Royal, blac t-face comedian; 
the Robertsons, sketch earn; Gloria L,m- 
denberg, illustrated 
sc ig, 
R ce. KirKe 


and Clarke, comedy ski tch artists. John 
McFadden. the little rr ai from Ireland. 
WOODMEN 
MEMORL L 
EXERCISES. 


Tomorrow the Woodr en of the World 


hold their memorial exei Mses at the Pres- 
byterian Church, at th -ee o'clock 
The 


oration will be delivend by Dr. Lyons. 
Those having flowers o bring are re- 
quested to have them . t the Town Hall 
by nine o'clock. 
Ever one Is urged to 


attend. 
I 


LAUREL C LUB. . 
I 


The Laurel Club he13 a meeting re-1 


centiy and re-elected M 'ssrs Haas, Jloyt 
and Russell to tne di'ectoiate 
Robert 
Drews. Jas. Lawrence Jas. Petray, J. 
"W. McCoy and P. "W'ilr art became mem- 
bers. 


CHILDREN'S DAY EXERCISES. 


At the schoolroom 
<-f the Congreg^- 


tlonal Church, the chil Iren of the Sun- 
day School will have t icir exsrcises, on 
Sundav morning at 10 oclock. 
Parents 


and friends are cordia ly invited to at- 
tend, and there will do ibtless be a large 
number present. 


BALL GAME TOMORROW. 


The ball game tome-row -Bill be be- 


tween the Originals o' this place and 
the Gantner Sc Matter i 
nine 
of 
San 


Fiancisoo. 
There is o\ iry reason to ex- 


pect that the game wi I be a lively one. 
The Originals have lat< ly been defeating 
all comers and have b' en unable to find 
"foemen worthy of t teir steel." 
The 


nine with whom they -ross bits tomor- 
row, however, has the reputation of be- 
ing exceedingly swift, ind so the game 
will doubtless be very hotly contested. 


HOLY COMMUNIC N 
SERVICE. 


Tomorrow 
morning 
at 
the Con- 


gregational Church, hoi.' communion will 
be celebrated. 


The evening services will be conducted 
by Rev. B. Dent Naylo , who will preach 
upon the problem; "Cai a man "be victor- 
ious in the struggle wi h his own nature 
and circumstances" 
A large attendance 
is earnestly desired. 


NEWS IT 2JIS. 


Miss Ruth Brown Is entertaining Miss 


Olive Wing, a former resident of this 
city. 


fL. Kennard holds th' responsible posi- 
tion o£ chief engineer a the cannery, this 
season. 
T. S. Gray, of Seattle is visiting at the 


the home of B. G. Ry! er. 


CASTRO VALLEY SCHOOL. 


On Thursday the ne 7 school houae at 
Castro Valley 
was 
d ;dlcated 
and the 
graduating exercises . f the 190-t class 


WILL GIVE 


BALL 


LADIES OF THE MACCABEES TO 


ENTERTAIN AT SAN 


LEANDRO. 


GOLDEN GATE, June 
4 —Tomorrow 


Rev. 
J P. Currin will continue his Sun- 


day lectuies on the life subjects which 
he has chosen for his regular weekly dis- 
course. 
Kev. 
Currin 
has 
made 
his 


choice of topics most select and 
his 


dealing with them has created much in- 
terest among the 
large congregations 


which he Is called upon to address. Rev. 
Currin 
has made ft a point to talk 


in a familiar and fatherly w«,y to his 
congregations at the Golden Oate Bap- 
tist. Church and hns endeared himself 
to all who have the opportunity to ert- 
joy his Life Lectures. 


UTILI DULCE. 


The Utlll Dulce Club was etltetained' 


Thursday afternoon by Mrs. W. E. Jud- 
klna at her residence on Howard street. 
There was a large representation of the 
members. neraJy all being present. Many 
affiliates from 9an Francisco were also 
in attendance. 
Mrs. E. P. CahiH. presi- 


dent of tbe club, gave a brief outline of 
the -work of the club. Its objects, and the 
work that has been done. An entertain- 
ment was furnished by the club, and 
after the regular business session this 
was much enjoyed. 


FREEMAN'S PARK. 


Freeman's Park tomorrow will be the 
scene 
of 
the 
regular baseball Sunday 
games. - Three dates are down on the 
books of the management and the reg- 
ular rioting will make the day inter- 
esting, as usual. 


FORESTERS TOMORROW. 


The Foresters will assemble tomorrow 


on the Freeman's Park grounds In a ce.1- 
ebratlon. and picnic. 
Special arrange- 


ments have been "made to make the af- 
fair a great success. Visitors from San 
Francisco will be present In force. 


WOMEN OF WOODCRAFT. 


The Women of Woodcraft will meet 


Monday night In their regular weekly 
meeting. 
« « « « « « • » » * « • » « » « » » • * * « « » « * 


INSTALLATION OF 


OFFICERS. 


FRUITVALE WOMEN OF 
WOOD- 


CRAFT HAVE PLEASANT 


EVENING. 


were held. The program consisted of the 
following numbers: 
Song, "My United States," school; reci- 


tation, Marie Madison; recitation, Lor- 
raine Hoare; 
Tulip Song, school; song, 


"Old Black Joe," school; address, Super- 
intendent T. O. Crawford; dialogue, "The 
Model Lesson;" 
flower 
song, 
school; 


reading, Christine Madison; song "Dan- 
delion," school; recitation, Annie Pear- 
son; "Woodpecker Song," school; song-, 
"Mammy's Coons." school. 
The ischool was crowded to Its doors 


by the people of Castro Valley district. 


For ordinary wear, the plain, smartly 


cut shirtwaist IE still the roost modish. 
USE 
ALLEN'S FOOT-EASE 


A powder to be shaken into the shoes. 
Your feet feel swollen, nervous and damp 
and fret tired easily. It rests the feet and 
makes new or tight shctes easy- 
Cures 
aching, 
swollen, sweating feet, blisters 
and callous spots. 
Relieves Chilblains, 
corns and bunions of all pain and grives 
rest and comfort. 
Try it today. Sold by 
all Druggists, 35c. Don't accept any sub- 
stitute. 
Trial package FREB. Address 
Allen S. Olrosted. Le Roy, N. T. 


SAN 
LEANDRO, June 
4 —Thursday 


evening, June 
IS, 
the. 
L.. O. T. 
M. 


Golden 
Leat Hive. No. 31, will give 
a 


giand ball and fancy drill at the Town 
Hall. The drill work will bo principally 
performed 
by 
the 
ls..1es 
of 
Oakland I 


Hive, No. 14, while the ball will be under 
the supervision of the home lodge. 
Ex- 


cellent music has been secured lor the 
occasion. 


SUNDAY'S BALL GAME. 


Tomorrow the Oormans of this place 


will cross bats with the Gorham Rubber 
Company's, 
nine, from San 
Francis^. 


Those who were disappointed with the 
unsatisfactory outcome of 
last week s 


game will probably be treated to a first- 
class match tomorrow, for the Gorham 
Rubber Company's team has the reputa- 
tion of being hard to"lbeat. while 
the 


Germans 
have freo,U"ntly 
shown that 


they are by no means easy. 


REALTY AND BUILDING. 


Frank Estes is to build a home on hla 
Estudillo avenue prop-Tty. 
Architect A. 


W. Smith, of Oakland, has drawn 
the 


plans for the structui e, which is to be 
Colonial in design, two stories high and 
containing six rooms. 
It will cover 
a 


ground space of 24x35 feet. 
T.ie lot adjoining the property of Miss 
Ellen Goodman, on Hepburn street, has 
been purchased by Miss Mary Good- 
man. 
She will move upon It the cottage 


In the rear of the. Joseph property, on 
tha same street. 
She recently bought 


the cottage. 
Leon C. Bertin has purchased four lots 


from D. McCarthy 
The property 
of 
which these lots are i portion, formerly 
belonged to Mrs. Herlick. Mr. Bertin is 
from San Francisco. 


PERSONAL MENTION. 


Thomas Mulford, who has been quite 


ill, Is now- on the road to recovery. 
Mrs. Tauson is now agent for the Log 


Cabin Bakery,, at thit place. 
Four tons of bale rope were sold by 
Oakes & Palmer last week to A. Gulart. 
of Dublin. 
This it, an indication that 


the hay crop is good In Dublin, at any 
rate. 
In this regard. It is stated by 


those who should know, that despite the 
fruit reports of poor crops, the ship- 
ment of cherries so far this year are 
exceedingly heavy—in fact, the express 
and freight companies are kept working 
over-time to keep up with the^ship- 
ments. 


FRUITVALB, June 4.—Thursday even- 


ing, 
Fruitvale Circle, No. 5S5, of Women 


of Woodcraft, held their Installation of 
officers. 
The following were the 
offices 


to be. filled and those who were chosen 
to, fill them: 
Past guardian neighbor, 


Mrs. E. E. Hunt; guardian neighbor, Mrs. 
Callan; advisor. Mrs. O. W. Carson; ma- 
gician, Mrs. Frederickson; 
clerk, Mrs. 


Tomllnson; banker. Mrs. Graham; hoard 
of managers, Mrs. Hoistmann. Mrs. Col- 
lins, 
Mrs. Jenkins: 
musician. Mrs. 


Ward. 
Two ca-ndidates were initiated, Oak- 


land Circle performing the ceremonies. 
Following the installation and initiation, 
refreshments were nerved and a very 
pleasant even'ng spent. 


WERE MARRIED RECENTLY. 


Granvlile D. Warn n and Elizabeth C. 
Harrold. 
both 
residents 
uf 
FruiUale, 


were recently united in wedlox-k. 


OFFICER ARRESTED. 


NEW 
YORK, 
June 4.—Alexander 


Chandler, a police sergeant, has been 
arrested on an accusation of having 
shot and seriously wounded a Japa- 
nese woman 
who -was employed 
as 


housekeeper in his house. He was Im- 
mediately stripped of his badge and 
suspended 
by the 
Commissioner 
of 


Poll:e. 


N > one saw the shooting 
affray. 


Chandler's 
arrest 
followed several 


hours after a story had been spread to 
the effect that the woman attempted 
suicide tiecause a Japanese sailor who 
boarded at the houae had charged her 
with stealing $75. 
It was said she 


tried to end her life rather than ap- 
pear in court. 
When the police ex- 


amined the woman she denied having 
shot herself. 
As Chandler was the 


only person about and the wounds 
were alleged to have been made by his 
revolver he was Immediately arrested. 
The prisoner denies that he was In the 
house at the time. 


COSSACKS AMBUSHED. 


SEOUL, Korea, June 4, naon.—A 


skirmish took place between twer.ty 
Cossacks and an unknown, forca of 
Japanese scouts at a point twelve rnl'es 
north of Qensan on the morning of the 
instant. The Cossa<ks -were evidently 
ambushed by the Japanese whp were 
concealed In the brush on a hillside. 
The Russians eventually retreated to- 
wards Ham-Heung, leaving six dead 
upon the field. 
The Japanese casual- 


ties are not stated. * 


After lifelong experience with the 


Democratic party, David B. Hill is con- 
vinced that profound silence Is its best 
•trump.—St. Louis Sloba-X>emocrat. 
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"Our New 
Minister." 
which Oak- 


land sees at the 
Macdonoush 
next 


Friday. Saturday matinee and nUrht. 
and Sunday night. June 10, 11 and 12, 
was written some eight yenrs ago, al- 
though it first saw the llfrht hut 
i wo 


seasons ago in Boston, where U was 
.produced :it the Park, Eu;;ene Tomp- 
kins' 
Theater. 
Eight 
yea-s 
ago 


ThomptTHi was 
in 
Bo.= :>in 
at 
the 


Adams House, where he was enter- 
taining John Stetson. George W Ky- 
fr. Ejgene TompkinK 
an 3 
:he late 


Robert IngersoM. 
It was on Sumlay 


afternoon and Ingersol! 
-,\as 
telling 


the purty of a new lecture he was to 
deliver that night at the Boston Th-.-a- 
ter. 
During tlie conversation a young 


minister, who had just taken "orders." 
came into the roam looking for Mr. 
Thompson, who was an 
old 
t'rk-nd. 


The young man was pi es< nted to the 
other members of the party, and on 
shaking hands with Mr. Iiigettsoll, the 
latter said, laughingly: "Are you not 
afraid of contamination in sli'jh ccm- 
pany?" "Indeed. I'm not." replied the 
young man, "just talk to me as though 
I wero a man who swapped horses or 
sold lightning rods, 
then 
w-j 
shall 


know each other better." 
"You cer- 


tainly 
are 
a new 
minister." 
said 


Thompson. "Great char.-u ter for the 
stage," added John Stetson, never for- 
getting business. 


Stetson's 
words 
remained 
v* Ith 


Thompson and soon "Our New !Mirr- 
ister" 
was evolved. 
S'etson 
was 


manager of the Globe, afterwards (he 
Park, Tompkins of the Boston Theater. 
Each wanted the play, and it lir.ally 
went to Stetson, who had it under- 
lined after the long run of Hoyt's "A 
Black 
Sheep." Stetson 
died In the 


Interval and the new play was post- 
poned. Six years later Tompkins had 
the .gratification of seeing its inst in- 
taneous success at his theater. The 
Park, of which he ca'ne into posses- 
sion after Stetsjn's death. 


Maude Adams' character 
of Lady 


Sable, 
in 
Mr. 
Barrle'6 
Beatutful 


play, "The Little Minister." is said to 
aproach the marvelous. 
When 
Mr. 


Barrie's Tiercdne put on 
the 
Gypsy 


costume and' fooled all Thrums, and 
she reveled in the fun of the thing, 
just as Miss Adams is reputed to revel 
in the character, the author seemed to 
thoroughly understand the demands of 
the public in the creation of a stage 
character enveloped in 
the 
genuine 


atmosphere of comedy. The question 
has often been asked, 
after 
having 


seen Miss Adams. 
"Did 
any player 


ever put more real, bubbling enjoy- 
ment Into a lark 
than 
Miss Adams 
puts into the adventures of the little 
"witch of Rintoul Castle?" Miss Ad- 
ams will fill her first engagement here 
as a stellar luminary, presenting this 
beautiful play, and supported by a 
large parentage of her original com- 
pany. It is said that the cast is ex- 
ceptionally strong. 


MRS. 
LESLIE CARTER. 


. Mrs. Leslie Carter will appear at the 
Macdonough Theater in July in Be- 
lasco's success, "Du Barry." 


THE 
COMEDIAN. 
j 


Joseph Conyers, 
who 
created the 


part of Darius Startle. 
the coin try 


detective in Denman Thompson and 
George IV. Ryer's "Our New Minister." 
was for a long time the principal com- 
edian 
in Augustin Daly's 
company. 


Much of the success of "Our New l.iiu- 
ieter" Is due to its celebration on the 
part of Conyers. who "built up parts, 
and incidents, where the authors 
left 


weak spots, making the shaky scenes 
solid, and under whose personal di- 
rection 
each performance 
is given. 


Conyers' creation of th* role of the 


country detective is well 
up 
alorig 


with his prototypes, Denman Thomp- ! 
son, as Uncle Josh, and the late Jani'-s ' 
A. 
Herne. as 
Nathaniel 
Berry 
i n - i 


"Shore Acres." 
He is an actor of the 


old school, whose clear diction and in- 
I 


telligent interpretation are in gratify- j 
ing contrast to the careless and un- i 
apreciative acting so common to the 
modern stage. His facial expreslon is 
immense, and the ciulet, subtle droll- 
ery with which he imbues the part, 
bespeaks the comedian of ta'.erjt. 


In speaking of New England types 


of rustics, Conyers 
says 
that the 


original of the character that he plays 
was 
discovered by Denman Thomp- i 


son In Milan, N. H. 
This old fellow j 


was the village Oracle, who knew it | 
all and whose chief work was in six- I 
ing up strangers as escaped burglars 
and convicts. One time a safe was | 
blown open in Milan in the genera.1 
store, and the safe attracted a larwe 
crowd of curious 
visitors. At 
one 


time when the store was packed with 
people this village constable wedged i 
his way up to the safe and viewed it 
with a Sherlock Holmes manner, talc- j 
ing in a mental inventory of every-i 
thing in and about the cracked iron j 
box. 
Finally he lit or. the stub end o£ 


a cigar: he picked it JP, and held up 
the "snipe," looked 
over the crowd 


quizzically, ar.d asked in a loud voice: 
"Who smucks?" 


MAUDE ADAMS. 


Maude Adams, whom Charles Froh- 


man will present here for an engago- 
ment of one night only, Friday, June 
17, at the Macdonouph Theater, will. 
without question, ho welcomed by tiie 
presence ot more people ;han any dra- 
matic star that has played here clu1'- 
ing the present season. This is h^r 
initial visit to this city, yet at 
the 


same time her first trip across the 
continent. 
As is 
well known. Mi ;s 


Adams did r.ot make a profession il 
tour of the country last year, but in- 
stead spent almost twelve months in 
European travel, visiting nearly all of 
the countries of the old world. 
At the 


beginning of the presort rtrarr.Htlc sea- 
son last- October she brought out a 
new play. "The Pretty Sister of .Tosr." 
Her 
present tour, which extends to 


California, is what may be termed a. 
supplementary one, and during this 
period she will be seen only in her 
first great success, "The "Little Min- 
ister." a play that has attracted f^r 
more than ordinary attention, and es- 
pecially during the 
two consecutive 


years she appeared in it at the Empire 
Theater, New York, and another year 
in the Eastern, cities. 


GERTRUDE PERRY IN "OUR NEW MINISTER." 


NEILL SEASON ENDS. 


James Neill brings his twelve weeks' 


season at Ye Liberty Playhouse to a 
close tomorrow evening, 
after 
the 


most successful stock season that has! 
ever "been seer, in Oakland. 
Ye Lib- i 


erty was opened by Mr. Neill just 
twelve weeks ago on Monday, <uid the 
handsome- theater, of which Oakland 
Is justly proud, has received a send- 
off that could .hardly be bettered. 
Mr. 


Neill has presented 'twelve plays in 
Oakland, many of them entirely new 
to local theater-goers, and all of them 
high class and among the successes 
of the East. His company Is gener- 
ally recognized as the strongest stock 
organization that has visited Oakland 
while he has mounted and presented 
his plays with a 
magnificence 
and 


completeness that one would expect 
only for initial productions. This has 
been possible by reason of the great 
revolving stage which makes Harry 
Bishop's Theater the most unique In 
the United States. 


"The 
Royal 
Box" 
which 
James 


Neill has been presenting this week 
will be presented but two more times, 
tonight and tomorrow and then the 
Neill season ends. 
- •* 
- 
THE NEW COMPANY, 


Manager Bishop of Ye Liberty, has 


wisely decided that the best and most 
sensible thing for Oakland in view of 
Its large population and the great ad- 
vantages which his theater has over 
others, is to establish at Te Liberty 
Playhouse a permanent stock company, 
one that will be flexible according to 
the nee.ds of the seasons and the de- 
mands of the public. This system has 
been found to work with great suc- 
cess in other cities. One has only to 
refer to the Alcazar in San Francisco, 
with its many years of popularityibe- 
hind it as 
an example. 
Mr. Bishop 


will therefore inaugurate the summer 
season 
on next 
Monday, June 6th, 


with his new company, which is to be 
known for the time being as Harry 
"VV. Bishop's New Company of Play- 
ers. 


There Is no manager on the Pacific 


coast who is better qualified to judge 
of plays and no one who has greater 
facilities for getting the best and lat- 
est than Mr. Bishop. 
He has long 


been the Pacific Coast agent for sev- 
eral of the large Eastern play agencies 
and he can secure through them the 
very latest. 
Thus it hapnens 
that 


Mr. Bishop is ab'e to present 'as his 
opening first attraction that famous 
farce, 


MISS MAUDE AD VMS, WHO WILL, PLAY AT THE MACDONOUGH. 
MISS LOUISE BROWNELL AT YE LIBERTY PLAYHOUSE. 


"WHAT HAPPENED TO JONES," 
This play has never been seen In the 


stock companies ar.d its presentation 
at Ye Liberty will 
therefore 
be an 


event of more than usual interest. The 
story 
of 
the 
play 
centers 
around 


"Jones" and his various troubles, get- 
ting in gild getting out. 
But then it 


"would spoil a good thing to tell the 
story, it must really be seen to be ap- 
preciated. 


"What happened to Jones" has been 


presented in 
every 
corner 
of the 


globe during the last few years and it 
is the most 
successful 
farce 
ever 


written by an American author. 


The author. George H. Broadhurst, 


Is almost a California!! for he lived 
ir. this State for several years and he 
wrote several of his plays while in the 
mountains. He has in fact threatened 
to write a play with the scenes laid 
In California. 


THE PLAYERS. 


The old 
saying 
"The. 
play's .the 


thing." is quite 
generally 
true, but 


then it is not every play that a bad 
company can make good. 
The ideal 


combination is a 
good 
play and a 


good company. This is what Manager 
Bishop presents to Oakland on Mori- 
day night. 
The play Is known to be 


good and the following players will 
more than do their share of living up 
to Mr. Bishop's expectations: 


Frank Bacon. "William Gleason, Don- 


ald Bowles, George Bloomquest, Rob- 
ert Lawler, Misses 
Louise Brownell, 


Anna Roberts, 
Marie 
Baker, Grace 


Goodall, Elspeth McNeill and Frances 
Slosson. This Is a great combination 
of talent. / 


THE BELL. 


The program this week, as usual,- Is 


highly satisfactory, which Is always 
the custom .at this house. The per- 
formance begins with some excellent 
selections by Barnett's orchestra, then 
comes the 
moving 
pictures, 
among 


them "The Waif." followed by some 
comic subjects. The Lombard Broth- 
ers, singers, dancers and comedy con- 
versationalists make a good impres- 
sion. 
John Weft, the man that makes 


you laugh, is a merry maker that's al- 
ways welcome. 
Miss Susie Lehman, 


sings a new illustrated song, in .h'er 
usual. 
splendid 
manner, 
and 
the 


Thompson sisters, high class singers 
ajid dancers, are 
exceedingly 
clever 


artists. Gordon and Gilbert are rank- 
ed among the high class sketch teams 
in the business.. they winding up an 
entertaintaent that Is hard to beat. 
The'attendances at the matinees are 
always large, the ladies and children 
predomlnantlng on these occasions, 
when suecial features are Introduced. 


The day performanc' 
3:15. p. m. 


s take place at 


THE S"AR. 


Manager Barnett c 


sent 
an 
exception; 


gram 
at 
his 


house. The bill this 
the ordinary and a 
pearing are some of 
vaudeville artists on 
week will be another 
tractions. There will 
pie, nn-d the prograi 
the high standard t 
gives at all times. T' 
formances every eve 


Dntinues to pre- 
lly 
fine 


popu'.ar 
plsy- 


veek is far above 
nong those 
ap- 


the best known 
the stage. Next 
gala one for at- 
be all new peo- 
i will be up to 
hat this theater 
lere are two per- 


and interesting Issue for June. 
The 
leading article is from the pen of Kate 
Masterson. The story is well written, 
and. ends 
with 
this edition. Bliss 


Carman has a unique poetical contri- 
bution after his usual style. The print 
is exceptionally good. 
Published 
by 


Town 
Topic's 
Publishing 
Company, 


452 Fifth avenue, New York. 


THE WORLD TODAY. 


The June Issue of "The World To- 


day" deals principally with scientific 
events. 
The 
illustrations are 
very 


fine. 
Congressman Littlefleld 
from 


Maine, contributes a most minute re- 
uume dealing with the postal scandals. 
Under 
the 
head 
"Events 
of 
the 
. 


ning during theMonth," a most thorough and concise 


FRANK BACON AT YE LIBERTY PLAYHOUSE. 


week, and on Satur lay and Sunday 
night at least 
thre' 
performances. 


The matinees are lai gely attended by- 
ladies and children. The new set of 
moving pictures begi ining next Mon- 
day have Just 
arri -ed 
from Paris, 


France, and are 
ar ong 
the 
latest 


takeri in that life fr >m actual occur- 
rences of noted eve its. The admis- 
sion remains the sa ne—ten cents to 
any seat In the hous •. 


THE NOVELTY, 


Manager 
Lubelski 
has 
something 


good in store for his patrons, when he 
will put on his new Dill next Monday 
night. 
He has gathered 
together 
a. 


fine selection of peoj le. 
Some of the 


best talent to be had, and among them 
are Walter C... Jone., female imper- 
sonator, Andy Rice, high-class com- 
edian, Waldo and Se\ er. sketch artists. 
Seymour and May, i ovelt'y entertain- 
ers, and the Four KHsworths, .In an 
one act play entitled "Silk? Stocking," 
Eaid to be one of the cleverest comedy 
acts of the day. 
If v ill be elaborately 
staged, 
and 
with' special 
scenery. 


There will be a new budget of. motion 
pictures, and one of the latest illus- 
trated songs will be : ung bv Mr. Ker- 
rick. 
- 


particularly interesting. The cuts are 
particularly good, and 
the 
monthly 


volume is profuse with 
illustrations. 


Var.ee 
Thompson's 
"Waterways 
of 


Paris," aided 
by the 
illustrations, 


makes the story vivid and true to life. 
The cover page is odd and though 
artistic, just fails to bring out the 
idea. 
Published by the "Outing Pub- 


lishing Company," U39 Fifth avenue, 
New York. 


LESLIE'S WEEKLY. 


"Leslie's 
Weekly" has 
its 
usual 


oddity for a cover piece. The leading 
article deals with "Republican 
Ex- 


publican Extravagance." 
It is simply 


a comparison for past fiscal years. 
Side' lights and plain truth deal con- 
cisely with political propositions. The 
illustrations are 
perfectly 
true. 
A 


series of 
short stories 
makes 
the 


June issue a most complete number. 
Published by the "Judge 
Company," 


225 Fourth avenue, corner Nineteenth, 
New York City. 


HARPER'S. 


George Harvey in his editorials In 


"Harper's Weekly." leads under the 
head of "Comment," with an article 
dealing with "The Republican Nomi- 
nation 
for 
the 
Vice-Presidency." 


Mr. Hitt's record 1* thoroughly gone 
Into and Harvey gives a thorough re- 
sume of 
the man's personality. The 


leading articles deal almost 
entirely 


with politics. 
The 
cuts 
are good. 


A sketch by Bailey occupies the cen- 
ter 
page and is 
fair. 
As a whole, 


Harper's lives up to Its usual stand- 
ard. 
Published by Harper 
Brothers, 


New York City. 


LITERARY DIGEST. 


The "Literary Digest" supplies its 


usual grand number for June. 
Vari- 


ous subjects of interest to both the 
artistic nnd literary world are dealt 
with by editors and contributors. The 
cuts are not particularly good, but 
the material is excellent. 
On page 763 


under the head "Herbert Spencer as 
an Art Critic," a most beautiful re- 
production of 
Rafael's "Transfigura- 


tion" 
appears. 
The 
type 
is 
good 


throughout the 
isme, but 
improve- 


ment 
could be made 
on the 
cuts. 


Published by Funk & Wagnalls Com- 
pany, 41-60 East Twenty-third street, 
New York. 


MUSICAL LEADER. 


Little can be sniri derogatory to the 


May issue oi' 
the "Musical 
Leader 


and Concert Goer." 
The editors have 


made it a particular point to envelop 
all that deals with the foot lights oi- 
ls connected with it. 
The 
"Leader" 


covers the field, thoroughly, and pre- 
sents a most attractive copy. 
The 


front page picture of 
Kirk Towns, 


while cleverly reproduced, was badly 
printed, as the type shows through on 
the outer cover. 
Aside from this, no 


criticism could be 
offered. 
Published 


by "The 
Musical Leader 
Publishing 


Company," 40 Deaj-born street, Chi- 
cago. 
^ 


For party purposes a deadlock Is bet- 


ter ttian a bo!t; bu: genuine American 
submission to the will of the majority 
Is,, better 
than 
either.—Philadelphia 


Inquirer. 


SOME PASSING JESTS,! 


Customer 
(who has 
fallen 


stairs') — Help! 
I'vu broken my leg-! J 


Floor walker — Yes, sir; you'll finrf! 


crutches, bandages, etc., on the fourth>J 
floor, front. — Heitere Welt. 
.} 
_ 
. i a. 


NOT IN MISCHIEF. 
'3 


"Willie, are you and Ben in any mis*] 


chief out there?" 
! 


"Oh: no," replied the boy, "We'rs , 


all right. We're jest playin' ball witbi' 
some eggs the grocer left to see how; 
many times we can catch one befor^. 
It breaks."1 — Chicago Post. 


___ 
i 


HIS MIND ON THE MARKET, i 


"What have you there?" asked th« 


magnate of his accomplished daugh-. 
ter. 


"A 
recent compilation of selected 


quotation. 
It's fine." 


"Heavens! 
an.! 
I overlooked iti 


Turn to S and see how steel preferred 
is quoted." — Detroit Free Press. 


__ 
(• 


FAR-SEEING PROVIDENCE. _ 


Jaggles — The liking for terrapin 13 


said to be an acquired taste. 


Waggles — That's another of the wis» 


provisions of nature. 
Terrapin 
now! 


costs ?100 a dozer.. — Town Topics. 
, 


AN HONOR. 
'. 


Papa — Why do you boys call that: 


Gilligan boy, "Mil Uey, the Tough?" 


Tommy — "Why, he's the nicest and 


most. 
popular feller in our gang.—. 


Cleveland Plain Dealer. 
t 


A STERN CHASE. 
"J, 


Oh, cnll to thru bripht ship Tomorrow^ 
Hail, hnll hor: Aho> : Ship Ahoy! 


Oh. tell us the ,sr?u-pt of sorrow, 


Ann whrti is the ir.t.-aHurt* of joy! 


'^i 
Oh. hear you no f n i n t 
CIA- ret-.irnin^ 


The rry that wo trunipot her thus? i 


The eun on hrr sky-pail in burning. 
: 


Oh, is LhiTc no signal .for us? 
'i 


The ml Ft? .malcc a. mommt's erasure, 


Topping "n'ml Hirer a:Kl slow; 


Diaphanous, tr-miilous, azurp. 
3 
Thev fold hor in shadows of snow. 
1T 


A moment tho whvjs fall upon her; 


As a 
iMourl 
rlofs, 
s=he 
bursts 
lnt<$ 


bloor-i: 
The great w.ivos fawn doing: her honor J^ 


She gHmrr.!irs H way into gloom. 


And the secret of tor row w* n«v**r 
! 


Shali hear with the far cry: Ahoy: 
; 


Forevpr, for^vpr, 
fot'fjvrp 
Dscapcs us In th'1 meapure. of joy! 
' 


— ?Iarri<?t Pres-'ott 
Spofforrt. from 
"Itf 
Titian's Garden." 


LITERARY NOTES. 


LIPPINCCTT'S. 


Lfppincott's Magaz ne in the June 
issue supplies a yen" clean series of 
fiction. The 
print I-, good, and 
the 
stories 
are 
thorouj hly 
interesting1. 


Published by J. B. Lippincott Com- 
pany, East Washington Square, Phila- 
delphia. 


TOWN TOPICS. 


Town Topics has- its usual 


! criticism is rendered. 
Published by 
! "The World Today" Company, 
Chi- 
cago. 


ATLANTIC MONTHLY. 


The "Atlantic. Monthly" for 
June 


devotes the first few pages to fiction 
and supposition. The stories are well 
particular feature of the "Monthly" is 
devoted to the "Letters of John Bus- 
kin." 
These letters include personal 


communications 
which 
thoroughly 


show the calibre of the great man. 
The 
magazine Is most 
excellently 


printed, and contains works from the 
pens of Charles Elliott Norton. Thom- 
as Wentworth 
HlKg-inson. 
Theodore 


Smith, John "Vance Cheney and other 
prominent 
writers. 
Published 
by. 
Houghton, Mlffiin Company, * I"ark' 
street, Boston, Mass. 


ARCHITECTURAL RECORD. 


The 
"Architectural 
Record" 
con- 


tains some most excellent representa- 
tions from the field of arts. 
They 


j cover nearly all of the important 
ar- 


I tistic designs that are now before the 
| public. 
The cut on page 521, repre- 


i senting the altar piece of the Church 
of St. Ignatious of New Tork City, Is 


I particularly perfect. 
The Grille photo, 


j furnished by the 
Smithsonian Instl- 


i tute, furnishes a veritable work 
of 


artistic reproduction. 
The 
cover of 
the Record is not artistic, but the 
contents more than make up for this 
detect. 
Published by the "Architect- 
ural" Company, New York. 


OVERLAND MONTHLY. 


The "Overland Monthly" does not 
get out its usual good work for the 
June issue. 
The cuts while covering 
a wide range, are poor in the results. 


, The type Is fair, but allows too much 
] for spacing. 
The "Bit of Old Venice", 


• as a frontlce piece is good. Other in- 
! itial cuts are done cleverly. Published" 
! by Overland 
Monthly Company, 320 


i Sansome street, San Francisco. 
| 
OUTING. 


"Outing" for June has one oi its 


I best numbers that it has ever 
pre- 


sented. Work from the pen of Vance 
Thompson, 
Price 
Collier, 
Stewart 


Edward White. John Burroughs and 
Julius A. Graham, make the 
issue 


CHARLES 
STEDMAN 
AND GERTRUDE 


MINISTER." 


PERRY 
IN 
"OUR 
NEW 
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Official. 


THE BOARD OF SUPERVISORS. 


ReguUr Adjourned Meeting of the Board 


of Supervisor*, Tuesday, May 31, 1»0<i. 
Pursuant to adjournment 
the Board 
D«* !" regular session. Rolls wore called 
and all members found to be present. 
Minutes of previous meeting were read 
and approved without alteration. 
t 


ALLOWANCE OF CLAIMS. 


The following claims approved by tho 
.Auditing and Finance Committee were 
read by the Clerk: 


COUNTY GENERAL, FTND.' 


Louis L Asher. $100.00; Bank of Alva- 
rado. assignee C F Chalmers, JHO.OO; Wm. 
Barry, $81.00; John N. Bishop, J202..25; J 
JV^E!?COW' *100-°0: Chas.. A 
Brannin, 
flOB.OO, Frederick C. Clift, $100 00- L H 
Cobb, $85.00 D. L. Cook, $100 00; ThOf. 
H. Deasy, $85.00; D. J. Denahy, $75.00; 
Chas. A 
Emlay. $flO.OO, First National 


Bank, assignee Alice Rlchaidfon $86.20; 
Lands S. Fraser, $100.00; Victor Ghlrar- 
delli, $100.00, A. K. Grim. t!35r,.25; A. B. 
Hairilln, $86.00; M. Hanley, . $60.00; A. 
Hanlon, 375.00; B. C. Hawes. $21.45; M. 1 
ri-.-:-ion, $90.00; P. F. Howard, S100.PO; 
Wm Hunter, $85.00; L. A. Lsh. $75.00, 
Wm. Kelly. $85.00; J. B. Lanktree. trus- 
tee, assignee T. 
O. 
Crawfird, 
$5.3(>. 
(21.25; Same, trustee, assignee Geo J 
Croll, $100.00; Same, trustee, assignee H 
V. Herbert, $130.45; Same, trustee, as- 
Bignee O. F. Hoyt, $72.00; Same, trustef. 
assignee A. 
S. 
MacDougall. 
$112.60, 


$12.50; Same, -trustee, nsslgme W. M. 
Owen, $100.00: Same, trustee, assignee 
Geo. A. Parker, $100.00; Same, truster, 
assignee Chas. Shields, $15.00; Same trus- 
tee, assignee Ike Simmons, $3 00; W. J. 
Lanktree, $26.65; G. E. Maloon, $75.00; 
Jas. 
McCarthy. $75.00; F. L. .VtcCreadj, 


$90.00; D. P. Nauert. $100.00; H. E No- 
lan, $100.00; Chas. H. O'Connor, $100.00; 
J. M. Page. $75.00; Geo F Parker, $75.00; 
L. G. Parker. $100.00; M. Ril«y, $75.00; 
J. M.1 Sabln Jr.. $12500; Arthur SmltK 
$30.00; H. K. 
Snow. 
325.00; 
Geo. H. 
Strieker, $100.00. J. F. Summers, $75.00; 
Dr. C. L. Tlsdale. $75.00; M. Tobrlnei, 
flOO.OO, George Wales. $100.00; Al Wlll- 
lams, $85.00; Sidney H. Wilson, $100.0(. 


EXPOSITION FUND 


J. B. Lanktree, trustee, airslpnee P. M. 


Fisher, $75.00. 


SALARY FUND. 


C. L. Blcdenback. $54.00; J. B. Lank- 


tree, trustee, assignee T. O. Crawford. 
$25.00. $31.40. $100.00; Same, trustee, as- 
signee P. M. Fisher. $1620. $1".SO, 10.80: 
Same, trustee, 
assignee 
John Gamble, 


$56.00; Same, trustee, assignee Wm. Mc- 
Donald. $28.40. 
FRUITVALK DISTRICT ROAD FUND. 


John Geary, $236 35, $280.00 
$295.00. 


On motion of Supervisor Horner, sec- 


onded h\ 
Supervisor Rowe. the claim< 


were allowed to the various parties. In 
the amounts and out of the funds des- 
ignated hy the following vote: 


Ayes — Supervisors 
lloincj. 
Kelle>. 


Rowc. Talcott and Chairman Mitchell—5. 


Noes—Xone. 


TRANSPORTATION OF INDIGENTS. 
Application of John Daily an inmate of 


the Infirmary for transportation to Chi- 
cago, was referred to the Hospital Com- 
mittee to report. 
REPORT OF COUNTY AND TOWN- 


SHIP OFFICERS. 


The 
following reports of County an<l 


Township officers were received 


D. McDonald, road 
foreman 
Murra-- 


Road District from April 1 to May 1, 1904. 


Henry Gansberger. road foreman Ml. 
Eden Ro.id District, from April 1 to Ma-- 
1. 1904. 
John Bishop, list of prisoner? tn Coun- 


ty Jail for May. 1904. 


Alameda County Commissioners to S! 


Louis, bills allowed to May 21, 1904. 


REQUISITIONS. 


Requisitions, 
of 
County 
Ret order fo- 


stationery was granted. 


COMMUNICATIONS. 


S. P. Kelley. of Elmhuist, presented ;i 


request to be relieved 
from 
propcrt" 


taxes. 
J. W. Nowclesha presented his resigna- 
tion as poundmaster of Frultvale Pound i 
District. Action on same being contin- 
ued to Monday, June 6. 
REPORT OF 
JUDICIARY. I'RINTINl! 


AND LICENSE COMMITTEE. 


The Judiciary. Printing an'l Licensj 


Committo reported favorably i n the ap- 
plications for license of Robei i Burchei, i 
Ocean View; Frank S. Francis. Center- I 
vllle: John Tabler. 
Tabler 
and East 


Fourteenth streets. The 
bonds havlni; ] 


been approved, appropriate 
^ esolution t 


were Introduced and adopted grantim; 
licenses to said parties by the following 


Ayes __ supervisors 
Horner. 
Kellej, 


Rowe. Talcott and Chairman Mitchell—;.. 


Noes—None. 
CANCELLATION OF ERRONEOUS 


POLL TAX. 


On motion of Supervisor Talcott. sec- 


onded bv Supervisor Rowe, application-i 
for cancellation of dcllnciuent poll taxes 
of Robert Thompson and Georpe F. Cav- 
alll weie granted by the following vote; 


Ajes — Supervisors 
Hornet. 
Kellej, 


Rowe. Talcott and Chairman Mitchell—t., 


Noes—None. 


OAKLAND SCHOOL BONDS. 


Th- following 
opinion 
wa, receive'! 


from the District Attorney in 'he matter 
of issuance of School bonds of Oakland 
School District 
Oftice of the District Attorney Oaklanc1. 


Cal., ilay 23. 1904. 
To the Honorable, the Board of Super- 
iors of the 
County 
of Alamedi', 


StaU- of California, 
Gditlerr.pm—In reply to your request 


of May llth, requesting an 
opinion i i 


* regard to the sufficiency of th- proceed- 


ings of election for school bonds, of Oak- 
land School District. I bee ic.tve to re- 
port, thKt the proceedings and report cf 
said' Board of Education of the City r f 
Oakland and of Oakland School Dlslrie' 
aie regular In form, anfl I have prepare I 
the 
proper resolution 
for acoption bv 


your Honorable Body, and herewith prf- 


SC"vith Creferen'ce to tho sale of bonds in 
parcels, 
1 beg leave : to report that 
I find no statutory piovislon f.uthoHzInc; 
the 
Board of Education 
of 
Oak.an 


School District to sell those bonds I i 
any other way than as a whole. 


Respectfully submitted. 
J J ALLEN. District Attorney. 


Bv W' H. L. HI'NBS. Deputy. 
Thereupon 
the 
following 
resolutio i 


was intioduced by Supervisor Rowe. 
RESOLUTION 
OF 
THE 
BOARD 
O =• 


SUPERVISORS 
OF 
THE 
COUNTY 


OF 
ALAMEDA. STATE CF 
CALI- 


FORNIA. 


In the Matter of School Bones of Oak- 


land School Dlstilct. in the County f f 
Alameiia, 
State 
of 
Caltfcrnlii. sail 


District being composed of and 
em- 


bracing the i-Uy of O.ikUm' and cei - 
tain outside territory annexed thereto 
for school pui posci; onlj . 
Whereas, Un the -3d d.i> "f March. /. 


D. 1904, the Boaid of Education of Oak- 
land 
School 
District. 
1" 
Alamcd i 


County and State of 
CrfUfor ila. at 
L 


regula'r meeting of said Botir 1 of Edu- 
cation, duly and icEtilnrly pass-ed and bv 
them adopted and entered on the mn;- 
utes of said Board of Education of sai.l 
day. did call an election and 
i c&olve ana 


order: 
That nn election be called a-id held on 


the 23d day of April. A. D. M')4, in sal i 
school district, for the purpose of sul - 
milting to the electors of said schO"! 
district the nuestlon of Iseulnt: and sel - 
Ing bonds of said school dist let in the 
amount of nine hundred and Mxty thou- 
sand dollars ($960,000). to run not e>- 
overling forty years, and to bear inters: t 
•t the rate of four per cent per annum. 
for 
the purpose of raising money 
fin- 


purchasing the following school lots f< r 
school purposes in said schocl district-. 


One'in the neighborhood or 
Sixtieth 


and Grove streets: 
One In the neighborhood ft 
Fortieth 
•nd West streets.; 
One in the neighborhood of Claremoi t 


and College avenue; 
One In the neighborhood of Railroad 
and Twenty-third avenue: 
One in that portion of said school dU- 
trict knpwn as "Linda Vista:" 
One In that portion of said school dli - 


trlet known as "Lynn." 
Also 
tor purchasing additional 
lac a 


for tbe purpose of enlarstas the follow- 
Ini named school lots and for tmprovfcs 
the same, to-wtt: 


LoAsr^tte Seboot loti 
Utacotn itch-rat tot; 
Grant ScSool 


Grove School lot, 
Temescal School lot; 
~ 
Tompklns School lot; . 
Cole School lot; 
On each of the above named school 


lota there 
school. 


Is 
an 
established 
public 


And for' building the following school 
houses in said school district, to-wlt: 


One to take the place of the Franklin 


School House; 
. One to take tha place of the Lincoln 
School House; 
One to take the place of the Prescott 


School House; 


One to take the place, of the Grove 
Street School House; 
One in the neighborhood 
of Sixtieth 


and Grove streets, on land to be ac- 
O.uired there as above mentioned; f 
One in the neighborhood of fortieth 
and West streets, on land to be acquired 
there as above mentioned; 
One as an addition 
to the 
Clawson 


School House; 
One as an adaltion to the Lafayette 


School House; ' 
One 
House; and, 
Whereas. . 


i an addition to the Grant School 


election was held in the 


Board of Education of said School Dis- 
trict, and all the proceedings had In 
the premises have been certified to this 
Board of Supervisors by the Board of 
Education of said School District as re- 
quired by law, and, 


"Whereas, The said certified proceedings 


mature thirty-two years from the date 
thereof; 


Bonds numbers 769 to 792 inclusive, to 
mature thirty-three years from the date 
thereof; 


Bonds numbers" 793 to SIS Inclusive, to 
mature thirty-four years, from the date 
thereof; 


Bonds numbers 817 to 840 Inclusive^ to 


mature thirty-flve years from the date 
thereof; 
Bonds numbers 841 to 864 inclusive, to 


mature thirty-six years from the date 
thereof; 
Bonds numbers 865 to 888 Inclusive, to 


mature thirty-seven years from the date 
thereof; 


Bonds numbers 889 to 912 inclusive, to 


ma-ture thirty-eight years from the date 
thereof; 


Bonds numbers 018 to 936 inclusive, to 


mature thirty-nine years from the date 
thereof; 


Bonds numbers 937 to 960 inclusive, to 


mature forty 
years 
f from 
the 
date 


thereof. 
And the Interest accruing thereon shall 


be payable seml-annuaily on the 15th day 


! of each and every year until said bonds 
j are 
paid. 
It it further ordered that bonds shall 


be Issued substantially as follows, to-wlt: 


SCHOOL, BOND 


of Oakland 
School 
District. 
Alameda 


County. State of California. United States 
of America, Oakland School District In 
Alameda County, State of • California, ac- 
knowledges Itself indebted to, and prom- 


show that after a full examination and j ises to pay to 
Investigation, this Board have found and \ or the holder thereof, at <ne office of the 
do hereby find and declare that In ac- | Treasur-er of Alameda County. State of 
cordance with the resolution and order i California, on the 15th day of July. A. 
of the Board of Education of Oakland | D 19 
One Thousand Dollars ($1000) 


School District, passed and adopted on j jn B0]a coin of the United States of Am- 
the 
23d day of March, A. D. 1904, an I eriea with Interest thereon in like gold 
election was duly called In said district, ! coin at the rate of four (4) per cent per 
and was held In said district on the 23d ; annum 
payable semi-annually on 
the 
day of April, A. D. 1904. and that notice | :Btn day of July and the 15th day of 
°f™S?jdv,ele.°t'°!L W1f- 
slvje"^ byr, n°ll°? ; January of each year from the date here- 


the Prescott 
signed^by-<ne members of th« Board of | ot 
untu this bond is paid. 
Educaffon of said School District, posted j 
One to tal(e the place of 
in three of the most public places In 
said 
School District for 
more 
than 


twenty days before said 
election, to- 


wlt: one at tho main entrance of 
the , 


City Hall of said City of Oakland, one at i 
the main entrance of the Court House of 


School House; 
One to take the place of 
the 
Grove 


Street School House; 
One in the neighborhood of 
sixtieth 


and Grove streets, on land to be acquired 
as above mentioned; 


City of Oakland, and by publishing said 
" 
, 


notice In the "Oakland 
Weekly Tri- 


bune," ancK"Oakiand Weekly Enquirer," 
newspapers 
printed and 
published In 
Alameda County. State of 
California, 
not less than once 
a week for three 


successive weeks before said election. 


School House; 
One as an addition to the Lafayette 


School House: 
One as an addition to the Grant School 


in si-id Oakland School District. In pur- 
suance of, and In strict conformity with 
Tnat prior to the opening of said pol'.s the provisions of Article X.XI, Chapter 
the Inspectors and- Judges 
conducting | in. Title III, Part III, of the Political 
said election took the oath of office as 
required by law, and 
thereafter con- 


ducted the said election as required by 
law, and at the clo.se thereof 
canvassed 


the votes cast thereat, and certified the 
result of said election to the Board of 
Education of paid School District, and 
to them made return of the poll and tally 
lists of said election. 


That on the 30th day of April, A. D. 


1904, 
the seventh day after said election, 
and at one o'clock p. M. of said day, 
the said Board of Education of 
said 
School District met and canvassed the 


Code and the Constitution of the State 
of California, and in pursuance of, and 
in strict conformity with, and is author- 
ized by a vote of two-thirds of the vot- 
ers voting at an election duly and regu- 
larly called anfl held and conducted tn 
said Oakland School Di»tiict. In said 
County of Alameda State of California, 
on the 23d day of April. A. D. 1904. 
And the Board of Supervisors of the 
County of Alameda, State of California, 
hereby certifies and declares that said 
election was duly and legally called, held 
and conducted, and that notice thereof 
was duly given and published, and the 
.said returns or said election, from which result thereof was duly and legally can- 
said returns the said Board of Educa- ! vassed and declared. In the manner re- 
t on found and declared, and this Board ; quired by law, and that all acts and con- 
fin-ds 
and declares, 
that there 
were ' dltions and things required by law to 


;Vn?e thousand nine hundred and five I be done precedent to and in the issu- 
(3905) votes cast at 
said election, 
of ' ance of said bonds have been done, and 


which more than two-thlrdp were cast , have been performed in regular and due 
tn favor of Issuing 
and selling 
said I form, and in strict accordance with the 


bonds, the votes cast thereat being cabt I provisions of the law authorizing the is- 
as 
follows, 
to-wlt. 
Three 
thousand I suar.ee of school bonds, 
three 
hundred 
and thirty (3330) votes I And It Is further certified and declared 
were cast in favor of Issuing and selling ' that the total amount of the indebted- 
said bonds, and five hundred and seven- I ness of said Oakland School District, In- 
ty-f!ve (575) votes were cast against the t eluding: this issue of bonds, is within the 
Issuing and selling: the said bonds, and limit provided by law. 
that said ±.oard of 
Education 
caused 
This bond is in the form prescribed by 
an entry of that fact to be made in the 
order of the Board of Supervisors, duly 
minutes of said Board. 
i made and entered ln_its minutes on the' 


i .I. 
ls thereto! e ordered that bond 


of^tnriJlS 
thereon at the rate of' four (4) plr^cenl 
?ik« ar-n?Un\ P,tyable 
s<""i-annuPa1ry 
in 


Trea»ur^ 
r thw °fflco of 
the County 
-treasurer of said county. 


shaVbeherababrrdCr8d 'hat aald bonds'' 


~ ' 
numbers 1 to 24 ' inclusive, to, 


mature three years from the iato there- 


Bonds numbers 7" to 96 Inclusive, to 
mature four years from the date theie- 


Chairman of the Board of Supervisors'. 


County Clerk and"cierk"of"the"BoaVd'of 
Supervisors. 


Bonds numbers 1:1 to 144 inclusive, to 
mature six years from the date there- 


SCl,USiV,e' t0 " „", * fU''ther ordered 
s o n d s 
the date there- , shall be sold-by the Board of Education 


of Oakland School District, to the high- 
ui lyaniaim ocnuoi uisirici, lo tne nign- 
est and best bidder, for cash. In gold 
coin of the United States, provided that 


Bonds numbers 133 to 216 inclusive lo 


mature nine years from the date^there- 


Bonds numbers 217 to 240 inclusive to 
mature ten years from the date there- 
of; 


Bonds number 241 to 264 Inclusive 
to 


mature eleven years from the date there- 
of; 


Bonds numbers 265 to 288 Inclusive to 


mature twelve years from the date there- 
of; 


Bonds numbers 289 to 313 Inclusive, to 
mature thirteen years 
from 
the date 
thereof: 


Bonds numbers 313 to 336 Inclusive to 
mature fourteen years 
from 
the date 
thereof; 


Bonds numbers S37 to 360 inclusive, to 
mature fifteen years from 
the 
date 
theieof; 


Bonds numbers 361 to 3S4 inclusive, to 
mature sixteen years 
from 
the date 
thereof: 


Bonds numbers 3S5 to 408 Inclusive, to 


mature seventeen years from the Sate 
thereof; 


Bonds numbers 409 to 432 inclusive, to 
mature eighteen years 
from 
the date 
thereof: 


Bonds numbers 433 to 456 inclusive, to 
mature nineteen jears 
from the date 
thereof; 


Bonds numbers 457 to 480 inclusive to 


mature twanty 
years from 
the 
ilatc 
thereof: 


Bonds numbers 481 to 504 inclusive, to 


mature twenty-one years from the date 
thereof; 


Bonds numbers 605 to 528 inclusive. 1o 
mature twenty-two years from the date 
thereof; 
' 


Bonds numbers 529 to 562 Inclusive, to 


mature twenty-three years from the date 
thereof: 
• 


Bonds numbers 553 to 576 inclusive, to 


mature twenty-four years from the date 
thereof: 


Bonds numbers 577 to 600 inclusive, to 
mature twenty-five years from the date 
thereof; 


Bonds numbers 601 to 624 inclusive, to 


matur? twenty-six years from the date 
thereof: 


Bonds numbers 635 to 64S inclusive, to 


mature twenty-seven years from the date 
thereof; 
Bonds numbers 649 to 672 inclusive, to 


mature twenty-eight years from the date 
thereof: 
» 


Bonds numbers 673 to SM Inclusive, to 
matare twenty-nine years from the date 
tbereofr 
Bonds numbers S»T to T30 JncIccstTre. to 
mature 
tMrty years 
ftam Uae 
date 
taereaC, 


Bazsda numbers T5J to 744. fnrrhagt-Te-. to 
ma.tuje Ourty-ame Tears from tne date 
thereof;- 
- 
- 
' 
- — t o 


hereby instructed' to prepare plans and|lots 25, 26, 28, thence alone ravine, lol- 
speclflcatlons tor a concn te bridge across 
a creek at the junction jf County Road 
No. 24? with County R .ad No. 678, in 
Castro Valley, near the r •sidence of Mrs. 
Stanton. Castro 
Valley Road 
District, 
Eden Township, and pres -nt same to this 
Board. - 


On motion of Supervis ir TaJcbtt, sec- 


onded by Supervisor Hoi ner. the resolu- 
tion was adapted by the following vote: 
Ayes — Supervisors 
lorner, 
Kelley, 


Eowe, Talcott and Chair nan Mitchell—6. 


with 
the $ .Jloregoing 


Nones—None. 
In- 
accordance 


resolution the Surveyor presented plans 
and specifications which 
were ordered' 


lowing S boundary lot 26 and NE bound- 
ary lot 28, NW 8.10 chains. NW 8.20 
chains, NW 4.79 chains, NW 3.40 chains. 
NW 5.22 chains, NW 4.02 chains, NW 
4.76 
chains to stake marked t 26, 27 and 


28 at common corner to lots 26, 27, 28, 
etc,, thence along road and on S bound- 
ary'lot 27, SE 1.80 chains, SE 7.40 chains, 
SE 5.S2 chains. SE 5.63 chains. NE 4.30 
chains. NE 6.63 chains. NE 13 chains, 
NE 3.50 chains, NE 6.80 chains to stake 
at corner common to lots 22, 23, 26 and 
27, thence along S boundary lot 22, NE 
4.33 
chains, NE 4.22 chains. 
SE 2.SO 


chains. SW 4.30 chains, SW 6.20 chains to 
corner common to lots 22, 23. 26 and 27, 


•junction -at County Roai 
No. 248. with 


County Road No. 678, it Castro Valley, 
near the residence-of Mr:. Stunton. Cas- 
tro Valley Road Dlstric., Eden Town- 
ship, have been presente- to this Board, 
and by it have been appi oved of and or- 
dered placed on tile. 


Now therefore, be it re solved, that no- 


., same map; $10. 
May* 24, 04—Same to same, Washington 


Tp, J7.05 acres beginning at post from 
which NW corner tract conveyed to J S 
Alenay, 260 d 3i, known as New Catholic 
Cemetery, bears NE 1.78 chains, thence 
along N boundary plot 26, aforesaid map. 
SW 10.31 chains, SW 4.70 chains, thence 
*•* ww iiici *:iui e, utj i\. n -soi veu, LU**L HU- »j» * «.«• *,*.—... mi — , • 
—, 
•__ 
u.»-rir 
tlce to contractors be I y the Clerk of leaving N boundary said plot 25, N W 
this Board published in tie Oakland En- 
22-25 chains to S line road 30 feet wide, 


quirer and The Haywarls Review, said thence SE 3.10 chains. NE 10.45 chains, 
notice to give Monday, 
he 20th day of NE 5.40 chains, etc. Sk, 33.60 chains tc 
June. 1904, at eleven o'cli ck a. m.. which beginning, being portion plot 2S, same 
is hereby fled as the day and hour when map; $10. 
bids shall be received f.-r the perform- 
. Ma> 
9. 


ance of said work. 


On motion of Supervis >r Talcott, sec- 


,. 
04—Graco 
Congregational 


Church of Mission ban Jose by H F Pat- 
terson, commr to Congregational Church 
1-Ml 
11JUIIIM1 
Ul 
OUIJCIVIB M 
J.ttIt.Ul.1, 
»«U- 
»•-."•—•., ^«....... 
- ~ 
U- 
._• 
-Vt'n-U 
ended by Supervisor Horier. the resolu- Building Society 
(corpuiation), 
^ash- 


tion was adopted by the following- vote: I ington Tp, lot J block C map town of 


Ayes — Supervisors 
lorner, 
Kelley. 


Rowe. Talcott and Chair, lan Mitchell—5. 


Noes—None. 


BRIDGE ACROSS CREE < AT COUNTY 


ROAD 248 AND 678, CASTRO VAL- 
LEY ROAD DISTRICT 
The following 
resolut on 
was Intro- 
duced by • Supervisor Tali ott: 


Resolved. That the Cou Uy Surveyor be 


hereby instructed to pr< pare plans and 
specifications for a concn to bridge across 
a creek on Laurel avenu •, Laruel iFarm, 
Castro Valley Road Distr ct, Eden Town- 
s-hlp, and present 
the 
same 
to this 
Board. 


On motion of Supervis jr Talcott, sec- 


onded by Supervisor HI rner, the reso- 


- 
' ' by the 


Mission San Jose; JC27. 
May 24, 04—Ellen Folger (widow) to 


Folg-er Estate Co, Washington Tp. 20.80 
acres beginning at SE; coiner tract con- 
veyed to P M Fishe, September 14, S3 
at post set in W line public road Mis- 
sion San JOse to Warm Springs thence 
along W line said road SE 13 chains 
thence leaving road SW 16 chains NW 13 
chains NE 16 chains to beginning; $10. 


May 26, 04—E W Chapin to Henry 
Stahl. Murray Tp, 102.5S. acres beglniTlng 
at point Intersection line dividing plats 
26 and 31 Bernal portion Ro el Valle da 
San Jose with center line County road 
1529 
at Its terminus thence alone center 


line road N -J5.44 chains by 
E 
40.323 
chains subject to r o£ w over p've road 
42 feet -wide running E and W through 
lutlon was adopted 
by 
the 
following I abovVdescribea"tract "road'"described as 
v ,e: 
_, 
, 
, beginning at point in center County road 
Ayes— —Supervisors Horner. 
Kelley, , 5529 distant N 1'-'.40 chains from above 
Rowe, Talcott and Chair nan Mitchell—6. described intersection point thence along 


William G Henshaw and C E Palmer, 
trustees Union Savings Ban-;. Oakland, 
same as in deed from -G M Kornaren^tc, 
to Amos Seaman; $2760 


May 26, 04—James 
Klliott 
to .same. 


Oakland, S 10th, 75 W Webster. W 25 by 
S 100, lot 14, block-120, Ke-llersbergei'o 
map; $1000. 


June 3, 04—Franklin J Wentworth to 
Isaac L Requa and W W Ciarthwaite, 
trustees Oakland Bank of Savings, Oak- 
land, same as In deed from Huese Clark, 
et ux, to Franklin I \Wntwor1h; $400. 


-' 
* 


STOCKTON FAMILY 


EXCURSION. 


SUNDAY, JUNE 5, the S. J. Country 
Club gives an excursion to Oak Park, 
Stockton, via Santa ie. 
Train leaves 
Santa Fe depot, San I'ablo avenue and 
Fortieth street, 8:30 
a 
m. 
Fare 
for 
round trip. $1.25. 
Children, 
65 
cents. 


Tickets on sale at Clurk's cljrir store, 
southeast corner Twelfth and Broadway, 
and from committee .it depot 
Sunday 


morning. A splendid 01 portunity to take 
a trip over the new San'-a Fe line. 


TRUNKS DELIVERED FREE 


By A. B.. Smith Co, 12^-132 ElHs street. 
San Francisco 
We carry a larger and 


more complete line of trunks and travel- 
ing equipment of all kinds than any 
house in 'Frisco. 
If yru Intend making 
a purchase It will pay you to give us a 
call. 
. 
^ Kind Yon Hava Always BougW 
Betn th» 
«igMtii» 


REMOVAL 


The Western and 
British America 
Assurance Companies 


have removed from 1010 to 


916 Broadway 


between 
Eighth 
and Ninth street*, 


Oakland, where we will be pleased to 
receive our friend and patrons. 


R. H. MAGILL, District Manager, 
C. S. MARTIN. City Agent, 


Noes—None. 
In accordance with th • foregoing res- 
olution 
the 
Surveyor 
presented plans 


and 
specifications 
whicl 
-were 
ordered 
filed and tho following re lolutlon was In- 
troduced by Supei visor mlcott: 
Whereas, plans and s >eclflc'a1lons ac- 


companied 
by Surveyor a 
estimate for 


concrete bridge across a jrcek on Laurel 
avenue, Laurel Farm. Ca-tro Yajley Rood 
District, Eden Township have been pre- 
sented to this Board, and by It have been 
approved of and ordered placed on flic. 


Now therefore, be It r< -solved, that no- 


tice to contractors be 1 y tho Clerk of 
this Board published In 
tho 
Oakland 


Tribune and the Haywar ts Journal, Bald 
notice to give Monday, 
he 20th day of 
June, 1904, at eleven o'cl' clt a. m., which 
is hereby fixed as the da; and hour when 
bids will be received 
ff r the perform- 


ance of said work. 


On motion of Supervlf >r Talcott, sec- 
onded by Supervisor Rowe. the resolu- 
tion was adopted by the following vote! 


Ayes — Supervisors 
Conner, 
Kelieyi 


Rowe. Talcott and Chair nan Mitchell—S. 


Noes—None. 


TRANSFER OF FUNDS, 


The following 
resolut on 
was Intro- 
duced by Supervisor ROT e: 


Resolved, That tho 
Hi m of $10,000 00 
be and the same Is hereb • ordered trans- 


Fund 1903-04 to the Coun y General Fund 
1303-04, and the Clerk if this Board Is 
hereby directed to notify the Auditor fuid 
Treasurer to make prope entries of said 
transfers 
of said funds 
In accordance 
with (his resolution in 1 iclr boohs, 


On motion of Superv sor Rowc, sec- 


onded by Supervisor Telcott, the reso- 
lution was adopted by th 
• following votel 


Ayes — Supervisors 
Horner, Kelley, 


Rowe, Talcott and Chair nan" Mitchell—5. 


Noes—None, 


ADJOURNMI NT. 


No further 
business 
appearing: the 
Board adjourned to mee 
Monday, June 


6, 1904, at 10 o'clock a. n, 
' 


JOHN MITCHELL. 
Chairman, 


Attest: 
JOHN P. COOK, 


Clerk. 


center said road N 42 feet E 40.323 chains i 
S 42 feet W 40 323 chains; $10 
| 
Juno 3, 04—Ueesp anfl Florence Clark 
i 


to Franklin J Wi-ntworth. Oakland, W ! 
Chestnut 250-10',!: X 10th W 80 S 25-6; 
s 
E SO N 25-10^. portion Adeline Hd No 1; 
110.May 31, 04—Kdwa.id Anroux to James 
P Taylor, Oakland, lot 75 from NW cor- 
ner block 203 and i uniting E along N line | 
said block 26 oy 100 lot lot 13 block 203 
Kellenbergers map; ?5 


May 31, 04—Minnie and Bernard Hanly ', 


to Wm T Harris, Oakland, E Campbell ' 
53 S Central avenue or 12th S 26 by E ' 
100 lot 
24 block 713; J10. 
I 
May 31, 04—Same tn same, Oakland, S 


Stanley 312 W Grove W 60 S 90 6 E 60 | 
thence parallel with Grove 97 2 to begin- \ 
nlng lot 3 and E V- lot ^ block 7 McKee ( 
tract In plot 46 V ar.d D Peralta road; 
>10. 


April 30. 04—Martin R Kuhn (single) 
to Charles Sladky, Oakfand, S Moss av- 
enue 13.67 W Gold W 140 by S 115 being 
E 23 feet lot 101V4 all lots 102 and 
102V4 I 


W 67 of N *& of lot 103 and W 67 of lots I 
104 and 
105 amended map 
subs Moss- j 


wood tract; $10. 
i 


May 31, 04—Peter A and Cora L Mc- 


Ginnes to Kate Watts (widow), Oak- 
land. E Pine 175 N Division N SB by E 
SO block 688 Boardman's map, $5. 


May 23, 04—Getine or Gaslna Mar- 
ferred from the Mines a; d Foothill Road garett Kornarons tn Amos Seasan, Oak- 


of Education of said 
Oakland 


In the County Treasury of said County 
of Alameda to the credit of said Build- 
ing Fund of said Oakland School Dis- 
trict, and be drawn out for the purposes 
aforesaid. 
v 


The sale of said school bonds shall be 
made as follows, to wit: 
' 


Sealed proposals ore to be made to the 


said Board of Educalotn for ^aid bonds 
or any portion thereof, not less than one 
entire bond, and left with the Treasur- 
er of the said County, at his office In 
the Hall of Records of said County of 
Alameda. State of California, on or be- 


notice shall bfl published in the Oakland 
Tribune. Oakland Enquirer and Oakland i 
Herald, newspapers printed and publish- | 
ed in Alameda county. State of Califor- 


of opening the proposals 


All proposals must be accompanied by 


a certified check or a cash deposit in the 
sum of 
at least 
ten 
per cont of the 


amount of the proposal, pavablo to the 
said Treasurer. The said check so de- 
posited to be returned In case of the re- 
jection of the proposal, and to be* for- 
feited to the Board of Education if the 
maker of said proposal neglects to pay 
for the bond he bids for. within five flays 
after the notice of the acceptance of said 
bid therefor. 


On motion of Supervisor Rowe, sec- 


onded by Supervisor Kelley. the resolu- 
tion was adopted by the following vo-e- 


Ayes — Supervisors 
Home'. 
Kelley. 


Rowe. Talcott and Chairman Mitchell—5. 


Noes—None. 


TWENTY FIFTH AVENUE. 


A deed was presented by Robert M. 
Welch and Austin J. Roberts of certain 
land for the extension of 25th avenue, 
, Brooklyn Township 
Referred to Coun- 


ty Surveyor. 


EQUIPMENT OF TREASURER'S OF- 


FICE. 


Supervisor Rowe called up the matter 


of furnishing of a safe and equipments 
for the Treasurer's office. 
The Security 


Coin Box Company by John 
Williams, 


president, presented a request for per- 
mission to withdraw bid of said Com- 
pany presented February 15th. 1904, 


On motion of Supervisor Kelley, sec- 
onded by Supervisor Homer, the 
re- 


quest was granted 
by 
the 
following 


vote: 
j 
Ayes— —Surxrrtsors Horner. 
Keltey. 


Eowe. Talcctt snd Cbalrnmn Mitchell—5. 
Noes—None- 


BRIDGE ACECOSS CREEK ON LAtTRKf, 


AVENUE. CASTKO VALLET HOAD 


OFFICIAL RECORDS. 


FRIDAT, JUNE 8, 1804, 


DEEDS. 
May 24, 04—Ellen, Po! ;er (widow) tp 
Folger Estate Co. Oaklai d, beginning nl 
most W corner lot lan< 
formerly con- 


•veyed to William K and «ary C Palmer, 
807 d 247, thence along S^V boundary laid 
land on curve to right ladlus 850 chord 
bears SE 84.80 feet, the/.ce leaving mid 
lot line SW 150.92 to NJ Una proposed 
street 60 feet wide, the ice alone same 
on curve to left radius 200 feet, chord 
bears NW 70 feet, thenc 5 continuing on 
said proposed street lir.3 NW 80, etc, 
thence NE 144.56, SE '1.01, thence on 
curve to right radius S60 "eet chord boars 
SE 66.26 feet to beginnl ig, portion plot 
21. map rancho V and D Peralta; 110. 


No\ ember 23. 02—Elme) Nelson to Ber- 
nard Hanly. Oakland, re- -ecord 489 d 131. 
S Stanley, 312 W Grove, W «0, 3 96 6. E 
60, N 97.2, lot 3 and por Ion lot 2, block 
7, McKee tract in plot 4 i, V ar.d D Pe- 
ralta rancho; J5. 


May 31, 04—Janet E liason (single) to 
Eva'May Lee (wife Ch irles H) 
Berk- 


eley. S Dwlght way. 40 E Fulton E 40 by 
S 135; portion lots 10 an.' 11, block 1454, 
Berkeley property map N i« 1 and 2 Blake 
tract (recorded June 2, 
904): $100. 


June 1, 04—Rosa M S; attuck (widow) 


to Anna t* Keltenbach (wife Edward) 
Berkeley. N WKittredge and Mllvla. W 
110.70, N 44.76. E 114. S '(.88, lot 1, block 
4, Shattuck tract map N< 2; »100. 


June _, 04—W H and Jiesste M Cornell 
to Frank W Gibson, Bro 'kiyn Tp. K Pe- 
ralta avenue. 35 S Gallnll". S 35 by r; J25, 
lot 35, Frultvale Glen; fl 0. 


June 3. 04—Anna Koch 'widow) to John 


Perz. East Oakland. 
S 5 Fontainbleau 
avenue, 90 NE E-15th s reel, NE 35 by 


\ 
L O'Connor 


Gallon (widow). 


CENTRAL BANK 


OF OAKLAND. 


Banking in Ail Its Branches 


Business, Personal and Savings Accounts Invited. 


Government, State, County and City Bonds ' 


Bought and Sold. Travelers' Letters of 


Credit Issued Available Throughout 


, 
The World. 


Authorized Capital - $1,000,000.00 
Paid Up Capital 
- - 
300,000.00 


Surplus Fund - - - - 355,000.00 


T«O* C* ELL IN, Prift. 
H M BARKY. C»sM«r 
W. G PAr.MANTEER. Vice PlCi 


DIRECTORS 


OBO. C. FititKiNft 
JOHN L. HOWARD 
THOMAS ci 
H. C.Mo**is 
W. *. VHSLAN 
C. D. Piimc 


W. O. FAtKAftTBBll 
A. S DLAKB 
H o. J1O»R 
J, A BRnrrow 
J. w r-Hit.i-ii'i 


ABSOLUTE PROTECTION 


Best Private Safe Ever Built Only $4.00 Per Year. 


The Central Safe Deposit Vaults are modern, safest and Dest 
we have ever built.—HEBRTNG-HALL-MARV1N SAFE CO. 


THE BEST IS NEVER TOO GOOD 


SE 109.9; $10. 


June 
3. 
04—: 


Alameda. W Grand. 50 I 
nue, 
N 50 by W 114, lot 1. block K. map 
Oak Park Encinal of Al. meda; $10. 


May 19. 04—Pacific Im irovement Com- 
pany (corporation) to J T Hardln, Ala- 
meda. N Encinal avenue 
34S W Lafay- 


Bartlett tract, deed mad • to correct de- 
scription in 959 d 367; $1' 


May 5, 04—George L Try to Emma C 


McColgan. Aiameda. ass sns all Interest 
all property, real, persoi al or mixed, of 
estate Ann Fry. 9056 A1 .meda. adrr.mls- 
tration KOW ponding; $15 i 


May 31. 04—Daniel 
a id 
Lizzie 
Mc- 


Tft« fanamtnf 
resoltaim was falrtj- 


Srr Sttperrimr Tufcott: 


- 
tfar» (Tuning Starstjor b* 


Carthy to Leonce C Bert n. Eden Tn, lots 
9. 10, 15 and 16 block 39 Estudlllo'tract. 
San Leandro; ?10. 


May 21. 04— Mission ]'eak Lodjre 
No 


114, 
I O O F. H Crowell Charles J Bond 


and A O Rix and as tn stee? to Otto N 
and Edwin H Hirsch. 
Washington Tp. 


beginning at stake set on SW side county 
road Centervllle to Irvln; ton at Intersec- 
tion with NW boundary ine lands Caro- 
line Hlrsoh. thence 8W 
101 60 to 
Bay 
street, w 28, NE 117.75, SE 28 to begin- 
ning. Irvlngton; K, 


May 24. 04 — Ellen Fo g-er (widow) to 
Folger Estate Co. Wash ngton Tp. 20.44 
acres beginning at stak- set on W line 
public road Mission Sar Jose to Warm 
Springs. 30 B from SE corner 6 acres 
com eyed to J B McMinn. 242 d 370, 
thence along S line of 30 foot ro.id separ- 
ating paid 6 acres from t -act he'«by con- 
veyed SW 13.45«chalns. 3W 4.14 elm ns. 
thence leaving said road SE 8.15 chains. 
NE 16 chains, etc, NW 15 chains to be- 
ginning: tlO. 


May 24. 04 — Same to si me, Washington 


Tp. 10 acres beginning it 
N"W 
corner 
binds of E W Hiigsid «rl on S tine road 
Washington Corners (new Irrtngton> to 
Mission Pan Jos*. tb*n< s stonB W tine 
Hilgard. 8E 29.56 'chain *, SW .12 of 
A 


chain- VW XS2 chains NW ,&i of a 
chain, NW J7.S! eitafns :o> S Uie afore- 
aald road. NE S-49 <*«t is to besfttning, 
portion lot 1&, map plcts' 1 In 52 tind 
blocks A to E. tends of " -a. Soctete Fran- 
calse 
. 
et de 3re»oyance >tu- 


tcreller $10- 
May 2.4, (14 — Same to *ame, Wasbt»s- 
toa Tp_ S3.JSS rores 
tearing- at »tik« 


L. So- 36., S8» co irrnnn. aocaar 


land, S 8th 637-8 17 from W line Center 
E 60 S 120 W 35 S 51 W 45 N 62 E 30 N 
120 block 582 same map; $10. 


May 24, 04 — Oeo W Calden to 
Guy 


Chester Calder, East Oakland, SW E-29th 
240 SE 19th avenue SE 100 by SW 140 
block 97 map Northern addition to town 
Brooklyn; gift. 


May 11, 04 — Realty Syndicate (corpora- ; 


tlon) to Chas Sumner 
(single), 
East 


Oakland. E SO feet lot 2 Boulevard Ter- 
race; $10. 


June 1, 04 — Christina Anderson (sin- 


gle) 
to Robert Wotherspoon, East Oak- 


land, S Grant 150 W Union W 60 by S 
100 lots 33 and 14 block H map 
New 
Town of Lynn; $10. 


May IS. 04— R D and Ida B Winters to 
Charles H Taylor, East 
Oakland, 
E 


Howard 122-6 N Biooklyn avenue E 130 
by N 40 lot 92 map property Capital Hd 
AsKn Brooklyn; $10. 


May 5.' 04 — Roseia Orchison (Messmer) 


and Kilian, Oddilla and Philip Messmer 
(last three all .single) to Annie 15 Muss- 
mer ((.Ingle), ISast Oakland, all int be- 
ing distributive int in estate 
Kilian 
Messmer deed lots 1 to S block D map 
New Town of Lynn; $10. 


August 6, 03 — Rosa Vargas (mairled) 


to City of Oakland. East Oakland, Re- 
recorded 917 d 380 Eastment and r of w 
for public sewer alor.g property as fol- 
lows S E-25th 277-6 E 19th avenue S 
140 by W 3 being E 3 feet lot 11 block 81 
Northern addition to town of Brooklyn; 


June 3, 04— Chas G and May C Hook- 


er (wife) to Susan E Van Pelt, wife A 
C. East Oakland, 
N 
Lester 
avenue 


588. 46 W Newton avenue E 45 N 204.5 W 
40.3 
S 206 portion lot 2 block E Peralta 
Heights: $10. 
i 


May 28, 04— Jesse and Frances P Dur- 


ham to J Q Anderson, East Oakland, SW 
E-28th 250 SE 19th avenue SE 90 by ! 
SW 140 block 02 map Northern addition 
to Brooklyn; 510. 


May 31. 04— Allza H Scotchler (widow) | 
to C A Rossier, Oakland Tp, 2 acres be- 
ginning at Intersection W San Pablo av- 
enue with N line plot 38 Ros V and D ] 
Peralta containing 16970.68 acres thenc. 
SE 208.GO W 430 N 208 60 E 430 to be- I 
ginning Emeryville; $100. 
| 


June 
3, 04— John 
S Hemenway extr , 
estate Hannah E S Hamenway to K M I 
Love (widow). Berkeley, all Int E Oxford I 
(Pine) 140 S Vine N 40 by E 140 portion 
lots 3 to 6 block 7 T M Antisell's map 
Villa lots in Berkeley; $1140. 


June 2. 04— E-lward Band Lottie E Nor- 


ton to John .ind Lillian Meston (wife) 
Berkeley, NW Prince and Grove N 100 
W 40.67 S 103.13 E 40.83 lot 1 block 7 
map subdivision block 7 Central Park 
tract; $10. 


June 3, 04— L C and Miriam More- 


house (ivlfe) to Marie Knauer (widow) 
Brooklyn Tp, lots 3 to 5 and 10 to 12 
block A lots 1 to 3. B. 6 and 12 block C 
lot 1 block D Stone tract a subdivision 
of lots 1 to 5 Stone subdivision; grant 


April 21, 04— Joanni M Wright (widow) 


Ann B and Ralph K Wright to Elizabeth 
Stenzel. Eden Tp, lots 1 to 4 Wrlstu 


June 3, 04— A D and Amelia E Wilson 
to Robert Christie, Eden Tp, 5 acres be- 
ginning at point or. w line road Hay- 
wards to Morapa Valley known as the 
Redwood road JS6 S from N line lajids of 


" 
n 
" "^ "" 


MORTGAGES. 
June 3. 04—Lizzie C and James S * 


Naismlth (husband) and as attorney to 
F T McHenry, Oakland, N 25th, 500 W 
Grove, W 60 by N 100, lot 28, block M 
map W F Kelsey's tract, 3 years, 8'/. per 
cent; $4600. 
,. 
v 


June 1. 04—Samuel J 
and 
Nellie A 


Bruce to Joanna 
M Driscoll 
(widow) 


Oakland. NW nth and Jackson. N 100 by 
W lOOfi, lots 19 to 23, block 163, Kellers- 
berger's map. 1 year; $4500, 


May 31. 04—Lena Hanson (widow) to 


William H Husband, BrooklVn Tp, lots '5 
to 28. block R, Laurel Grov-4 Park tract 
1 year, 10 per cent; *600. 


June 1, 04—John 
Henry 
and 
Luella 


Lange to Granite M. B and" L Association 
East Oakland. SW E-26th street, 117 i> 
SE 19th avenue, SE 30 by SW 140. block 
84. map northern addition to Brooklyn, 6 
years. 6 ner cent; $700. 


June 3. 04—Laura and Carl Ericsson to 


Farmers' and Merchants' Savings Bank 
Berkeley. SE Parker and McGee, E SO by 
S 132.6. lots J. and 3, block 6, Case tract 
2 years; $800. 


May _28. 04—Tessa A Rust (single) -to 


Christian Ruhl, Oakland, lota 9 to 12. 
block O. map resub portion Roberts and 
WolfsktII tract. 1 year. 6 per cent; $1500.- 
June 3. 04—Ama and Loraji Brntschy 


to John Strothoff. Oakland. N 27th. or 
Park. US W Grove. W 25 by N 100. lot 
38. block S024. map No 3 Whltcher tract, 
3 years. 7 ntr cent; SiOOO. 


DEEDS OF TRUST. 
Jrae 2., 0.4—Harriet M and Frederick L 
Bkaggs to K. via. C McCoIwta. trustees. 
Jamea A Vemtesritt. ABuneda- E Broad- 
way, 972 SW intersection, with SW Une 
right of way Bay and Coast BaHrouJ '30 
feet wtdeX. SW 52-S:. K Ma_£. N Kt*. TST 
1*0^2. Tfeeing- S i feet of sun- I *™f N CT of 
sub t of lot T. map mte- «c ons-baK 
tots tn — 
~ ~ 


Tho Safcn and Boxes built for the Central Safe Deposit 


vaults are 'h« best ever turned out of our factory. 


PIE'BOLD-SA'FE & LOCK CO. 


THE STRONGEST VAULT obtainable is to be preferred, 


especially if it costs no more. 


SAVINGS DEPARTMENT 


" A Separate Room for the exclusive use of savings depositors, on 
savings accounts. Interest paid or compounded semi-<tmiually. 
Fourteenth and Broadway 
Oakland, 
Cal. 


»*•»*»»»»•»>•<>•»•»•••-»0~»-<>-»'»»»«» 


1SPEIE 


JUNE 
SALE 


MANUFACTURERS' OVERSTOCK SALE 


We 
Cive 


Trading 
Stamps 


We 
Give 


Trading 
Stamps 


Owing to the cold tpring in the East and continuous rain* in 


the W»it, New York manufacturers aro left with large 
stocks on 


hand. 
We have been fortunate enough to secure a large eupply of 


Suits, Jacket* and Skirtt at unprecedented reduction and to dii- 
pote of the same we quote you a few prices : 


115.00 SUITS AT 
....................................... 
»7.50 


120.00 AND $25.00 SUITS AT 
............................ 
$12.50 


$30.00 BUTTS AT 
........................................ 
»15.00 


$30.00 AND J40.00 SUITS AT 
............................ 
$20.00 


J3B.OO OPERA CIXJAKS AT 
.............................. 
$22,50 


350 TAN COVERT JACKETS, LATEST STYLES ..... $3.50 to $20.00 
ETAMINE SKIRTS, SILK DROP 
................ 
$12.50 to $30.00 


TWO HUNDRED AND FIFTY ALL WOOL PLAITED WALKING 


SKIRTS— $10.00 VALUE; DURING SALE 
................ 
$S.OO 


NO TROUBLE TO SHOW GOODS. 


Q. SPEIER 


107-109 Stockton St., San Francisco 


4c Caper-tore tzxct; XUMO. 
ilin* £. 4*— Ampt «mt folia. 
ta 


YOU 
SHOULD 
BE 
LOOKING EARLY FOR 
JUIVE WBDDIIVG 


PRESENTS AT 


W. IV. JENKINS 
Loading Jeweler and SrrvwrwnWi 


10C7 Broadway, Between Eleventh and Twelfth Street* Oakland. 


SATURDAY EVENING 
OAKLAND TRIBt NE 
JUNE 4, 19O4 
15 


POPE'S PHfSICIftN 


: GIVES APPROVAL 


Dr. Giuseppe Lapponi En- 


dorses an American Medi- 


cinal Preparation. 


IS FREE FROM PREJUDICE 


One of the World's Mo-jt Distinguished 


Medical Men, He Has Availed 


Himself of Dr. Williams' Pink 


Pills in His Practice and 


Praises Them. 


Dr. Lapponi. the famous ph>siclan 


to the Vatican, whose name has re- 
cently come so greatly to the front on 
adcount of his unremitting attention to 
His Holiness, the late Pope Leo XIII, 
and the high esteem and confidence 
with which he is regarded by the pres- 
ent Pope, His Holiness Pius X, is a. 


[IONS IN THE 


PASTORS ANNOUNCE THEIR 
SUB- 


JECTS FOR SERVICES TO- 


MORROW. 


DR. GIUSEPPE LAPFONI. 


man 
of commanding ger.ius. 
He is 


more than a mere man of science; he 
is',a man of original and independent 
mind. 
Untrammeleti 
bj 
the "eti- 


quette" of the medical profession and 
having used Dr. Williams1 rin.c Pills 
for Pale People in his [i-aetk • \\ith 
good results, he fieely avows th ; facts 
and endorses ttie value 0? this lemcdj 
with an authoilty which no 01 e will 
venture to question. 


Dr. Lapponi's Letter. 


"I certify that I have Ubcd Dr Will- 
iams' Pink Pills In four cases of the 
simple ana^mid of development. 
After 


a few weekt. of trcHtment, the lesult 
came lully nr' to my pxpeitdlioi s. Fot 
that reason I shall not lull In the fu- 
ture to extend the use ol ihit UiK'.abie 
preparation not only in the tre .tinenl 
of othei foi ins of the category ol tniHC- 
mia of chtosisib, but ..Iso in c.ise^ of 
neurasthenia iiud the like." 


(Signed) G1USKPPE LAPPONI, 


Vm del GracLhi .i32 rtame. 


The 
"simple 
anaemia 
of 
d* vetop- 


nient" referred to by Dr. L.ippoin, is, of 
course, that tired, languid co.idl:ion of 
young girls 
u hose 
de\ elopm -nt 
to 


womanhood is tardy, and uho.se health 
at the per'od of that de\ cloijrnent, is 
_o often imperiled. 
His opm on ol 


tlte value (if Dr. Williams' Pink Pills 
lor Palo People at th.it time Is ot tho 
highest si'ii-itillc- authoilty, uiid it ton- 
lirnis the 
many 
\ ublishccl 
case's in 


which anaemia and other diseases of 
the blood. a» well as ihu nervo is dis- 
eases refefrecl to by Dr. Lappon,. have 
been cured by these pil'.s. la t. .sea of 
anaemia and other ('.ls-eas.cs du« to im- 
poverished blood, and nil affect ons of 
the nerves, such as nervous prostia.- 
tioji. neuialgia, St. Vi:us' dance. ,»araly- 
sls.und loctmiotor <utixla. they aie com- 
mended to the confidence of tho pub- 
lic, 
and now that they have r -ceivfd 


the emphatit endorsement of ^o high 
a. jn'ofesMuaal authority as Di Lap- 
poni. the tiusteJ physician to I! fc Vat- 
ican, they will bo accepted by the med- 
ical and scientific world at th"ir full 
value. 


FIGHT OVER 


A 


CHICAGO. June •!.—THO sru'ts fol- 


lowed by n 
H onian's 
screams have 


caused excitement at Sheridaii Road 
and Greeu\\ood st.^et m the f ishion- 
ab!e distrkt of E\.ins-ton Kclwai 3 Wal- 
dron. a \vatchirmn. was. passing the 
Arthur Orr leMrteiU'p when hi 
heard 
the reports. A block auay he 
<• L\\ tuo 


men t-trusgiing with a 
\\o,n<ii, \\ho 


was si'ieiiining. 
Before he coul 1 reach 


them the men thrust th- \.umHi. into j 
closeJ carriage, which H.US drh'-n rap- 
idly toward i-hlc:igo. 
Patrolmen Hays also he,ird tie shots 


and summoned the patrol wascm. The 
carriage \\as followed 
some i'Utance 


on^Sheridun Road but finally .•s.c&ped 
from the pursuers. 


The Chicago police then were nctified 


and an effort made to mtrrr -pt the 
carriage at Rogers Park but th,- driver 
eluded the vialc-here. 
According 
to Watchman 
\\~Hldion. 


the men and Woman were well dressed 
and the latter was young. 
Many per- 


sons in Evanston were aroused by the 
woman's cries, but no clew to h-'r iden- 
tity was found. 


"She was deaf to his suit." 
"I don't see how she could b". Why. 


his clothes are loude: th-in those the 
college boys wear."—'Cleveland Lead- 
er. 


First Unitarian—Corner of Castro 


and 
Fourteenth. Rev. William 
M. 


Jones, temporary supply. 
Service at 


11 a. m. 
Subject, "The Oneness of 


Kiith." 
Music by a chorus choir, D. 


P. Hughes, director. Sunday school at 


Methodist—Thirty-fourth 
street, 


c jrner Market. Rev. Jesse Smith, Su- 
p»rintendent of Seaman's "Work, will 
preach at 11 a. m. Milton D. Buck, the 
pastor, 
will preach 
at 
8 p. m., on 


"i 'hrlsfs Appointments with Men." 


Golden Gate Presbyterian 
Church— 


I reaching by the 
pastor. 
Morning, 


c immunion 
service. 
Evening, ' The 


place of Methodism among the great 
f hnstian denominations of this coun- 


Golden Gate Methodist Episcopal 


C hurch—Rev. E. M. Hill, pastor. 
The 


pastor will preach morning and even- 
ing. 
Morning, "The pastor's Impres- 


sion of."the Methodist General Con- 
f^rence Just Closed at Los Angeles,' 
1 vening, "The 
Undiscouraged One." 


Members of classes in San Francisco 
National Training School, taught by 
tne pastor during the past year, will 
attend this service. 
United 
Presbyterian—Hanna 
Me- 


r.iorial Church, corner Eighteenth and 
C'astro streets. 
Rev. Paul 
Stewart, 


r.istor- The Rev. William H. French, 


i D. Vvl11 preach rnor/ilng^and even- 
ig. 11 a. in. subject. "The Power of 


].o\c." 
7:30 p. m. subject. "Shoes of 


J-on and Biass." 
Children's Day ex- 


t rcises at 9:43 a. m. 
Free Baptist—Professor George T 


•} olson of the Pacific Theological Sem- 
i uny will preach morning and even- 
i ig.First Church of 
Christ, Scientist— 


Services at 11 a. m. and 
7:45 p. m. 


Mibject, "God the Preserver of Man.'4' 
Sunday 
school at 
the same 
hour. 


"Wednesday evening meeting at 7:45. 


"The Watchers"—Rev. Jessee Smith, 
1 :vangelist to the sailors, will preach 
: t Adelphia Hall, 366 Ninth 
street, 


Sunday at 3 p. m. 
Subject, "Salva- 


i'on." 
Reorganized Church of Jesus Christ 


< f Latter Day 
Saints—Magnolia 
and 


Sixteenth 'streets. 
Sunday school av 


10 a. m., preaching, 11 a. m. and 7:45 
!•. m.; religio, 6:30 p. m. J. M. Terry,, 
pastor. 
Rev. Thomas P. -Boyd. the Singing 


} \.inselis:, is conducting a series of 
: peciul services at the Tenth Avenue 
I'.aptist Church, East Oakland. 
These 


meetings' ha.\ e been largely attended 
; nd a. good degree of interest has de- 
\flopecl. 
Mr. Boyd opens the meeting 


i ach evening with a song service 11- 
lustinted with flue stereoptican views, 
••iany of them on the life of Christ- 
Hiss preaching is popular and convinc- 
".;,'. These services contirrue on Sun- 
r'ay ,ird during next -Week. 
All are 


< LI nially invited. 


Tenth Avenue Baptist—Rev. C. M. 


J i l l , pastor. 
Preaching morning and 


i \ cn:nj," by Rev. Thomas P. Boyd, the 
S.ns-mg Evangelist. 


St. John's Episcopal Church—Corner 


i f Ninth an;i 
Grove 
streets. 
Holy 


communion, S a. m. 
and 11 a. m. 


j:\enins Fia.yerr7.30 p. m. Sermon at 
J l a. in., on "Conversion.'' Sermon at 
'.•30 p m.. on "The Revival." 
The 


K( v. G. Taylor Griffith, B. D., will 
1 .-«.ch at both services. 
The 
public 


» ordi il'y invited 


Foui th 
Congregational 
Church— 


i oilier Grove and Thirty-tixth streets. 
Irv. Frederic-H. Maar, pastor, will 
M each Sunday, June u. Morning, "A 
'il^notis 
Gospel." 
E\uiiiiig, 
'The 


.'inlgi1 of Mar. 
Before rui 
Unmanly 


ludge." 


Advent 
Christian 
Church—Thirty- 


•hircl stieet between "West and Market. 
i'reaching 11 a. m. by Mis. Ella J. 
•lench. 
Subject: "The Tried Stone." 


: 15 p. in. by George J. French. Sub- 
iect: 
"Evidences 
of God's Grace." 


Ymmunion service will 
follow 
the 


morning add! ess. 


First 
Christian—Rev. 
Thomas A. 


Uoyer. pastor. Morning, "Divine C'itl- 
•enship," evening, 
"WTiat Shall the 


Harvest Be?" 
First ol' a series of 


'Cartoon Talks." 


Centenmel 
Presbyterian 
Church— 


Twenty-fourth avenue ^yid East Sev- 
nteenth street. Rev. R. C. Stone, pas- 
or. Morning.. Communion and recep- 
1011 of members. Evening subject, "Ye 
\ie Come to Mount Zion." 
ivenue and Twenty-first street, Homer 
r. Yosburgh, minister: 1 la. m. "A 
leliglous Dynamo," 7:30 p. m. "The 
Jbligatlon of the Strong." 


Trinity 
Church—Twenty-ninth and 


Telegraph I!ev. Clifton Macon. rector, 
rierviceb. 7.30 a. m., Holy Communion; 
' 45, Sunday School; 11 a. m., morning 
niayer and sermon. 5 p. m., evening 
piayei and sermon. 
Seats free at all 


-ervices. 


Tomorrow being the Memorial Day 


if the Modern Woodmen of America, 
t sperial service will be held in the 
evening at the First Baptist Church, 
Telegraph 
avenue 
and 
Twenty-first 


s-rreet. 


Golden Gate Camp of the Modern 


Woodmen. 
membeis of the Dimond 


Camp and Royal Neighbors of Ameri- 
ca will attend. 
Special music by the 


choir as follows: Anthem, "Gloria In 
Exrelsls" (Mozart's 
Twelfth 
Mass) 


with 
vio:in 
obligate; 
chorus, "He 


Watchirg Over Israel," suprano solo, 
'Father We 
Pray Thee" (Gounod), 


Miss Clarke; chorus, "How Lovely the 
Mesengers," (St. Paul). 
Rev. Vos- 


hurgh will preach an appropriate ser- 
mon. 
The public is cordially invited. 


Chester Street M. E. Church—Corner 


Ninth and Chester streets. Pastor will 
preach at 11 a. m., "class meeting- at 
10:15 a .m., Sunday, School at 
12:30 


p. m,. Junior League at 4 p. m. Union 
meetings In the evenings at tent on 
Filth and Peralta streets. L. G. Gale, 
pastor. 


Golden Gate Baptist Ch'urch—Rev. 


J. P. Currln, pastor. 
The 
morning 


eubject, "A Great Bouquet"; in the eve- 
ning- the pastor will talk on "His First 
Wedding." The Lord's Supper will be 
observed at the morning hour. 
St. Paul's Church—Fourteenth 
and 


Harrison streets, Rev. Charles Thomas 
W.Ukley, rector. 
Msrning prayer for 


Sunday School, 10:00 a. m.; sermon and 
Holy Communion 11 a. rn.; evening 
prayer and sermon, 5 p. m. 
Vesper 


service to be continued until further 
notice. 


The Union Spiritual Society will hold 
services Sunday 
in Fraternal Hall. 


Conference and circle, 3 p. m.; at S p. 
m. Mrs. McAvoy will lecture, readings 
by Mrs. Knott and Miss Lundburg. 


First English 
Lutheran Church— 


Sixteenth and Grove streets, Rev. Os- 
car H. Gruver, pastor. Morning, "The 
Faith in Christ's Coming"; eevntng, 
"This One Thing I Know." 
Second 
Congregational Church—11 a. 
m., sermon by H. W. Burr, of Pacific 
Theological Seminary. 
1'irst 
Congiegatlonal 
Church. 
Rev 
Ch,is. R. Brown, pastor—Morning, Com- 
munion .service; evening. "The Water of 
Life in Secular Channels." 
Theosophicai Society—Lecture at Thir- 
teenth and Jefferson streets, Theosophicai 
Library Rooms, 8 p. pn. Subject, "From 
Biith to Birth." Speaker, F. M Willis 
Church of the New Thought, Maple 
Hall (small), Webster and 
Fourteenth 
streets.—Services af 7:45 p. m. Subject. 
"The Seventh Day." 
Pastor, Sarah 
J 
Watkins. Seats free. 
First M. E. Church, Rev. E. R. Dille, 
D. D., pastor—11 a m., Communion ser* 
vice, with brief address by pastor; 7:30 
p. m., "The General Conference Review- 
ed." R,ev. Dr. Dille is back from 
Los 
Angeles, where he sper.t the month of 
May as a delegate to the geneial con- 
feience. He will speak on Sunday even- 
ing upon the prominent features of the 
late convocation of Methodists from all 
parts of the world. 


Ht. Andrew's Church, Rector, Rev. O. 
St. John Scott. Magnolia and 
Twelfth 
streets.—First 
Sunday 
after 
Tilnltv. 


Mfrning prayer and Sunday School. 9:45 
a. m.; celebration of Holy Communion 
and sermon, 11 a. m ; evening prajer a.nc! 
aeimon, subject. "Darkness and Dawn" 
7:80 p, m. Miss Connor will sing 
at 
evonsong. 


Psychical Society—Will C. Hodso will 
sp"ak on "M^ li , IT hin ' Sun 
-i *• i r i - n - 
Ins at 
11 o'clock. Odd Fellows' Ha'l, 
Eleventh and Franklin stircr* 
First Presbyterian Cluirrh, Rev K. E. 
Baker, D. D., 
will 
preach. Morning, 
"Peter and James"; evening, "The New 
Gospel for the New Age." 
Tnion Street Presbyterian Church, Rev 
Dvight E. Potter, pastoi—11 a. m.. Com- 
munion and reception of members, 7:3C 


FOR WEDDINGS 


the bridal cake will be the finest 
wlierfc xvft (supply it. This matter re- 
ceives our special attention. "Dam? 
only the best pastry flours, we ore 
nothing if not original and peculiar, 
and 
have no successful imitators. 
Patrons never find us deviating from 
the highest standard of excellence. 
That center of interest, the wedding 
cake, is too important for its pre- 
paration to be entrusted' to inferior 
bands. 


IMPERIAL 


HOME BAKERY 


' 
T. DORGAN, Prop. 


541 Eleventh St. 
968 Castro St. 


Phone John 181 


Phone Jame* 606 


Teachers* Excursions 


i 
SY ' 


UNION PACIFIC and WABASH RAILROAD 


To S.T. LOUIS, A1O. 


No change of ca s. 
Only line pissing Fair Grounds. June 15th 


via Salt Lake and Den /er; June 16th via Omaha. 
Round trip $67.50. 


Double berth $8.50. 
A Idress 


5. F. .BOOTH, No. I flontgomery St., San Francisco 


FLORAL DESIGNS 


THE LARGEST 
ASSORTMENT 
IN OAKLAND 


GILL'S FLORAL DEPOT 


NOTICE OF SALS. 


Notice is hereby given b> the undei- 


slgned. Guardian of the pel on rnrt es- 
tate of Ellen Burns, a mm >r, tha. the 
said guardian will stll at pr vate sale to 
the highest bidder for casl 
ail of the 


hereinaftei; described leal ej ata. belong- 
ing to the estate of Ellen 
minor, on or after the 21st 
1001. Bids or offers must ' 


Burns, 
. -ay oE June, 
b' in. writing, 


p. m . Union Tent meeting at'Fifth ai'm! ard' mav be left at the o flee of 
the 
"—.- -. —.- 
* 
' countv Clf-k of A'ameda Cumtj, State 
. 
' 
.- . 
,. 
,....! 
in i, „ t,fif 
ii-itnft 
n « - n n v 
Peralta streets. 
,„„„,..., ~.. .. ,- 
Brethren Gosnel 
Hall, 
1064 Market of California, and will be rec -ived at any 
stieet, near Twelfth—31 a. m. Breaking 
" 
. . . - - - • — -• "-<•• 


of Bread; 12:30 p. m. Sunday School and 
"' ' Class; 7:30 Gospel meeting. 
--- Avenue M. E. Church. Owen 
Hotle, pastor—11 a. m. Dr. J. F. Stout 
of St. Paul, Minn., will preach; 12:"0 
Sabbath School. C. C. 
Lombard. 
for 
twenty year? the superintendent of the 
Sabbath School, has gone East for a two 
months' visit and the school durlnc his 
absence will be In chaig-e of J. F. Stew- 
art; 
12-30. Men's, Sunday Club; 7:30, th" 
pastor will preach tne /Irst of the serli s 
for June on "The Four Dtmensmnb uf a 
Mim." Subject, "A Man and His Mar.- 
hood " 


Rev. 
M. Slaughter will preach at 11 
a. m. and 7:30 p. m. Morning, "Ascend- 
In;? the hill of God"; evening, "A Praj- 
inh- Man." 


time after the first publics cion of this 
notice, and before the day upon whicn 
such sale will lake place. ' he property 
referred 
to, 
which 
will 


In 


hercim.bcvo 
, 
be sold, U descubeil as follow s to wit: 


An undivided one-third It terest of 
n-id to all those certain lo s, pieces or 
^:;? 
as fol- 


PROBATE 
NOTICE. 


In the Superior Court of the County of 


Alameda,1- State of California. 
In the matter of the estate of Charles 
N. Fox, deceased. 
Not.ce of time set for proving will, etc. 
Notice is hereby given that a petition 


for the probate of the will of Charles N. 
Fox, deceased, and for the issuance to 
Mary Fox and Ida Frances Fox of let- 
ters testamentary thereon has been filed 
in this Court, and 
that 
Friday, 
the 
seventeenth day of June. A. D. 1904. at 
10 o'clock A. M. of said day, at 
the 
Court Room of Department No. 4 of said 
Court, at the Court House in the City of 
Oakland, in said County of Alameda, has 
been set -for the hearing of said petition 
and proving said will,, when and where 
any person interested' may appear and 
contest the same. 


VACATION 1904 


Is Now Ready for 


Distribution 


"Vacation" is Issued annually 
the 
by 


WEATHER REPORT 


FOR MONTH OF MAY. 


The weather report for the month of 


May as given out at Chabot Observatory 
Is as follows: 


BAROMETER. 


M'.an barometer of the month 
29.929 
Highest barometer or the month. 


T '''h 
30.07 
Lnwest barometer of the month, 


Monhtly range 
'..'.'.." !sti 


THERMOMETER. 


Moan temperature of the month 62.7 
Mean temperature of warmest day 


•5th 
70.5 


Mian 
temperature of coldest 
day. 
1st 
6J.O 


M.ixlmum temperature. 8th 
88.(/ 


Minimum temperature. 1st, 2d 45.0 
M=an highest temperature 
73.4 
Maan lowest temperature 
52.0 
Greatest daily variation. 8th 
35.0 
Ltast dally variation, 12th 
M3.0 


M5nthly range of temperature 43.0 
(Mean dally range of temperature 21.4 
| 
PRECIPITATION. 


Rainfall In inches during the month.. .36 
Riimfall In inches since July 1, 1903..2S.9D 


RELATIVE HUMIDITY. 


Mean relative humidity of the month.88.2 
Highest humidity for 24 hours, 20th..94.5 
Lowest humidity for 24 houis. 5th...82.(I 
Maximum humidity, 9th and 
other 


days 
95.0 
Minimum humidity 
'.75.0 


Monhtly range 
200 


WEATHER. 


Number of clear days 
21 
Number of fair day^ 
7 
Number of cloudy days 
S 
Number of days in which rain fell. 1st.. 1 
Number of mornings of low fog 
o 


Number of mornings of high fog Cover- 
cast) 
9 
Number of mornings 
that frost 
was 
seen 
0 


WIND—93 OBSERVATIONS. 


North 
2 
Northeast 
0 
Eist 
2 
Southeast 
t 
: 
South 
0 
Southwest 
?T. 
West 
78 
Ncrthwest 
1 
Greatest velocity for one day, 


31sL 
195 miles 
Greatest velocity for one hour.. 
36 miles 


California, bounded and desc 


1."'Beginning at the Nortl-east corner 
o' Sectio-i S. Towr.sh'.p 3 S., Range 2 E., 
M E B & M . '.hence South 13.20 crams; i Cisco, Cal. 
th'ence West 15.SO chains t 
the center] 


line of Coi.nly road No. 1 .4S;e t-ienpo | 
a'onc the center Imp of salf road North 
4 degrees \Vesi 15.2J cnains o the North 
boundary of said Section 8, ^nd tience; 
East 16.87 chains ;o yie pla ;e of begin- j 
"'containing 24.85 acres, a i d 
being 
a 
portion of the North-east 0,1 arter or tile 
North-east quaiter of Secti .n S, Town- 
ship 3 S . Range 2 B. 
2. Beginning: at the Nor h-west cor- 
ner ot tne North-east quart r of Section 
S, Townbhip 3 S , Range 2 5., M. D. B. 
& M , thence East 23,25 
hains along 
North boundary ol''&aid Sec ion_S to tne 


JOHN P. COOK, Clerk. 


By A. A Rodgers. Deputy Clerk. 
M. B KELLOGG. Attorney for Peti- 


tioners, 126 Stockton street, San Fran- 


SUMMER RESORTS. 


If you enjoy 
tennis or croquet 
you "will find the 
grounds perfect at 


center Sine_ 
Of" County Roa I No. 1648, 
thence along same South 4 legrees East i 
15 2J chains; thence "West 17 26 chains to 
the centei line of Courty R' ad No. 199<); 
thence along oame No; th 3S'A degre™ 
W. 8.22 chains, and thence North 10.84 c 
chains to the place ol' begini ing. 
| 
Containing 31 5-10 acres, and being a 
portion 
of 
tho 
North-east 
quarter 
of , 
Section 8, Township 3 S.. R nge 2 E.. in 
the County of Alameda, Si uc of Cali- 
fornia. 
3. That certain tract of land In the ' 
village of Mexico rorth of he Town of 
Livcrmorc. in Murray Towt ^hip. County 
of 
Alamefla. Statn of Cal tornla, 
de- 


scribed as follows; 
Commencing at a stake or point rn the 
North Jine of the Dublin load distant 
221.68 feet-from the South- /rsterlj coi- 
ner of Juano Qutveda's 1 nd (or Plo 
Ochoa's residence) on such Dublin Road, 
thence running N. 58 degi^es 30 mln- 


/ETNA 


PRINGS 


After a game there' 
is the big I'001 e°r 
an invigorating 
plunge. Just send 
for booklet. 
Aetna Springs Co., 
Napa, Co.. Cahf. 


Total distance for one month..3079 m'lts 
Average daily velocity 
12S 'i miles 


OTHER PHENOMENA. 


Nothing unusual. 


CHARLES BCRCKHALTER. 


Whiskey and-Beer Habit 


PERMANENTLY CURED BY^ 


"ORRINE," 
_ 


, A SAFE, SURE AND HARMLESS SPEC/F/O 
Ptjucianfi pronounce drunken ness a d.Rease of the nervous system, creating- a morbid 


•fftTlnf for a stimulant* Continued indulgence in-whiskey, beer or wine eats away th» 
ttomach lining1 and stupefies the digrestiTe organs, thus destroying the digestion and 
ffvinlnjr the health. No "will power*' can I'eal tho In flamed stomach membranes. 


"ORRINE" permanently removes the t raving for liquor by acting directly on the 


affected nerves, restoring the stomach and dip-stive organs to normal conditions, improving- 
th* appetite and restoring the health. No sanitarian treatment necessary ; " ORRINE " 
£*a be taken at jour own home without pabllcity. Can be given secretly U desired. 
(Si CURE GUARANTEED OR MONEY REFUNDED." 


ior thirty-two years. It finally bronght me 
to the gutter, homeless and friend leas. X 
was powerless to resist the crarlng and 
would steal and lie to get whiskey. Four 
boxes of 'ORRINE' cared me of all desire 
and I now hate the smell of liquor." 


Price SI per box. Mailed in plain, scaled 
wrapper by Orrine Company, 817 14th St., 
"Washington. D. C. Interesting book—Treat* 
Ise on Drnnkennesst(sealed) free on request. 


Sold and recommended by 
* 
t 


Owl Drug Co., Oakland, San Fran- 


cisco, Lo» Angeles and Sacramento. 


* Mrt. K. Wycllff. New fork City» writes: 
***ORRINB* cured my husband, who was a 
if|ea4.r< drunkard for many years. He now 
JiM •<> "desire for stimulants, his health is 
Mod ft»d be is fully restored to Manhood. 
Me need only fl*e bores of 'ORRIKE/ " 0 
* Mr*- ^-1" D" Helena, Mont., writes: *'I 
k*ve waited o»« you before writing you 
•f the permanent cure of my son. He took 
umltarinm treatment, as well as other ad- 
ZT_«i.t£cafVB< ^t they all failed until we 


him 'OR3INE.' He is now fall7 re- 
.^j to health and has no desire for drink.11 


It. A.£* t.. Atlanta, Ga., writes: "Iw»s 
wit?* lore of whiskey aad dctn" ~ 


ITALIAN CHILD 
STOLEN INJP YORK 


NEW YORK, 
June 4 — After five 


days' silence out of fear of the kid- 
napers, Mrs. Fellpo Basso, an Italian 
woman living in 
First avenue, near 


126th street, has reported to the police 
that her daughter, a pretty child of 
13 years, was-stolen last Sunday. It is 
s.iid to be the flfth case of the kind 
vlthin a fortnight. 


Two men snatched the girl from her 


playmates in the street, threw her into 
a closed carriage and drove away. Kv- 
ery effort was made by the Basso fnm- 
ily to trace the kidnappers but without 
success. They were in constant fear of 
death and did not report the matter 
to the police until the arrival of a let- 
ter apparently from the men. 
It st,at- 


ed that there was no help for tha 
child; that she could not be recovered 
and threatened the Bassos with terrible 
•vengeance If they made th1; matter 
pujjlic. They hesitated no longer and 
a house to house search was at once- in- 
stituted throughout "Little Italy. • Xo 
clew to the kidnappers has yet been ob- 
tained. 


The Slow Man. 
__ 


The man behind the gun and desk 
W? praise with ringing chimes; 
In fact, we cheer them all except 
Tha man behind the times. 
—New York 


I thence running N. 73 clegres 3 30 m'nutes 
IE. to the line of the land ••{ Anspacher 
or Fink (which ever is the owner.! for- 
merly the property of Jose Dolores Pol- 
lerena.; thenco Southerly /al' lie caW line 
of the North corner of su \ ey 1936 by 
County Surveyor NMSbaume • to a stake 
or point; thence imiiiing alo is the North 
line of said Survey No. 19 6 (reference 
thereunto beini? had) the ea ne beirg the 
land sold by E. Aubury to sadora Rod- 
rigues, Teresa Preciado, et . 1., known as 
Frimbres land to the South* rly corner of 
land of Juano fflueveda or the Dublin 
Road; thence following 
t IP 
line 
of 
Queveda's land on the Du >lin Road to 
the Southerly corner of Mrs. Mesa's :and; 
thence alone Mrs. Mesa's line on f.aid 
road (both of the last r.am d lines run- 
ning N oS degrees CO minutes W.) to the 
place of beginning. 
The sairl real property 
d> scribed as 3 
herein 1? also described as 'Ollows: 
Beginning at a point or the North- 
eastern lino of County Roa i from Dub- 
lin io Li eermore, being the i lost Western 
corner of a lot or parcel of land hereto- 
fore conveyed by Elliott At bury to Mrs. 
Fi anclsca Mesa, new own id 
by 
Pio 
Ochoa, by deed dated Apr 1 26th. 1881, 
and lecordefl in Labor 224 of Dee 1s. at 
pag:e 245, Alameda County ^acordf; and 
running thence along the said North- 
eastern line of thr County Road leading 
from 
Dublin to Livermore 
North 5S^ 
degrees West -40 feet, then -e Nnrth 75^4 
degrees East 2S0.60 feet to the Southern 
line of the 60 Acre Tract • f land here- 
tcfcie conveyed by Simon Vnspacher to 
Annie M. Fink, by deed rated October 
14th. 
1SS1. ard 
i ecorded in IJber 220 of 
Deeds, at page 36. 
Alan eda 
County 
Records; thence along 
fa d 
Southern 
Hno Bast 274 00 feet to th • North-w<?st 
cornet- of County Sarvey No 
1DSO; thence 
along the Western line of said Survey 
South 3'4 degrtcs East 17: feet to the 
most Northern corner of 
he 
land of 
Anastacio Moya, thence aloi g tho North- 


{ ern line of lands of Paid Mo a. South 75^6 


I degrees West 77.30 feet to the Eastern 
I corner of the aforesaid P 3 Ochca lot, 
thence along 
the 
North 'astern 
and 
Northwestern boundary lin 
of said lot 
North 58V. degrees West 
00 feet, and 
South 75% degrees West 2( J feet to the 
place of beginning. 
• 
Containing l.SO acres ai d being the 
land heretofore conveyed b • Elliott Au- 
bury to J. L Mitchell by deed 
dated 
March 29th, 1SS2, recorded in IJber 235 
of Deeds, page 411. 
Alan eda 
County 
Records. 
CATHERINE A. WOIKMAN- 
Guardian of the Person a id Estate of 
Ellen Burns, a minor. 


FOR RENT—At Camp Meeker, furnished 
cottage of 4 rooms and large porch. 
$6 per wtek or special terms for two 
or more months 
Address S. E , Box 


1407. 
Tribune Office. 


HOITT'S MENLO PARK 


Opens 
Juna 
1st. Charming 
summer 
home. Perfect 
climate. Comfort, quie- 
tude, recreation. 
Excel'.ent table. One 
hjur from city. Nine trains daily. Ad- 
dress TV J. Meredith. Mgr. Hoitt's School 


HOTEL BELVEDERE 


30 miuutet) ride from S. F. 
ITlsblnff, boating, 


bntbitig. tennis, etc. For full particulars ad- 
dress airs. A. T. Moore, Belvedere, Marin Co., 
Ca;. 
WHITE SULPHUR SPRINGS 


Best summer and winter resort in Cali- 


fornia, open the year, round. Hotel and 
cottages overlooks Santa Rosa. Value of 
the mineral water recognized by leading 
physicians, many cures affected. Amuse- 
ments of all binds. Milk, cream and but- 
ter ftom our own cows. Baths, Rates, 
$2 per day, $8. $10, J12 per week; chil- 
dren one-half. 


Address MRS. H. A. D. FLEMING, P. 


O. Box 155, Santa Rosa, Cal. 


CALIFORNIA 


NORTHWESTERN 


RAILWAY 


THE PICTURESQUE ROUTE 


OF CALIFORNIA 


ar.d is the standard publication on 
the Paclflc Coast lor information 
regarding 
Mineral Spring Resorts, Country 
Homes and Farms where Summer 
Boarders are 
Taken, and 
Select 


Camping Spots. 


This year's 
edition 
"Vacation 
' 1904" contain.; 
over :r>0 
pases. 
beautifully illustrated, ai.cl is com- 
plete in Us detailed information as 
to location, accoinmod itions. at- 
tractions, etc . with terms from $7 
per week up. 
To be had at Ticket Offices. 650 
Market 
St 
(Chronicle 
Building) 
and Tiburon Ferry, foot of Market 
St ; General 
Off.cr, Mutual 
Life 
Building, corner of Sa'isorr-e and 
California Sts., San Francisco. 
At 
S)72 Broadway, Oak, ind. or at 
TRIBUNE Offi< e. 


Applications by Mall will Receive 
Immediate Response. 


JAS. I-. KRAZIER, Gen 1 Manager. 
R. X. RYAN. Gen'l Pass'r Agent 


Why nof try 


Highland 


If you are going io the 
Springs 


"We offer you the 
best 
of 
mineral 
waters, 
accommodations 
and 
service. 
Table unsurpassed. 
Rooms 
hard 
fin- 
ished, lighted by olectiinity. 
Buildings 
newly painted. 
AH ihc popular sports 


, and amusements. 
Livery, telephone arid 
.postofflco 
Shortest route and cheapest fare to 
Lake county 
Most cent-alb" situated. 
Delightful excursions on Clear lake and 
to other resorts. 
Make your reservations now. 
TERMS—$10 00 to 517.50 
r«r 
w««k. 
For Booklet, etc , call on our agent, H. 
R. DUFFIX, 63S Market street, S. F., or 
address 


CRAIG 
& 
KERR, 


Highland Springs, Cal. 


nor 
SPRINGS SONO- 
MA Co ; only 4^ faoura 
from San Francisco, 9 
••^••••••••••••B 
mllps staging: bo*t nat- 


ural hot •mtHMfli ujitf- t.ath In Statj; boctlns 
and bwlmiuHj In \Vnrm Spring crook; pood 
trytst Mrc.mis; telephone, teluffrapb, Jaily mall, 
cxprr^s an 1 S. r. mornlnj? nnd evonlr^ pnporB; 
flrst-f!a<5b lintel and stapo serTlrt?; both morn- 
ing and affpr-ioon stapes; round trip from $ 
F. oaly $5.5o. 
Th^.« Tlbumn ferry nt 7.:«i 
n. ra. or '2 SO p. m. 
ttatns. 
$" n day nf $12 n. 


weok. 
Il f fcrpnws 
niiy cue**t of thf pnst 9 


,\ onrb. 
1'utionaRc oC 100 1 unprecedented. 
In- 


fornuttfon 
tit Pcck'Ci. Jnforiiiiuion 
Btuuau, 
II 


Montrfomi'rr at., or o£ _. F. ML'L'JHBW, SUasc*. 
Clll. 


C* Iff Jl fit O f? 
& R U ISI U Sfc 
'•* "* ^* '*" '•* ** 


Ask for* a Copy 
"Summer 
calNornia 


Just Issued by 
THE TRIBUNE 
Free on Application at this 


Of i ice. 


New 
Hotel 
Unequaled 


HOT 
SPRINGS 


Climate and Surroundings 


Hot Mineral Baths 


Hot Mud and Sulphur 


Bnlb«. tnln-mlp- tnnk. 


comfo'-uiblo ruo'rs, rot*!iK 
L% 


uul u.iu'rs fr< f tn jnn>»t». 


H. R WARNER. 


p.-inies of all 


o£ nil bath« 
Manager. 


'•I HOTEL 


np.ii 
hi'Hrh, bpticiiil rates to 


free 
bus, 
relet>bwuf 
tied 207. 
For 


i pat tlcul.irs. 
t- rud 
Baf*-'i, 
BftuU 
Crile. Cal. 


i LI^ory in oouu°<.tlon. 


GO TO..,PASO 
ROBLES 


HOT SPRINGS 


YE SUFFERER 


From Rheumatism, Gout. Sciatica, 
Stomach, Kidney ot L:vi>r Troubles 
or Nervous Prostiatkn. 


YE WEARY 


From Overwork. Mental or Physical 


YE LOVER OF NATS/RE 


for Outdoor Pleasures. 


YE SHALL FIND 


What TTou Seek. 
Spend this year's vacation at oeautiful 
Paso Hobles. 
For Special Rates and Information write 
to W. A. JUNKER, Lessre and Mgr. 
Pas'i Uobles, Cal. 


LAKE V8EW 


SANTA CRT/j Mf)''NTMNS, 5 miles smith ot 
I.nh Gitos; nlt'rmii- 1800 feet- plenty of fruit; 
\Vm. O 
ru.u 
(founerl, 
J. J. Beqgs). 


111 oprioioi, T.ns O.i ins. C'^I. 


In ISO Kiinui Cr\<£ nits ; 3 hrs. from S. 
F.: bcnrtjiiil ; vnp'y of rti-nam, moun- 
tain and 
Joiv"--; warm, dry pnd 
pur/s 
wator; no 'vind*-; cult as e 
sites 
with 


Lnni'lin1^ rps trillions ror selected people 
of the "lj"i.t*r cUs>s nnb- 
No bubincss, no 
trades, no ll-iuni-, 
White* ^ulnhur spring>. 


Klecinc 
hiU U, 
snnitnry 
tewt-rage; 
•* 
trains ii ua\ each \\ iy. Hotel latcs, $0 
to SI?. Spnnkled loncls. Near big trees 
find Sequoia 
Pa- k. Send 
for 
booklet. 
BROOKl"»Ar.l5 L.ANP CO , RiookflaU. C»l. 


2i i HOURS TRIP TO AGUA 
CALIENTE 
SPRINGS—Yoi.i family's Vacation yours—Go up 
Saturday, roti-m Monday. ' B u i im-Pt* all train*, 
ilnil-oiiti f,iro $1.10; Sutnrtinv to Monday 2-1 
rutL-v. 
!Sundu> ttt Vi i-at-'b. 
1'v.i-iKy cionn p,ir- 


ct'lain bathluh*;, pinner hntli^; Concrete *wlm- 


I miiiK titnh 
S»\ii5; n«iur il hot Milpbur wnter. 


I ti-niiwruturo 11.1 tli'fri1^'-. miters ruro^ Mter. 


' Tuiiil' PS, iPuricrn 'unl Minlt.iry pliirubinc. S**- 
1 rnniili (i 
\viitiM 
t'U-ctric bi'lli* 
ten:iU. croquet, 


j d n i t M n K M^if. dfnliv niom fur -i-iu guilts. 
THKODOR KirHARDS, Owner and Mgr.. 


Agua (.'Jilt^nf . Hon< uia Co. 


, 
WALLS SPRINGS 


\ 
(ITeuldshuri: Hti-nl 5Inll Route). Sonoma. C«1. 
| Good tahlo utir] Hccnmmodnttni.b; ("nl, & N. W. 
R. K ; AtMrrss MllS. C. N. M^RCDITH. Ualla 
Springs, Htialdsburp It. 11. U. 1, Sonoma Co.. 
Col. 


OCEAN VILLA HOTEL 


AMD 
OOJTAOES 


On tho C'ifts at tho Mouth of tha Hirer. 


SANTA CRUZ 


Large grounds, well wooded and overlooking 


ocenn. river and city. 
RowboatB prorided free 
tn Rueets. 
for 
particulars 
address 
T. 
V. 
BERK A, Santa Cruz, Cal. 


A Mailer ol llcaiih 


Modern scientific medi line recog- 
nizes (1) that disease t: most fre- 
quently transmitted by di. 3t and dirt, 
(2) that the Ideal methoi of gettlns 
rid of disease germs Is I y removing 
them (asepsis) .rather then trying to 
kill them (antisepsis). 
'umijjatlons 
attempt to destroy; the compressed 
air removes. The slmpHc ty and effi- 
ciency of the method will recommend 
It .not only for houschol 1 purposes, 
but also where cleaning 3 necessari- 
an a sanitary measure. 
COMPRESSED AIR HOUSE 
CLEANING COMPANY, 


464 Thirteenth Street <Si lith's Book 
Store.) 
Telephone Main '07, 


HOTEL VENDOME 


SAN JOSE, CAL1*. -Situated In Vendomo Park 
of 12 acres; n charming summer resort; both 
city and country adva ntages; automobile gar- 
ag--i on grounds frraa to tfueiti; 
bitbing pavil- 


ion, 
boKUng alleys, tennis, etc.. 
New auto, 


rond map of Santa Clara bounty mailed on ap- 
plication. 
J. T. BROOKS, Mgr. 


TUXEDO HOTEL 


AMD COTTAGER 


On the S. P. B» R. (narrow gaufe) 


SANTA ORUZ MOUNTAINS 
OPEH 
AT.T, THE YEAR. 
Near the Felton 
Big Trees. 
Picturesque surroundings. 
ftfany 


accessible 
trout streams near br. 
For par- 
ticulars a_<Jre-s THOUA3 L. BELL. Felton 
P. 


TAHOE TAVERN 
TAHOE TAVERN, at Lake Tahoe. Is 
now or 
for the recept'on of guests. 
It wJH be under the management of F. 
W. Richardson, 
of California's famous 
mission hotel, the Glenwoo>' at River- 
side. Tho tablo and ai. appointments will 
be first class. For rates, .iddress F. W. 
Richardson, Mgr. 


Hotel del Gazadero and Cottages 


First clam In every particular; open nil tbe 
year; the hotel's domain Is 1200 acres; glunt 
redwoods; picturesque Brenery. rUcr boatiug 
and bntnlnff, trout streams, tennis courts, bow- 
ling alley, htllinrd and poo! tables, llrery sta- 
ble with new carriages i>nd biigBles nnd fnnlt- 
leas baddle horses; take Sauralito Ferry via 
North Shore B. B. 
For rate-; address J. J. 


THIRION, Owner and Msr.. Slotel del C-za- 
di>ro, Sonoma Co., Cal., or North Shore K. E. 
office, 626 Msrkct St.. San Frnoclsco. 


INDEPENDENCE LAKE 


Fishing; boats, excellent table; cUnmic 
perfect; Ifi m'les from Tiurkee, In an un- 
fcr'cken foi "st. 
Information nt Traveller 


'jflicn. 30 Montg'y sti ^rt. or MRS. II. M. 


t ClilSMONS. TIUCUCI. Cal. 


OWN SUMMER "HOME ^ s'ToK 


CAMP MEEKER 


Pure \vnter, equable cMmntc, Jo<8 fell Ing $10 
up; 
cottages built br Meeker, $50 up; tlcpot: 


stoi-es 
rostu HIM tit; 
liotci; 
post 
nnd orpres*: 


telPphoDP, sau inUl; 000 lots sold; 300 cVUtagm 
built. 
Sausallto fen y. N. K. 
Lt. II. 
M. C. 


MEBKJ-R C'ai'ip Meeker. Sonoma Comity. 


HOTEL DcREDWOOD 
Santa Cruz .Mts. Among the grand old 
Redwoods. Board 58 to 512 a week; round 
trip campers ticket J2.60. See 
Peck's 
Bureau. 11 Montgomery St., S. F. Address 
M. S. COX, Laurel. Cal. 


RICHARDSON SPRINGS 


Cottarei and Oamp Grounds, near Oh.co, Butt* 
Co 
Gal. 
AH kinds of game, trout, plenty ot 
•bade. 100-foot waterfall; fruit 
Address J. H. 


RICHARDSON. Chlco. Cal. 
HOTEL EL MONTE - - LOS GATOS 


Foot of th« Mountain, under new management. 
Choicest spot in tho S»nta Clara Valley. «ur- 


I rounding! delightful; »d<!rus« J. H. EDWAKDS, 


Ix>« G_to«. 


HOTEL ROWARDENNAN 
"IN THE MOUNTAINS BY THE SEA." 
BEN LOMOND—Santa Cruz County. 
Opened under entirely new 
manage- 
ment. Round trip tickets from San Fran- 
cisco 53.00. For booklet 
apply 
Peck's 
Bureau, 11 Mjnt&omery St., 3. F., or tp 
WILLIAM G. DODGE. Lessee. 
Monte Rio 


FAMILY 
HOTEL 
AND 
COTTAGES—Vtfr 


country 
homn Tt }rt on the Bulslma BiT«r. 
Boatin;, bathiog, fiiUac, huntinc an4 all kladi 
of umuements. 
Taka Korth Ihora ZUUroftd 
Bauialito ferry. 
For imte>, etc., >dlnu C. F. 
CARE, Monte Bio, Ionom». OountT. 0«1. 


HOTEL 


BEN LOMOND 


SANTA OKWZ 
. 


I 
NOW OPEN FOB GUESTS — Write for book- 


let and rates tu 
B. DICKINSON, Ben Lomond, C*L 


Webber Lake 


SIERRA, CO, CAL.., v'a Truckee. 
The mountain resort; 
Opens Juno 4; 
finest fishing in the West. For booklet 
and information address JORDAN HO- 
TEL CO. Webber Lake. P. A. Jordan, 
Hotel Crellln, Oakland. 


EL BONITO HOTEL 


At Duncan's Mills, on banks of Bosnian Hir- 
er ; fishing, hUDtiog boatluff, etc; Information 
of A. Morse, Prop. Duncan's Mills, or Peck's 
Bureau, 11 Mont en m-*-". 


ORR'S HOT SPatNGS 


15 nilles from Vulah. 800 feet abore set lev- 


el. 
On raping privIUv-VH. 
Tin- wntern of tlic»e 


b]*!nffR lire famnuj fur tuc cure of rcbiimatlarn 
nfc(] 
stooiHCU 
trulibU»s. 
Address J. 
L. OUR, 
Orr's Springs. Mondoclno Co.. Cal, 


MONTE VISTA 
3500 feet e'.evilioi,. Superior In climate, 
natural beailty and general comfort. For- 
ests, orchards, streams and fall* surround 
this beautiful Inn. Fruit for the picking, 
trout for the catching. Booklet. THOMAS 
E. MORGAN', Puicn Flat, Placer Co, Cal. 


PARAISO 


HOT 
SPRINGS 


Her, 


PINO CiANDE RANCH 


700 acres of hill val- 
ley on Austin Creek; 
good 
swimming; 
tents for bathers; 
no fog or wind; cot- 
tages and tent& 
with floors. Address 


MRS. 
N. DANIELS, Guernevllle. 


HOTEL HAGEMANN 
Finest fninily hotel In the city; flrst-clss«; 
terms moderate; rnte $1.50 per d«y; Pacific 
Avcuue. Saota ,Crpt.__Cii_l.; W. K. K REJIG prop. 


GRAND CENTRAL HOTEL 
FELTON, SANTA CRUZ MOUNTAINS; for 
particulars, address Mrs- I. N. Hayes, propri- 
etress, or ask for booklet at this office, to be 
'issued May 1st. 
•/ 


BONNIE NOOK 


Eleration 4.000 feet; %-mUe to station; elee< 


trie lichts: teltphcne; ccsttsges; tents and 
board. 
To? Jin formation go to Peck's Bureau, 
8. P.; Bcllfj A SOD, Ko. 472 Ttli St.. Oak. 
land, or aduress EU D. WIA&D, Towle, Placer 
Co.. Calif. 
X 


BELLEVUE HOTEL 


El Tera&o, Sonoma Co., Calt 
Terms, $1.00 per 
day and npwsrda; hot miters! springs near bv; 
lone distance telephone; dailv mall; 
JOHN 
SEBBES, Proprietor. 


GLENDORA RANCH 


ID the Santa Cruz Mountains. 
Homo grown 


Tt'Retablea, berries and fruit, 
*resh eggs, but- 
ter, milk and cream. 
Address Box 145. Ix)s 


Uutou, Cul. 
BLUE 


FamoiTs White Sulphur Springs. 
Wondcrfol 
cares for Rheum tlam and Stomach troubles. 
Boating, bathing. flGblnff. hunting and all oqt- 
door sports and pleasures. 
Mn«le ererj even- 
lug. 
Bend for pamphlet. 
O. WEI8MAN, Mid- 


lake P. O., or call ou Dr. Buppersberjer. 1104 
Market nt.. S. F. 
LAKES 


IF YOU WANT A GOOD PLACE TO OAXF, 


hunt and fisb and spend rour Tacatlou. no bet- 
ter place call bo found than In the Redwood* 
on the Uklab and Mcndoclnu stage road, 
l-^ir 
partlcuUri, J. L. JOHNSON, Prop., Uklah. _«1. 


SATCTRDAY EVENING 
OAKLAND TRIBUNE 
JTTNTC 4-. 


i NOTES FOR THE 


WOMEN 


i ftH INT TO THE WISE 


ing- place It was as.si looth and glossy 
as when fresh from i he loom. 


THE HOME WOMAN. 


The home woman is the indispensa- 


ble woman. It has been 
wisely re- 


marked that we could do without the 
women who have made careers for 
themselves 
in 
all 
other 
di- 


rection; but without the home wo- 
man we should have to shut up si.op 
at once.1 The home-maker is the ab- 
solute necessary element, the won-an 
the world cannot do 
without, SM-S 
Harper's Magazine. 
It is a pity, 
therefore. 
that the 


•home woman allows herself, so oft^n. 
to fail of her full development and 


that rings the bell. This is 'a stout 
record for a woman. 
daughter, 
Alexander 


Her 
and 
son and 
Melinda, 


have no fancy for lighthouse keeping. 


THE WOMEN OF WYOMING. 


The women of Wyoming, -who ha.ve 


had the electoral franchise longer than 
any other women' in the world, will 
furnish the gavel for the internation- 
al suffrage conference at Berlin, June 


Cheyenne will present it. It is made " 
of native woods 
of 
"Wyoming, and 
bears a presentation inscription on a 


ITHI8 ADVICE 
WILL 
BEAR RE- 


PEATING IN OAKLAND. 


1 "Don't chase shadows." 
'""; 


Doubtful proof is but a shadow. 
You can rely on testimony of peopls 
fou know. . 
. 


Tou can investigate local evidence. 
E. M. Frazer with thev Harbor Com- 


inisslon,'-residence 2220 Dupont ave- 
J-ue. Berkeley, says: "It I had not been 
positively, certain that Doan's Kidney 
tills were doing- me good I never would 
have returned to a drug store and 
bought a, second box. The-dull aching 
M my back was just the common or- 
4fnary form of pain in and around the 


to i»n 01 ner luu ucve.vyui^.,. «,lu 
reward. She is apt to be so unself ,sh<< silver plate; it is inclosed in a, box 
and so conscientious that Khe lets the 
four walls of home narrow about her. 
The "household" woman, as she has 
been eaJled. does not get enough fx- 
«rcise every day, nor does she breathe 
enough of the outside air of thourtht 
and action to refresh her ;-,plrit. 
| 
The simplest remedy is that of at; woman is not said, but that 


least one outside interest. The wo- 
man who takes up one hobby, cne 
charity, one line of 'work beyond her 
household cares, and follows it stead- 
ily. wil! ' find that it brings freshness 
and power with it. It becomes bt'th 
outlook and inflow to her. 
The study 


and collection of old china, reading up 
a special subject, making a gard-n, 
any one of these, if pursued thor- 
oughly, will bring her in touch w:th 
others and open vistas of interest un- 
endingly. 
And the woman with a, 


hobby grows old so slowly that fhe 
often never grows 
old a: 
all. I ut 
keeps to the last that freshness of in- 
terest which is the mark of youth. 


WHEN ROYALTY BATHES. 


The Grand Duchess Xer.i?, sister of 


the Czar, bathes In 
cologne 
wat^r. 


twelve quart bottles being necessary 
for each ablution. A batii therefore 
costs 
her 
imperial hig!ir.ess In the 


neighborhood of a hundrer! and 
fil :y 


roubles, which sum would go far in 
relieving the distress of a host of 
men at the front. 
To guf-rd ugrali st 


being compelled to use the same co- 
logne water twice, her imperial high- 
ness Is r.ot above drawing out the 
stopper 
herself 
when through with 


the bath. 
Several directors of hospi- 


tals asked that the bath water be 
turned over to them after use, but the 
grand duchess would r.ot hear to it. 
She is afraid that some one might 
traffic in the commodity. 


The young Grand Duchess Helen, 


sister of Cyri! and Boris, hns been or- 
dered to take strawberry haths. Tlie 
whole surface of the bath 'ub is cov- 
ered thick with strawberries, so thi -k 
that her highness feels no hesitation 
to receive her friends whii'> tubbinfr- 
The Czarina has become -iddicted to 


the violet bath, ten poundt of violets 


also of native -woods, with the Ameri- 
can flag inlaid on the . cover, 
and 


among the stars that 
of 
Wyoming 


prominent. It is stated that the gavel 
was made by "a citizen of the State 
who has been a member of the Legis- 
lature." 
Whether this citizen is a. 


would 
it more poetic and more prac- 
make 
tical. 


- 
AT COLLEGE INN. 


Of all the Vassar institutions the 


are deposited 
her bath of filtered 


water a few seconds before she ster>s 
in. 
This is said to 
mak-i the skin 


very white and soft, besides counter- 
acting foreign matter. 
Still another 


of the imperial ladies is said to bat:ie 
in tea. but the story is denied by the 
court 
authorities, 
probnb!-.- 
because 


the national 
beverage 
has so in- 


creased in price that the p'»or can ?io 
longer afford it. 
The rais-j in pri -e 


is due the fact :h;it trains from t'-ie 
Far 
Knst no longer bring goods to 
St. Petersburg. 


College Inn is said to be still the dear- 
est. It is, as every one knows, dedi- 
cated to the use and pleasure of Vas- 
sar students, its proprietors are two 
former Vassar students, it is only a 
half mile walk from the college build- 
ings, and meals, a cup of tea or choc- 
| olate and ices, may be had - a.t any 
hour. Ices are in such demand that 
the inn makes a specialty of them— 
also it is aid—of cream puffs. 
It is 
a pleasant, friendly place; 
here the 


mothers 
and 
fathers, brothers and 


cousins and friends come to call on 
students and they run down form col- 
lege to lunch or dinner, their mothers 
give luncheons for their 
daughters., 


and their daughters' friends, and nice 
little lunches are sent to the 
girls' 


rooms for their and their friends' de- 
lectation. Another nice thing about 
the inn is that it allows students to 
run up bills, when they are temporar- 
ily out of funds, trusting to them to 
settle them before the year is out: 
there, too, shirt waist makers come 
with their wares, and in holiday sea- 
son women with laces, embroideries, 
and •fol-lols of all sorts, to test the 
pockets of the girls, and of course reap 
a harvest. Altogether College inn is 
highly prized for many reasons. 


REST AND SLEEP. 


The past winter has been an unu- 


sually trying one, therefore it will 
not be as easy to regain your wonted 
strength and energy. Rest and .sleep 
are the best tonics, and care should 
be taken not to overdo. 
The idea 1C 


constant occupation is wrong, and th<? 
woman who has acquired the are of 
resting—for it is an art—will be abl<; 
to show in middle age a face luminous 
with life and youth, when her indus- 
trious sister is sere and gray. This is 
not a plea for Idleness, because what- 
ever her condition in life may be, tho 
woman who has nothing to do is not 


up, but recurring at intervals fre- 


quent enough and annoying to cause 
<onsiderable discomfort 
Doan's Kid- 


Bey Pills positively stopped the last at- 
ttck and since then I have made more 
than on« of my friends and acquain- 
tances aware of "this fact for I think, a 
••medy which can be depended upon 
Dhould be known to everybody." 


For sale by all dealers. 
Price 50 


ients. Foster-Milburn Company. Buf- 
fclo, N. T,, sole agents for the United 
States, 


Remember the name Doan's and.tak* 
|o substitute. 


MOZART'S MOTHER A DREAMER. 


Inquiries 
into the history of 
tlie 


Mozart family developed many ne w 
facts which will soor. be published in 
an interesting volume. 
O? Mozar:'s 


mother only two 
public 
documents 


tell. a. portrait in the Mozart house it 
Salzburg and a poem at Gasteln. The 
portrait proclaims her a, haughty, pr->- 
tentlous dame, the imeni srems to :-e 
the work of -an imerlucru-^d person. 
The 
liictiilry 
developed 
that 
Maria 


Bert'?! ''ozart, the mother of the com- 
poser. was a kind, simple woman wi'h 
a lovely face and 
vhose gilts 


of mind and body must hav furnished 
Inspiration to her child. 
\V.hiIe M •'- 
zart's father was a man of few ide is 
and a musician of most ordinary tyj rt. 
his mother was full of intuition, of a 
joyous and pleasing te.mpf-ra.ment. 
H 


great dreamer and friend of poetiy. 
characteristics 
she 
undoubtedly in- 


parted to her son. 


IN ORDER TO BE ELIGI.BLE. 


Miss Millie Holmes, Er,;;lish. hf.s. 


after 2 years residence, taken out nat- 
uralization papers in order "o be eligi- 
ble for a position at the Philadelphia. 
mint. Few women apply for natural- 
ization; but 
is noted 
"hat. 
Mi«s 


Holmes showed a rare knowledge of 
the constitution and passed the ex- 
amination with high credit. 


KEPT THE 
LAMPS BURNING. 


Mrs. Nancy Rose, who had kept fie 


Stony Point light for nearly half a 
century, died last Tuesday, at the a,-;e 
of 80. She succeeded her husband in 
1856, and up to within a f f w days of 
her death she had 
kept 
the 
1a.m.->s 


trimmed and burning, and rung the 
fog bell in the fogs. 
The bell tow»r 


was moved an eighth of a mile from 
the lighthouse, two years 
ago. and 


ever since Mrs. Rose had walked thit 
distance 
weather 


every three 
to wind up 


hour's 
in bad 


the 
machine -.- y 


only unhappy but dangerous. 
Tho 


housekeeper who carries the affairs of 
her household on successfully is en- 
titled to the honors of the general in 
war. But there are times when sh^ 
must rest Is she would continue strong 
and capable. Nature make no mis- 
takes even if she does shock the com- 
munity, and no matter what the hour 
may be it is time to rest and sleep 
when one feels .fatigued ana sleepy, 
and a wee nap in the very midst of 
work ivill sometimes prove a source of 
splendid strength fo' the remainder of 
the day. The little loss of time will 
be regained many times over. 


KEEP YOUR JEWELS. 


Nothing is more certain . than that 


no ornament, if it possesses any charm, 
should be 
carelessly 
thrown 
aside 


when it goes out- of fashion, because. 
if one only retains it and lives long 
enough she will yet see it all the rage 
again. How many, many years ago, 
every woman had, or sighed for, cam- 
eo brooches, earrings or bracelets. Af- 
ter bei:ig fashion?.';'? for 
long they 


suddenly 
lost 
all their charm, and 


were laid, or cast aside, 
as nothing- 


worth. But they 
have 
lately comn 


into favor again. It is the same thing 
with crosses. Once it was the cor- 
rect thing to wear a cross hanging by 
a short chain round the neck, and It 
was of gold, coral or jet; it was with 
pearls or diamonds, 
if 
the 
wearer 


were wealthy, it ' was 
plain 
l.f shp 


were of moderate means, but. it was 
declared to be a. pretty ornament and 
ever}- girl sighed for one. The day 
for 
wearing 
crosses 
passed. 
They 


shared the fate of the cameo. But now 
they have again become fashionable. 
and girls are turning over their moth- 
ers's old trinkets, In hope to find a 
cross she wore when a girl. 
The 


most popular style in crosses today IK 
the long slender one, and silver is the 
best fancied metal. 
Any and every 
kind of jewel is usad; nothing comes 
amiss, though of course the really old 
cross is preferred. One 
of 
carved 
ivory, or coral is highly prized. 


FRILLS AND SHIPPINGS. 


Not only are the skirts very full, 


but frills and shirrings are added, and 
the amount of material used in some 


Made Her 
Young Again 


HAM-HEALTH always brines back the natural and 
beautiful color of youth to Cray, faded or bleached hair. 
Gives new life and growth to thin h.-.ir. Prevents dan- 
druff and baldness. I* not m tlym, but a hair food, and 
positively restores gray hair to its youthful color. A _ . 
healthful hair dressing for mmit antf wommnt its use cannot be detected. See 
bow Mt». Mason, Nuttellburgh, W. Va., was made young again by using; 
• HAY'S HAIR-HEALTH 


"Find eacloied {2.30 for which 'snd 6 bo- tlei of Hair-Health. I am delighted with the battle 
tent me. My hair was so gray thai I was asharted for anyone to »ee me, and being so youog it almost 
killed me to think my hair was geu:ne whit* so long before I was an old woman, ent tAan&s ttffmi** 
Jit3Wl,ffraykairctutit«t6</fun*i* 
mykt*4xa& i have not used alt of ooe bottle." 


LAKOB 50C. BOTTLES. 
AT LEADING DRUQQISTS. 


Cut oat and sixu this coupon in fire days. take It to toy of th* following druggists and they win 
(In 
yoa m Iar»-e bottle of Hay'* Halr-HexHll and_a 3gc. caju of^Harfllw HcdlcatxJ Soap, 


the best axwpfor Hair. Scalp,Complexion, Balli and Toilet, both for Fifty cents; regular price, Me. 
IMxiMd by toadlne drantot* everywhere it their chops only, or by the Pfiilo HIT 
S|MCi*ltlW Co., 3?9 Lafayette St.. Newark, N.J., either with or without soap, by express, prepaid. 


on purchasing Hay's Hair>Hem!th 


-c 
—- , 
, 
J in the U.S. who his not been 
benefited, may have hi* money back by addressing FHILO HAT 
SreciAL-na:. Co., z*9 Lafayette St.. Newark, N. J. 
,,Rf/iut nttstitutlt. Ituitt fn having Hajfs I' ' " 


models is almost incredible. 
It is 


quite, the fashion to make elaborate! 
skirts unlined to wear over different 
slips, and especially black skirts which 
are inlet with black 
lace. A 
black 


gown of the latest mode is a veritable 
tour de force, and the toilet can be 
so changed by 
different 
accessories 


tha.t it always appears fresh. 


Very coarse laces a/e less used than 


formerly, finer threads with bold ef- 
fects and wide meshes are rjuite as 
prevalent as ever. One of the fads of 
the moment is the union of such lace 
with the old English eyelet embroidery 
which ir, again at the hight of popu- 
larity. 
In thin gowns, the much used 


Teneriffe wheels of last year again ap- 
pear. But this time they are rather 
a part of the setting for the embroi- 
dery than of first importance 
them- 


selves. A gown of white organdie re- 
cently seen will illustrate their use. 
The full skirt was divided midway its 
length by circles cut in the material 
and scalloped fine around the edge. 
These 
were 
filled 
with 
Teneriffe 


wheels. 
The deep shaped and shirred 
flounce was an ornate affair made up 
of the eyelet embroidery helped out 
with the wheels. The waist was dec- 
orated in similar fashion 


A LILAC LUNCHEON. 


One of the. prettiest spring enter- 


tainments is a lilac luncheon. From 
the center of the dining room chande- 
lier let lavender gauze ribbons ex- 
tend in waves to each 
plate. 
Clus- 


ters of lilacs tied with narrower gauze 
ribbon should be laid at each place. 
For a center piece 
nothing 
can be 


more effective than a miniature white 
wicker wheelbarrow filled with fra- 
grant 
blossoms 
of 
the 
lilac. The 


mantles, and grates should be banked 
with the same flowers. An abundance 
of vines or other green should be used 
with the lilacs but no other flowers. 


The color scheme should be carried 
out as far as possible in the menu. 
Tie the rolled sandwiches with bebe 
ribbon of a lavender hue. Serve the 
salted nuts and confectionery in cun- 
ning little boxes made of lavender 
crepe paper. Candied violets served 
in bird's nests of spun sugar add much 
to the table's appearance. The cakes 
should be white, iced in violet and the 
ices or cream tinted violet and mold- 
ed in fancy 
form. • A cream 
soup, 


salted wafers and a salad with whip- 
ped cream dressing should be used in 
a luncheon of this nature. Violet and 
white should . be, the the only colors 
used. The hostess anl those who serve 
should wear simple white with lilr.c 
ribbons and flowers unless their .whole 
costumes are lilac. 


NOVELTY IN PLACE CARDS. 


A late novelty in pla.ce cards is a 


tinted card with a small spray of rib- 
bon flowers tied on 
the 
upper left 


hand corner. The ribbon flowers have 
become a. real vvork of art anfi are so 
perfectly natural in form and color 
as easily to 
deceive 
one. A violet 


tinted card with a small bunch of rib- 
bon violets or a pink tinted card with 
a spray of sweet 
peas 
makes 
the 


daintiest possible place card and sou- 
venir. Ribbon flowers are also suita- 
bly 
and 
effectively used in candle 
shades for table decoration. The foun- 
dation shade is made of pointed leaf- 
like shapes of crinkled tissue paper. 
with the top finished by three or four 
green leaves coming'down over the 
paper; a spray of the ribbon flowers 
entwines the shade, running over this 
foundation. 
These 
are 
quite 
the 


prettiest thing of the kind that has 
been shown in the New York shops 
for some time. 


OSUOUD BUU3.. Sorenth lull Broadway. COLLINS BROS.. 1105 Wtshluftou; W13HAKT. 
tk and Washington; IOBRIN13B. SerenUi and Uark«t atrettt. 
«"««*. 


THE DECORATIVE NASTURTIUMS. 


No other summer blossoms affords 


more charming effects for table deco- 
rations than does the nasturtium. Its 
brilliant 
blooms 
of scarlet, 
ruby, 


pink, yellow, cream or maroon accord 
with 
almost 
any color scheme, its 


beautiful leaves are wonderfully dec- 
orative, while its long blosoming ten- 
drils add very graceful touches to a. 
centerpiece. 
Nasturtiums are at their 


oveliest in a bowl or vase of clear 


I glass, through which can be seen their ! 
I beautiful stems. I saw 
them used ! 
once delightfully for an afternoon af- ; 
fair, in which was utilized a ribbon i 
decoration 
of -grayish-bluish 
green j 


satin 
that 
harmonized 
excellently ' 


with the peculiar silvery hue of nas- 
turtium leaves. 
The ribbon was run j 


from corner to corner 
of the • table i 


and iu its center was placed a bowlful j 
of 
flame tinted nasturtiums, with a j 


wealth of leaves. In the half diamond i 
shaped spaces left on the snowy linen, j 
cut glass dishes filled with bonbons, 
salted nuts and olives were set. 
The 


effect was simple as it was charming. ( 


RENOVATING THE CENTERPIECE, i 


I 
had completed a dainty tatted 


centerpiece in the form of a five- 
pointed star. The .linen forming the 
middle portion was unavoidably rum- 
T>led. 
Ho\v to make it fresh again 


wuthout wetting the tatted border, or 
leaving signs of it haying been done 
up, was' the problem. 
The smallest 


iron in the laundry would not work 
into the slender points, besides, the 
heat on the 
linen 
before 
:washing 


might yellow it. I took the glass from 
a large picture frame, laid it on the ta- 
ble and spread the centerpiece upon 
it; then with water and a clean cloth 
dampened and patter until the linen 
portion was wet through, and clung to 
the glass as thoug-h pasted on. Next 
morninsr when "peeled" from its rest- 


IN CARPET CLEANING TIME. 
Take a pailful of v ater and ad:l to 


it a gill of ox-gall. Rub it into the 
carpet 
with .a soft brush. It will 


raise a lather, which must be washed 
off with clear, cold -rater. 
Rub dry 


with a clean cloth. 


fn nailing down a carpet after the 


floor has been -washec. be certain that 
the floor .is quite dry or the nails will 
rust and injure the c irpet. 
Fuller's earth is u ed for cleaning 
carpets, and a weak solution of 'alum 
or soda is used for re -iving colors. 
Beat a carpet on the -wrong side 
first and then more gently on the 
right side. Beware cf 
using 
sticks 


with sharp points, wh ch may tear the 
carpet. 


Persons accustomec to the use of 


tea leaves for sweep ng carpets, and 
find that they leave s :alns. should try 
fresh cut grass inst* id. It is better 
than tea leaves for prsv-entinp dust and 
gives, the carpet a blight, fresh look. 


A half-worn carpet may be made to 
last longer by ripini 
it 
apart and 


transposing the bread hs. 


A stair 
carpet sh mid 
never 
be 
swept down with a ong .broom, but 
always done with 
E 
short-handled 


brush and a dust pan held closely un- 
der each step of the stairs. 


Oil-cloth should ne -er be scrubbed 


with a brush but, 
a :ter 
being first 


swept, it should be cl>-ansed by wash- 
ing with a large, soft cloth and luke- 
warm or cold water. On no account 
use soap or hot wate -. as either will 
bring off the paint. 


Straw matting may be cleaned with 


a large coarse cloth dipped in salt 
and water, and then wiped dry; the 
salt prevents the maning from turn- 


i ing yellow. 


THINGS TO Rl MEMBER. 


Save all old silk har dkerchiefs. Var- 


ious are the uses the; can be put to. 
They make better dus ers fo:- polished j 
wood than anything c ne can buy. An i 


j old 
white 
silk ham kerchie>f 
folded 


smoothly and laid ov< r a soi-e. caused 
by lying in bed, has been known to 
give relief and heal 
t when nothing 


else would. An Engl sh ladies' maid 
always used a soft s Ik handkerchief 
for stroking her mist -ess' hair, using 
it night and mornlnf 
In place of a 


brush, and with exce lent results. 


White 
ostrich 
fe; thers 
can 
be 


cleansed by making a nixturo of white 
soap shaved into sma I pieces, boiling 
water and a little sodf. Aft,er this has 
dissolved and cool di > • the 
feathers 


into it and then dra\- 
them 
gently 


through the hand, rep 'ating the oper- 
ation several times. T hen rinse thor- 
oughly in clean water, with a trifle of 
blueing added. Shake dry and curl. 


A filling for cracks in floors is made 


by putting sawdust Ji a crock, pour- 
ing over it enough 1 oiling water 
to^ 


cover. 
Mix it well ; nd let it stand 


from ten to fourteer 
days, until it 


is almost pulpy, stirr ng it occasion- 
ally. Then slowly boil until i: becomes 
of pastelike consisten- y, put in cloth 
and squeeze out 
all 
the 
moisture. 


When ready to use, ac d a small quan- 
tity of thin glue wa .er. 
The paste 


may then be pressed into the cracks 
and evened off with a knife. When 
dry, put on oil or stai i. 


USES FOR LEMONS. 


Lemon 
blancmange: 
To one-third 


of a cup of lemon juic - add two-thirds 
of a cup of orange ju ce and one cup 
of water. 
Bring to tl e boiling point, 


then add three table: poons of corn- 
starch mixed smooth in a little cold 
water, a pinch of sal and three ta- 
blespoons of sugar. 
Let boil slowly 


for ten minutes, stirri tg- all tlie time, 
then add the whites 
of 
three eggs 


beaten to a stiff snow. 
Stir well, re- 


move from the fire, md 
pour 
into 


moid. Serve cold with a custard made 
with the yoke of the two ngrgs, one 
pint of milk, two and one-half table- 
spoons of sugar, and half a teaspoon 
o; lemon extract. 


Lemon Snaps: 
One pound of flour, 


half a pound of butt -r. one dcssert- 
poon of allspice, two oC ground gin- 
ger, the grated pee! >f half and the 
juice of a large lemo: . Mix all well 
together, add a cup o molasses, heat 
it well, pour'in on bu tered sheet tins 
and spread it thinly c vet- them. Bake 
in a rather slow ovt n.. . When donp, 
cut it into 
squares, 
and 
roll each 


square around the finger as it is rais- 
ed from the tin. 
These are quite as 


delicious a.s the best 
brandy snaps 


sold by confectioners. 
. Lemon syrup: 
Squeeze 
the 
lem- 


ons and strain the juii e carefully. 
To i 
one pint of juice add two round? o f 1 
sugar, and set it away until thorough- ] 
ly dissolved, stirring it occasionally. ; 
then bottle it. One o 
two teaspoons. 


in a glass of cold wa er wil: make a j 
delicious lemonade, a id it. possesses 
the merit of being alw tys ready. 
' 


THE HOLLANDER'5 MANNERS. 
Always an interest ng people, the 


Hollander's manner 
if 
dining and 


kind of foods used, 
s 
equally 
Kn. 


While they practice ec inomy thev live 
well. In Medical Talk Elizabeth Van 
Raders writes er.tertf ininply as fol- 
lows: 


The food is of the b' st quality. Wa- 


ter is everywhere goo< . The meat is. 
of course, excellent. 
._ Dutch cow is 


a picture. 
Butter, m Ik. cheese a.nd 


poultry are splendid. 
Fruit and veg- 


etables fine, profuse a i d cheap. 


A Dutch breakfast consists of tea. I 


or chocolate with bre; d (all sorts of 
bread, black, rye an !' graham, and 
bread baked with cui rants and rai- 
sins) and butter and cheese, jam or 
honey, and one or two boiled eggs. No 
meat, fish, pancakes or breakfast food. 


A peculiarity of thj Hollander is 
that he prepares his biaad in the form 
of a sandwich before he eats it. and 
it is very palatable. 
Bread is very 


good in Holland and 
.veil, .b'iked. No 


woman 
thinks 
of bf king bread 
or 


breakfast cake herself. 


The lunch, at noon, consists of cof- 


fee with bread, buttei. cold meat or 
sausage, some warm d sh and fruit. 


•The dinner, at six. "'clock, consists 


generally of soups or fish, meat with 
vegetables and 
potat ies. 
and some 
pudding- or custard ar 3 fruit. 
Wine, 


beer or water as 
bev^ rage. No pies, 


dumplings, biscuit or g ;ms. The meat 
is always prepared .wi:h fresh butter: j 
therefore, has an exeel'.ent gravy that 
needs nothing to make it tasty. 


>:<.--y-v; 
;•& - Iv4.-- 
.3rt.-~.-p 
y-t.'f ,-.-•' 
'.•/-•".-;.-'', 
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THE CHILDREN ENJOY 


greater part of that healthful development which is so csseotial^rth'eir 
happiness when grown. When a laxative is needed tho remedy which is 
g-iveri to them to cleanse and sweeten and strengthen the internal orcrans 
on which ,t acts, should be such as physicians would sanction, becau4 i"s 


H h f 
used by fathers and mothers. 


±u, ^f^J^6* ^dici»" are not needed- and ""en "ture n«ds 


Its qua.ity is due not only to the excellence of the combination of the 


laxative principles of plants with pleasant aromatic syrups and juices but 
also to our ordinal method of manufacture and as you value the health of 
the little ones, do not accept any of the substitutes which unscruoulous deal- 
ers some.imes offer to increase their profits. Tha genuine article may be 
bought anywhere of all reliable druggists at fifty cents per bottle. Please 


to remember, 
the full name of the Company — 


CALIFORNIA FIG SVR.UP CO.-is printed on 
the front of every pack- 
age. 
In order to get its 


beneficial.effects it is al- 
ways necessary to buy 
the genuine only. 


-s\ IV, 
fifr* ( />-> 
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The vegetables are always stewed in 


much butter which makes them very 
good to eat. 
Dutch oysters are gen- 


erally eaten raw. 
In the evening, at 


eight o'clock, a general family gath- 
ering around the table to drink tea 
with cookies. Very nice and jolly. 


I am sorry to say that pretty nearly 


all men smoke, and many very much. 
In fact, a Hollander or a. Turk smokes 
more than any other nation in Europe, j 
They drink also pretty much. 
The ! 


only excuse is the wet climate. It is I 
considered bad 
taste for 
women to j 


smoke. 
They can drink a glass of 


good wine, though. 


Dyspepsia and neurasthenia are pret- 


ty rare in Holland. A dyspeptic is 
laughed at, and a nervous person very 
much Ditied. 


Deafness Cannot. Be Cured 


By local applications, as 
they 
cannot 


reach tho diseased portion of the ear. 
There is cnly one way to cure deafnesa. 
and that is by constitutional remedies. 
Deafness- is caused by sir. inflamed con- 
dition of the mucous lining- of tlie Eu- 
stachian Tube. 
When this tube is in- 


flamed you have a rumbling, sound or im- 
perfect .hearing, and when it is entirely 
closed Deafness is the result, and unless 
the inflammation can be taken out and 
this lube restored to its .normal condi- 
tion, bearing will ho destroyed forever. 
.Nine cases out of ten nre caused by Ca- 
tarrh, which is notliing but an inflamed 
condition of the n-.ucous services. 


"We •will grive One Hundred Dollars for 


any 
ca«e of D^afiu-ss 
(caused hv ca- 
tarrh), that cannot bo cured by Hall's Ca- 
tarrh Cure. 
R^ncl for circulars, free. 
F..J. CHKNKY & CO., Toledo, O. 


Sold .by Druggists. 75c. 
Hall's Family Pills ate the best. 


c°fswt>;rTt 


There is Satisfaction 


Ou the Pure of ihe Man 


Who Drinks 


BUFFALO BOHEMIAN 


LAGER BEER 


satisfaction 
with the beer, satis- 


faction with his judgment in se- 
lect ing 
so ffood an article for 


which 
he pays so small a price. 


Handy 
thir.jj to have about ihe 
house. Shall wo send you-a case'.' 


HANSEN S KAKIER 


AlameJa 
Coumy 
Agents 


S. E. Cor. Eighth and Webster St*., 


San Francisco Business College 


JUST ARRIVED 


THE LATEST EFFECT IN 


Wall Paper 
tight green tones, stripes and flow- 


ers. 
You may be sure we have tlie»> 


styles and patterns. 
E.C.THURBER&CO. 


.Phone Main IO96 


463 TENTH STREET 


PAINTERS AND DECORATORS 


ScotfsJantal-Pepsin Capsules 


A POSITIVE CURE 


i-e remove t.o our new location in the SCOTT & VAN 


ARSDALE BUILDING, 738 Mission S'., near Third. 
This is a ne\v, firs- 


proof building-, with three fast elevators, electric lights, sten 
heat, air! 


other modern conveniences. 
We have the finest school rooms in the West. 


ONLY 12 MINUTES WALK FROM THE FERRY. 
If you want a pood position, join us, as we get more positions than 


all the schools in the State, outside of this city, combined. 
San Francisco Business College 


7 3 8 M i s s i o n S t r e e t , S a n F r a n c i s c o 


Until June 1—1236 Market St. 


For Inflammation orOatarrhof 
th* Bladder and Diseased Kid- , 
ticyp. MO CURE WO PAY. Curw 1 
•illicitly and permanently the j 
worst cages of Gonorrboem j 
and <31eet« no ranter of bow I 
longstanding. A b s o l u t e l y 


rmlcas. 
Sold by druggfeti. 
rice $1,00, or by oiatl, poet- 
aid, tl.0 


i.l_V, 
UI 
11} 
UlttLl, 


,00, 3 boxoo, 12.76. 


•THESANTAL-PEPSINCO, 


Bellefontaine, Ohio. 


! Wishart's Drug Store. Agents for Oakland 


Sweet sleep copies to the baby 
who is properly fed with a 
proper food. 
Me lin'a Food 


babies sleep well. 


MBLLIN » FOOD CO.. 8 >8TON. MASS. 


BUSINESS 
COL.L.E.GE 


24 
Poa,. Street, 
San 
Francisco. 


Established iu 
years. 
Open 
entire 


year, 


The Great Business 
School 
I« 
th« 


metropolis of the West. 
The oldest, the 


largest, the best. 
It has trained 20.00(1 


people. 
Us annual enrollment Is 1000. 


It~ cannot 
supply 
the 
demand 
for 
Itj 


graduates. 
Get the best business edu- 


cation. 
Go where tne opportunities ar» 
iht Rreatest. 


Over fiOO calls ar.nuaUy for 'ha er&du- 


Rten of the college. 
Open the entire year, 'lay and evening. 
individual Instruction. 
Write for Illustrated ca-tatogne. 


J. H. AYDELOTTE. 
E. P. HEAUX 


Vice-President. 
President. 


ALASKA 


REFRIGERATORS 


OAK-GRAINED 


SOLID ASH 


WHITE ENAMELrr 


OPAL LINED 


CRYSTAL GLASS LINED 


r 


FOR 


HOUSEHOLD 


BUTCHERS 


GROCERS 


CREAMERIES 


The "Alaika" will keep provisions longer, and USE t-ESS ICE 


than any other Refrigerator on the market. 
W. W. MONTAGUE & CO., 
S 
NA°N 'M&SSK 


SATURDAY EVENING 


^^ 
f^^ipF-pf^fp;?;!*!^^^ 
V-< 
- •"'•*••?, •"yiv'' '• 
• °" ' "".'-' 


OAKLAND TRI3 ONE 
JUNE4,19O4 


Oakland CDrltmw, 


Telephone 
Private Exchango ft 


AMUSEMENTS. 


OAKLAND. 


Pex— Vaudeville. 
Novlty — Vaudeville. 


Star— Vaudeville. 


• 
SAN FRANCISCO. 


Columbia.— Maude Adams— "The little 


Minister." 


California — Janice Meredltu. 
TlvoN — "The Toy Maker." 
Central— "A Celebrated Case." 
Alcazar — "Tollgate Inn." 
Orpheum — Vaudeville, 


PICNICS 
AT SHELL 
MOUND PARK. 


June 4 — Stare of Maine Association. 
June 5— Garibaldi Guard of San Fran- 


SATURDAY 
JUNE 4. 1904. 


PERSONAL 


IF GEO. 8. JOHNSON*, of Forest. Sierra 


county. will communicate with E. S. 
Page. E>6D Broadway, OakUtnd, l,c may 
learn something to Bis advantage, c 


NOTICE! 
NOTICE is herety given that I have dis- 


posed cf my interest in the stationery 
Store at 925 Broadwiiv to O H. Bohme. 


June 1st. 1904. 
c 


TYPEWRITING, stenography; remonablo 


ing. 
906 Broadway, looms 59 t" 62. c 


BOX FIREWOOD, $2 per load, JOc per 


each; delivered In Oakland. Berkeley 
and Alameda. 
L,edgett, 711 4th St.; 


TAMALE COLLEGE— We teach you In 


one month; money in the buslne: s. Ilo3 
Peralta st. 
c 


SITUATIONS WANTED— 


FEMALE. 


COMPETENT young lady wants position 


In office as copyist or general 
office 


work. Address Box 1505. Tribune, h 


C OMPETENT woman would So out . by 
the day putting up fruit, jellies, etc. 
Apply 737 14th St. 
' 
n 


I'RESSMAKING, first-class, in families 


or at home; latest designs; fit guaran- 
teed. Call or write 1118 Brush st. h 


COMPETENT 
professional 
nurse 
will 
care for refined convalescent or invalid 


erences. Address Box 1607, Tribune, h 


,._ 
^, 
.„, 
. . 
.-toViiio frn /In rpn- 


eral housework. 
Call 
853M: Franklin 


St., near 7th. 
" 


, ^rt_ c f t n a t l n n to 


do housework in .small family; city or 
country. 
Call 668 7th st. 
h 


' „„ 
T^to 
-in«i'fn1 
1O 


care for young child or elderly person 
Address Box 151S. Tribune Office. 
h 


•1 WO Japanese 
girls want 
places 
as 


cooks, washing and ironing, housework. 
Call 010 Telegraph ave. ; phone Main 
[,QI> 
• 
h 


HELP WANTED— FEMALE. 


WANTED — Young woman 
for 
general 


housework; 3 in family. 
S31 Central 


avf>.. Alarr.nda. 
e 


WANT13D — Young 
woman 
for 
general 


housework; wages 
$25. 
Call at 
ID..S 


Mh ave.; car fare paid. 
e 


\VANTKD— A neat girl for general house- 


work. 
S10 14th st. 
« _ 


WANTED— Girl 
for cooking and 
some 


(lass girl n"ed apply. 
1S27 Myrtle bt. e 


WANTl-'D — Younfi 
woman 
tor general 


«2n i>0 
f>7'; Albion street. 
e 


WAN'TKD— An 
exrei'lcTicorl 
woman 
as 


the Ladies' Rcliff Society of Oakland 
nt 
Temi'seal 
Address 
Mrs. Warren 


Olncv. -1S1 Prnspcot ave.. Oakland 
e 


'VANTED— HouKCkopper by man with - 


I'hllrtron 
Apply 507 A'cut.-az a.\a.. oK 


Telegraph. 
° .. 


FURNIS 


GOLDEN 


merits. 


FURN'ISI 
month. 


TWO or 


f3r hot 


TH REE 


houaek 
1 block 


TH REE 


keeping 


TWO su 


WELL C 


kitchen 


SUNNY 


ily. 1 b 


Fi'RNISl 


St.. 
no 


LARGE, 


furnish 
( losets 
_ 
___, 


(ram. 


• ]»rlvate 


piano 1 
•walk t 
JJlack 


TWO or 


nlshed 
I'th at. 


LARGE, 


terms 
ing^. 


IJBIfiRT 
now 
r 


-nt'-d; 
•\vcek i 


' rapsie 


TWO ni 


Honabl 


gentle' 


Fl'RNIS 


ROOMS—TO LET. 


HOUSE. 462 12th St.—Fur- 


nished rooms and housekeeping apart- 


HOUSES UNFURNISHED— 


TO LET. 


803 rooms, $2.50 


Grove st. 


to 
$12 
per 


e furnished rooms complete 


housekeeping, with barn and large 


S59 Oak st. 
__n - 


or four 
furniEned 
rooms 
for 
:eeping; bath. 
1221 Franklin Et., 


block from narrow #auge depot. 
n 


TtlREE furnished rooms, bath, for house- 


children. 
493 23d st. 
n 


sunny front housekeeping" room;:. 


urnished sunny front suite with 
, etc.; new cottage, near local 
505 E. 12th st., near 10th ave. n 


shed rooms in private fum- 


block from train; bath and phone, 
s. 915 Myrtle si. 
n 


ZD room for rent.. 
1162 Brush 


20th. 
. 
n 


sunny corner, bay-window, un- 


led room; running water, ball-., 
. gas. Box 1506, Tribune. 
n_ 


SIXTEENTH 
ST.—10 
newly 
fur- 


ro"oms, full. 
Call and 
invesU- 


3N'T—Sunny front 
bedroom 
in 


family; bath; 
use 
of 
phone; 


f desired; on car line; 7 minutes' 
walk to local train; reasonable, Phone 


$15—Swell 4-room cottage; cl >se to town 
and schools. 


J35—Beautiful 
7-room 
cott ige; 
brand 
new. 


$25—Very nice cottage, 1366 Brush st. 
$^5—Pour swell 
flats 
in tl e heart of 


town. 
$50—Elegant, modern store; sunny; fine 


windows; large basement, 
• tc. 
We have a choice lot of two-;tory houses! 


in all parts of the city, 
j Iso a sreat 


manj' furnished houses to -cut for the 
summer months or longer. 


LAYMANCE REAL EST; TE CO., 


460-462 Eighth st. 
I 


REAL ESTATE, 


REALTY-BONDS & FINANCE CO. 


1172 BROADWAY. CORNER' 14TH ST. 


REAL ESTATE. 
REAL ESTATE. 


HENRY A. BUTTERS 
President 
JOHN A. BRITTON 
Vice-President 


ANSON S. BLAKE...'.-'d Vice-President 


REAL ESTATE. 


FIVE-ROOMED cottage. 36'h st. 


San Pablo ave.: 
Keand, 458 8th 


$17; 
wate 
free. 
Oaklan 1 


near 
Mc- 


1 


INSURANCE. 


COSY home, 6 rooms, nearl • new. 


673 Sycamore St.. near Gn ve. 


No. 


1 


FOR RENT—A modern houst of 9 rooms. 
1 block from 14th st. stat on; reason- 
able. 
Apply 313 Hth at. 
1 


FDR RENT-MISCELLANEOUS 


AUTOMOBILE barn for rei t; 


month. 
072 Hobart at. 


7.50 
per 
P 


*—$2600.— 
Fine 5-room cottage on north side ' of 
street, close :n and one-half block from 
car 
line; recently 'feuill- for owner's 
home; in fine condition inside and out, 
let us show this to ynu: easy terms 
can be ai ranged with 'thu ' owaer. 


I* OR KENT—Organ; first cla s condition; 
rea-sonuble. 
Address 
BOJC 1133, 
iVii>- 


urio. 
p 


LODGING HOUSES—F3R SALE. 


four housekeeping rooms, 
or unfurnished. 
F. Kiiss. 


fur- 
457 


MADAME SOUDAN, well-known 
. 


ual medium; hours, 10-12; 1-6. 
T13 
St.. nr Washington. Truth or no ftp. 


._irii 
'.V \NTKD—A young woman as assistant 


i i n i h i 
I" kitchen; one who lives at home pre- 
ferred. 
Apply at Woman's Exchange, 


MRS. 
J. BODELL has moved to 854 


Brush St., cor. 7th, where she will be 
pleased t.j see old and new frl< ml?, c 


ELECTRIC 
treatment, 
face 
an-1 ' body 
massage a specialty; 
shampooing 
and 


scalp treatment. 
Mrs. Dr. Livingston. 


1226 Broadway. 
Tel. Black 60SJ. 
c 


— 
ri34 14th st. 


TA1I.ORESS or apprentice wanted. Call 


Killlan 
Tailoiinpr Co.. 317 San 
Pablo 


ave. 
5_ 


MRS. HOTTER. Clair\oyant, Canl Read- 
er, Palmist Me up. 
1003 Franl.lln. 
c 


"LE LYONNAIS" French 
Dye'.ns and 
Cleaning Works Jos. Martin, piop., 5i3 
San Pablo ave., bet. 19th and i3th sts. 


_Tel._Brush JS31. 
o_ 


COOKING .made easy; 
taught 
in 
your 


own kitchen: st>les new and olii. 
Miss 
Gordon 
1221> Franklin st ; phone Red 


581. 
o_ 


LADIES, when in nerd send for flee trial 


of our never falllr.g remedy; relief sine 
and o.utck. 
Paris Chemical C"., Mil- 


waukee, V/is. 
c 


JAPANESE florist—"We have at rll times 


fresh cut flowers and general floral uo- 
slgns and house plants at the lowest 
rates; orders promptly and satis''actoi iiy 
filled. F. M. Frank, adjoining Narrow 
Clause Dtwt, 14th st. 
c 


"•»• 
aiid 


HAMMAM BATHS reopened under new 
management at 
northwest corner 
or 


Broadway and 9th st.; electric. Turk- 
ish, Russian, 
medicated and 
mineral 
baths; separate apartment* foi ladle 
electricity 
and 
hand 
rubblr.g 
plunge: 
first-class 
accommodations. 
Doc William Porter, prop. 
c 


BAN FRANCISCO WINDOW CLEANING 


CO.—Special 
prices 
on 
wui kly 
or 
monthly contracts 
for clonnii g win- 
dows, mirrors, show ruses or S'tubMng 
f]oor«; 
nvrtt 
W(trk g:uar.inteprt. 
Ofllc*1. 
N. 
\V. cor. lotli st. and 
Broadway r 


telephone Lake 1C:.'. 
c 


ANTED—A girl for general housework; 
must l>e good cook; family of 2: refer- 
on to required. 
Apply at 602 Walsworth 


live., mornings: phone Red 4176. 
e 


SITUATION'S WANTED—MALE. 


VOL'NG man of good habits desires posi- 


tion in real estate or Insurance office; 
has had several years' experience as 
'•nllector. 
Apply Pox 1493. Tribune, g 


\VANTED—A responsible position by an 


industilou.- reliable man: best of ref- 
erences. 
Box 1514 Tribune. 
g 


I.\PANESE DAY WORK CO.—Compe- 
tent help ot any kind. 
90S Telegraph 


ave.; Tel Main C92. 
g 


HELP WANTED—MALE. 


WANTED—Experienced 
driver. 
Apply 


Goldberg Bowen & Co., 13th and Clay 
•is. 
' 
a 


UBTKCT1VE—Can 
you spare 
part 


voi:r time for profitable detective -work? 
No expel iom.e. needed 
Write Amerl- 


e.in Detective Association, Indianapolis, 
Ind. 
.'' 


\VANTKD-YounK man with some ex- 


perience in electric work. 
915 Jackson 


st. 
! 


J3AS CONSUMERS' ASSN. reduces your 


bill 20 to 40 per cent. 
1004 13rindway. 


GENERAL NOTICES. 


•NCLB SAM WANTS HELP—14.000 ap- 
pointments last year; free examination 
paper and 
catalogue giving positions 


;iml snl.iripi. 
Dept. p.. Western Cor- 
respondence 
University. 
925 
Golden 


Gate avo . Snn FrnncLsco. 
d 


sunny furnished room for ^dult; 
reasonable; 
pleasant 
surround- 


3055 Brush St. 
n 


Y INN'. 1226 Broadway—Under 
management; 
thoroughly r»no- 


cican. sunny rooms, from $1 a 


week up; special low rates given slrglo 
also cheap housekeeping suite's: 
ent 
rooms 
from 
25c uy. 
122C 


way. 
n 


LODGING-HOUSE: very ccitral; $1500, 


half down. F. Kings, 457 ith St., near 
Broadway. 
A. D. ATHKRTON, Nota. y Public. 


<:j Eleventh st. 
Phone Black P361. 


2'i r.; cheap rent; $1400. 
1) r.; must be sold; $650. 
13 r.; on one of the be.st st eets; $'500. 
10 r.: sunny corner; $500. 
40 r., 
nne 
transient; $3500 


36 r., good corner; $3250. 
This is a few of the mani I have lor 
sale; mon?y to loan on pu -chase price. 


y furnished single rooms; rea- 
'1025 7th ave. 
n 


furnished 
room, 
suitable 
for 


leman. 
760 llth st 
n 


SHED 
or 
ur.fumKlhed — Large, 


bay window room: grate; reason- 


able. 
1563 Franklin st. 
n 


Sl'NNY unfurnished front room; terms 


54 and 
use 
of phone. 
Address 
Box 


1497. 
Tribune Office. 
n 


ELEGANT sunny furnis-hc-d 
rooms 
for 


housekeeping. 
1113 Jefferson st. 
n 


Sl'NNY room, East Oakland, near Clin- 


ton station and street cars; no other 
roomers; reasonable to desirable party; 
references. 
Address 907 4th ave. 
n 


THE best house in town for furnished 


rooms. 
Central Hotel, 616 12th st. 
n 


ELEGANTLY furnished, th .roughly es- 


tablished private bonrdinj 
house, for 


sale at a bargain. Box 15C ', Tribune. 


—$3000— 
. .. 


Fine !lttl.;'4-room cottage on cross street 


near T 'legrapr. ave.; nuw and modern 
and has little barn in reur; the .lot Is 
36x100 feet; let us show this to you; 
terms can be arranged. 


\ — $3500 — 


Here IB an S-rbom houst 


side of fine cross stiuct, 
block to cars and is in 
dence district; new ,iml 
every convenience; 
$r.UO 


or. the north 
only one-half 
splendid resi- 
modern, with 
down., balance 
, 


like rent; let us show this to you. 


— SJ600— 
Fine new 5-room cottage on cross street. 


near Tclesrapli HVC.; well 
bu.lt 
and 


conveniently airange.l; the lot is oOx 
115: easy 
torms 
LUII be made with 


owner. 


HOLCOMB, BREED & BANCROFT, Inc. 


No, 1060, Broadway, Oakland. 


FORECLOSURE SALES. 
ew l^f story cottage; 5 rooms, 
bath; modern; lot 30x126. sunny; Hue 
location; close to schools, :ars and Key . $1250—No'nb\ 
Route trams to S F. 
Very easy terms. • 


$2600—New 
Colonial 
hous-\ ' 
7 
large 
rooms; nne dining room; modern in! 
every detail; sunny side, lot 36x106; 
close to schools, cars ali'l Key Route 
trains; line view of Berk.'ley hills and 
Golden 'Gate; 
small 
pa> ment 
down, 
balance on easy monthh- payments. 


$2600—"New Colonial house. 
7 
rooms, 


bath, etc.; on a good coiner on Tole- 


. 'graph Ave.; lot 35x104; fine location 


and surroundings: 
close- 
to 
schools, 
cais, Santa Fe and Key Route trains 
to-S, F.; small cash payments, balance 
same as rent. 


$3100—New Colonial" housr; 
8 
rooms; 


modern in every particular; gas and 
electrk- lighting; lot 42x115; 
dote to 


Telegraph Aye. and erosi town 
Key 


- 
Route, -trams; -first-class surroundings, 
everything new; smell jnyments, bal- 


. ante easy monthly pnyirenus. 


2000 


These properties must be suld and'prico= 


are reduced for quick pnie and trims 
Will be made to suit, rail early anu 
get keys to inspect premises. 


KOLCOMB. BREED ,fc T3AXCROFT, Inc. 


Xo. 1060, Broadway. Oakland. 


TAYLOR BROS, .t CO. 
and 
Financial 
Real Estate, Insuranr 
Agents. 
1236 Bio-i'lway, Oakland. Cal. 


Telephone' Cedar 351. 


_. ... 
..:tlo cottage of 4 
rooms 


and bath in East Oakland; one block o5 
car line nnd three blocks of 12th ave 
S. P. depot; K-ist front. 
130. 


$1250—Neat litile cottage "f 5 rooms; lot 


40\140 ft., Mluat^ in Piedmont within 
one Mock of Now Key 
Route depot. 


Tills is A bu'gain. 
H45 


$1000—Modern cottage nf 4 large rooms, 


high bnscmont; 
]r>t 30x100 
ft.. Wals- 


worth ave.. close in. 
1-6S 
{1750—Modern. up-M-rtate cottage of 5 


loom!-, high bailment. 
barn. 
Linda 


Vista. 
1202 


$1751'—Coltagp on Adeline St.. nr. 32nd 
St.. 
r> rooms ,ind luith, icnti'iR $15 per 


month, enry i,;is-s ,k>'ir 
. 
H46 


$185"—Now model n collage of 5 loom.s. 


hlsh li.wmom. 32xl'i'i f; ; tcrnr;; near 
2"nl A w. Pt.Hlon 
R 


S3SS1—Fin'1 house of 
7 
Inrgo 
rnnms, 


t'lir,t<''ti iiist:'l''t: 
u-IIH! 
neighborhood, 


within ore block 
i>f inr line. Owner 


fnrc'-il lo t-dl 
1321 
IM-:RK is A KF.AI, liAR^Aix. 


$210f)--Kl<'ir:im cntliS'' "f 
~ 
l'''|i.iir. wu'i in !•'",>' h;) l n 
in 


! 
f! 'iniaqe; 
Ji'ln St.. tl' ar 
Urnac'.^ay 


! 
Vu ie t-. your ttppurt ' i n i t > . 
Owm>r inns 


leave cit 
I'll; 


AXOTUKK SNAP. 


, M i:nl--Hi .1 ml 


i 
I'llnm*. 
' ' ( i l l 


rcn-nis. line 
:'.-Mr. 
fi5 
ft. 


CALVIN B. WHITE, 
Ex-Sh'f Alaineda Go. 


. 
. 


W. S. HARROW. 


Und. r Sh'f 27 yrs. 


W. S. HAR1.OW <t CO. 


Real Estate and 


. ' 
Insurance. N o t i f y 
Public. 
Broadway 
Oakland, Cal. 


MANUFACTURERS AND 


SEE 


liVEHYHODY 


THIS FINE 
BUILDING 
SACRI- 


FICED. 


—$2750— 


Adeline st. bungalow, new and modern; 


it contains 6 rooms and bath and will 
make excellent home, Key Route very 
close to this; terms can be airanged. 


OR SALE— In Berkeley, a 
S. P. ter 


minal, a 
good paying 
le 2ging:-house; i 


place for restaurant 
If 
T anted; 
long : 


lease. 
Apply Needham & \"ewton. 2131 ] 


Center St., Berkeley. 


INSURANCE. 


FOR SALE — Lodging-house of 18 rooms ! 


nnd hall. 
For terms appl .• at 416 Sth , 


.REAL ESTATE. 


FOR SALE— MISCELLANEOUS. 


, REALTY-BONDS & FINANCE CO., Ino. 


i 
1172 Broadway, Cor. 14th St. 
u 


FOR 
SALE—One large ba / horse for ; 


family or doctor; also one small deliv- | 
eiy horse. 
Algeo, IGth an 1 Peralta. 


A NEAT, sunny room for rent; separate , 


entrance; convenient to theaters; use of j i O R 
telephone. Address Box 14'I6. Tribune, n 


84J 
WEST—Three sunny housekeeping 


rooms, 
unfurnished; 
fO. 
Inquire 844 


•'OR SALE—Horse and nei- rubber-tire 


buggy, good traveler! swel outfit, suit- 
able for drummer or docto -. 
Apply 059 


Broadway, room 29. 
x 


SALE—Camping 
t>U' kboard 
and 


harness, cheap; also gra> horse. 
Sth 


and Harrison stables. 
x 


West st. for key. 
n 


TiiREE sunny rooms for light house- 


keeping; kitchen furnished; eas range; 
bath; nr. Sth ave. cars. :"77 ]01h ave. n 


F'JRNISHED 
or 
unfurnished 
rooms, 
single 
or 
housekeeping; 
bath, gas, 


phone, hot water. 
936 Filbert st. 
n 


THREE rooms to let; S6. 313 6th Ft. n 
ONE front parlor and other rooms; veiy 


central. 
215 13th St. 
n_ 


SUNNY rooms 
furnished; near 
Public 


Library. 
"19 14th st. 
n 


FOR RENT—Three furnished rooms for 


2. Apply 920 FiUiert at. 
n_ 


ELEGANT rooms, 11COIJ Broadwav, over 


Saddle Rock restaurant. New manage- 
ment.^ 
" 


SUNNY offices and housekeeping rooms; 


also other rooms. 
1104 Broadway, cor. 


12th 
st. 
" 


SMALL saddle horse, drli ;s s;ngle or 


double, light harness and buggy, pole 
and shafts, surrey harnes ; New Eng- 
land organ; cheap. 
830 I ast I51h St.. 


East Oakland. 
x 


FOR SALE—A fine 2-year- ild .bull. 


l'2d st. 


960 


FRESH cow and calf for sa e. 


and 23d St.. Fruitvale. 


a\e. 
x 


SALE—Special 
bargain — $1750— 


Lot 33x100 feet, on 40th St.. near San 
Pablo ave. and Santa Fe depot; move 
quick it you want it. 
Sweet & Murray, 


468 llth st. 
" 


. I I have for sale n large bui'dlnp at Elm- 


hurst, Cal., a suburb of Oakland, hulll 
for a hotel hut too large to'- the place, 
and I have a late order to soil It for tl-e 
best price I can g»t. 
The '"mikllng Is 


50x100 feet and contalrs 4') large rooms; 
a gas plant In good ordei in a building 
in the rear and gas and water fixtures 
ail over the house. 
The lot is on the 


principal street with street railroad In 
front, and 
Is 115x138 7 feet, on Jones j 


ave.. and 
a. cement sidewt.Ik 15 feet 


wide on both sides. It Is well iulapU'iI 
for any kind of manuf.iCturing. with 
electric power plant near by, or a hun- 
dred other purposes to be suggested, i 
The owner is a very olii man and la 
closing up his affairs, a i d saj s SELL 
for WHAT IT WILL BRIXO. 
See this 


building and make me an otfer 
Ira r. 


.lenks. 1209 Broadway, O.-ikl.md 
CM' 
u 


LAYMANCB 
REAL 


460-462 Eighth St., 


ESTATE CO., 
Oakland. 


PETALUMA 
incubator 
fc r 
sale; 
set 


twice; 21G-egg capacity; p> ice S20. Ap- 
ply 811 E. 21st St., B. Oal land. 
x 


MlFmUM-SIZED Hall safe 
cheap. 
616 


J2th ftt. D. Graham, 
x 


NICE horse, harness 


S02 Franklin st. 


and 
>uggy cheap. ' 


FOR 
SALTS—Tfto-horse 


S3: 29th St. 


SPECIAL BARGAIN. 


f!2,500—Flno 
12-room 
house, 
furnade; 


lot 97x150; barn; Lakeside district, 3 
blocks to banking center; new bank 
mortgage of $8000; extra choice offer- 
ing:. 


$6500—Magnificent residence,' Snakesper- 


lan stjle of architectuie; S rooms and 
bath; commanding view; terraced lot, 
30x125; one of the choicest homes and 
locations on Oakland Heights. 


S,|G50—Select .Telegraph home. S rooms 


and bath; close in; $3000 mortgage can 
remain. 


WANTJ:!)—A 
young 
man 
to rut) a 
passenger elevator in this city. P'ease 
st'ite age. experience 
and 
salary 


wanted. 
Address Box 1504. Tribune, d 


FOUR 
sunny 
rooms, housekeeping or 


otherwise; reasonable. 
3214 West st. n 


VENDOMB aad Grand Hotel. 510 9th and 


Washington; 


suit or single by 
m onth; transtc-nt. 


. 
furnished rooms 
the day, 
week 


In 


n 


REMOVAL 
NOTICE— The 
Aid. n 
Co.. I 


real 
estate h»s 
removed 
fro-n 
I l l s , 


Broadwn> 
to \l^?, Broadway, opposite. 


15th st. 'James .'IGii. 
b 


THIS bc.st wsnrs and liquors in Oakland 
can be had by calling on Gfvello & 
Hiyi. proprietors of the Napa Wine De- 
pot. 
864 Broadway; 
telephone 
ord >rs 


promptly filled; ring up-'Mam 2.'7. 
b 


WANTED—Young man to drive confec- 
tioner's wagon. 
Apply 1159 Bdwy. d 


WANTED—A Japanese cook- 3 in fam- 


ilv; light Hotisework: wages $18 month. 
Call 120P Jefferson st. 
d 


AGENTS WANTED. 


OAKLAND WINDOW CLEANING CO. 


S. 
K 
cor. llth 
'and 
Broadway.— 
Cleaning show -cases, looking glasses, 
windows, paints, floors scrubbed, etc.; 
contract* by week or month. 
BUSIUCFK 
phone Red HS47. 
G Fipone. manager. 
Residence phono White '.199. 
b 


SANITARIUMS. 


AGENTS—Make money 
selling 
dome- 


shaped perforated skille; cover's. Pre- 
vent greasy stove" big seller; catalogue 
fiee. 
Ameri.vn Novelty Worki, Reurt- 


IIIK. Pa. 
t 


KIRST-CLASS solicitor wanted; $75 pe 


week can be earned. Call Monday. S a 
m. to 12 m., rooms j and 6 524 J3th. 


BT, MARGARET'S SANITARIUM. Hay- 


wards ave.. San Leandro. 
Di. M. F. ' ORIENTAL 
Stirling, Supciintendent. 
Phol.o Black 


94. 


EMPLOYMENT OFFICES. 


MONEY TO LOAN. 


ON 
furniture, 
fnanoa. 
diamonds. 
«to., 
without 
removal 
01 
publicity: 
any 
• mount; Ir.t; rat^. Port»r. 46(i 9th st. z 


LOANS. 
chattels, 
rurnlture, 
pianos. 


jewelry; 
private. 
641 46th 
f-t., 
near 


GrovjR. 
__ 
z_^ 


MO-NEY to loan 
on 
furniture, 
pia-nos. 
horses, wagons, machinery, et.;.; busi- 
ness private. 
F. Kings. 457 9;h st.. 
near Broadway. 
___ 
z 


MONKY loaned on renl estate, f'lrniture, 


pianos, machinery, etc.; busii ess pri- 
vate. F. Kings, 457 9lh St., nea; Bdy. 7, 
' 
" 
" 
" 
" 
" 
~ 


EMPLOYMENT 
OFFICE— 


Help furnished for city or country-. 951 
Webster St., phone Black 7061. 


JAI'AxS'KSE AND CHINBSHI EMI'LOY- 


WENT OFFICE— Flrst-cla«» help of 
every kind furnished. 
Tel. John 1261. 


415 7th st. 
T. MASUDA. 
g 


ROOMS AND BOARDING. 


I OAK 
LAWN, 715 Sth St.. cor. Castro— 


! 
Thoroughly renovated tine rooms; home 
rooking:; forms rensonable. 
Q 


P'l TitNIST-i ED rooms; hoard, honsekeep- 


iiiR. plionp, bnth; noac hioati and nar- 
row Kfuigc1 
2017 Madison st. 
q 


THREE or - four pleasant, sunny, cosy 
rooms, completely furnished for house- 
keeping for 
i-v> o adults. 
924 Filbert 
st.; Phone Green 482. _ 
n _ 


ROOMS to rent furnished, for gentlemen 
or,ly; centrally located- 
Address Box 


1371. Tribune Office. _ 
n 


ST. JAMES—Moat centrally located and 
commodious private hotel in Alameda; 
cor. 
Chestnut and Santa Clara avea.; 
strictly 
first 
class; reasonable rates; 
close to trains; take any electric car, n 


•THE DTJNDAS"—Sunny 3 and 4-room 
suites; private bath, janitor service; fur. 
and untur. San Pablo ave. and 17th. n 


HOTEL 
ARLINGTON—-t. 
L. 
Wiilia, 
prop.; American and European plan; 
mining and commeielal *,nen solicited; 
|].2o per day anrt up; ti^eals 2Bc; con- 
venient to all car lines; center of fcus- 
Ineas district; 
rates 
to permanonts; 
phone Red 6032. 
47-1 9th 3t. 
n 


ST. CHARLES Just opened; nice sunny 
rooms; light housekeeping. 
41& 13th. 


ATLANTIC nevr building open now; fur- 
nlshed or unfurnished. 
35t» Franklin. 


FUHN1SHKD room Tor housekeeping; also 


Blngle; aJao front and back parlor; con- 
venient for trainn; centrally loctitecL 
<19 6th at. 
n 


fcUNNY rooms; also housekeeping rooms; 
reaaonablo; ruT.nlnB water. 1241 Bdy. D 


HOUSEHOLD goods for s le; bedroom 


suit:;, bods. sToves, carp- ts. 
crockery, 


etc. 
Call 1266 High St.. i- rultvaK-. x 


FURNITURE of 4-room cot age for sale; 


cottage to let 
1311 Oth a -e. 
x 


FOR SALK — One mare, 7 ye 


single or double; weight 
gain. 902 Market st. 


trs old, broke 
050 Ibs; bar- 


SPECIAL NOTICE—If you wish to sell 


or buv a business of any cind, large or 
small, either rent or pure! nse proper ty, 
mines or mining1 stock, c; 11 nnd sec us 
and talk It over; it may ,-ay you to do 
so. Sweet & Murray. 468 llth st. 
x 


FOR SALE—Furniture 7-ro >m flat; 


terms. 
Box 1508, Tribuin 
Office. 


FRESH Jersey cow for s; IP. 
86!> Mil- 


bury st. one block off llth ave.. East 
Oakland. 
x 


TENTS and flags, all sizes; used a short 


time only; at less than factory cost. 
Salinger's, llth ar.d Wash ngton sts. x 


AT A SACRIFICE—Must b 
sold nt once- 


—75 000 2d hand bricks also lumber. 
3d ave.. bet. 10th and 
"i th sts.. East 


Oakland. 
x 


STKINWAY Upright, ebon 
case, excel- 


lent condition; part caal . balance on 
ecsy installments; this 
s a bargain. 


Address A. P., Box 1200. rrlbune. 
x 


6 Ii. P. boiler, 2d hand m ichinery. pipe 


and fittings. Sunset Iron Tard. 2d and 
Washington. Tfl. Main 112. 
J_ 


54000—Modern 
2-sto:> house, 10 rooms 
and bath, SCxlOO; conventer.t to local.-! 
and Broadway; house cost $6000; bar- 
gain. 


SCBURBAX 
SNAP. 


$3860—Nearly -I acres, San J,eandro road; 


modern building, storrt and 5-room tint 
above; 
insuied 
$2500. 
flat 
mortgage 


$2100, this side of Klinhnrst 


53750—Splendid modern 2-story. " rooms 


and bath; laumliy 
biisement; 44x110; 


choice, location; built by owner for a 
home, near 34th st. 


$3."iOO—Modern 


School, 
Fro- 


flats; cheap. 


{3500—Modern house ') 
i ooms and bath; 


good rental, convenient to both locals, 
High School and 
city renter, Market 


St., 
close in. 


TWO GOOD INVESTMENTS. 


Pair modern llatx 5 and C rooms each; 


40x120; choice location; rents $;!S. 


S3300—2 stores, 2 flats. 2 cottages, near 


prominent local station; 
lapiuly 
ad- 


vancing; rents steadily $3S; 40x100. 


53,150—Fine house, modern, 11 rooms and 


bath; lot 00x150: cost over ?UOOO; ele- 
vated; nice location. 


R. A<. ANTHON1. 422 10th St. 


$8760—Lo-'cly home; modern 
house 
16 
rooma; good stable; lot 80xl2ii; very 
central; property cost twice the. prlca 
asked. 


S3750—House 8 rooms; lot 40x126; very 
central. 
J4500—House 10 rooms; modern; lot 40x 


126; very central. 
$2150—Nearly new 2-story house S rooms; 
close to electric cars and near local; lot 
40x100; all street 
worK done; elevated 
site; south frontage; the house alone la 
w-orth 
$2400; East Oakland. 
$2j50—Modei-n 2-stoty house 7 rooms; lot 


40x100: south front; nne view; closfe to 
electric, convenient to 
local 
^tatipn; 
street vcrk all done; easy 'erma; house 
cost more than prlco asked: E. Oakland. 
$1850—House 6 rooms bet. Market and 


\VestK -;ts.; very deep lot; cheap place. 
Slt-50—Corner lot. 86x106. on main elec- 
tric line, in very 
thicKly settled lo- 
cality; good for coal yar-i or Hats; very ' 
cheap. 
! 
S135'i—Corner lot 
57xlOtt. on 
two 
main , 
avenues; street work all done; on main i 
electric line; 
vicinity 
taielci> 
settled: I 


yood grocery stand. 
' 
$'200—Lot 61x120; S. W. cor. nne resi- 
dence lot and good for Hats; all street 
work doiif, 


$-5000—5^ni:res on main a^ ^nucr this side 


Mills Keminary; sllg'.itH eievated and 
no waste land: beautiflf. site for coun- 
try home and a lovely c'lmate. 


R. M. ANTMOXY, 
422 Tentti St. 
_u_ 


Sl.'i.ooo—7\]egant country n ^Idenco on San 
Leand:o roaO, 
cloKf to S. n l.eandro; 


ornamental £iound.= , larcp house, barn 
and outhouse^: orchard 'if 
*i acres- one 


of the fine«l homes in Al.imedu county. 


J. TYRRKL. 6flii Nil th St 
u 


rf l.Uh . 
on 
tho 


$300 prr 
:i«rnis lit PC- 
Iv pnymorls 


If you wip 
r; Mow piv 
nt lov'i^( 
Mate pla 
ton. 


lot. 
i.-,v...111,1; 


le- c< nt e:isl:; 
I 


I ' l u p i c f < l 


ysrs pro'irrt\. 
to bliv. sel 
l^ a L'.lll 
1 r 
I,It, s of ll'.t' I 


ent jirop- 
roiroti-tlr-d 


Kirn ;ind 


"AYI.OR HUOS. 


TO EXCHANGE. 


•O 
KXCIIANGI-; - 
rnhicumberecl 
7n 


ai-roj. 
eliok',' 
l a i d . 
wati'. 
school. 


eo^lllt^• ro.-nl: only :;'L. m i l t v from Pn^o 
P.nbles S|ir:nns. will e.\ehu'i{ie lor un- 
Inciiiniieri'd lot in Herk^el^ or O.ikhind 
reaHy. 
]02."i 7th 
i - e 
v 


7-room house, nenr 
Library; 
consert 


A 


JAS S 


FEW 
GOOD 
BARGAINS. 


NAISM1TH. 534 Thirt.'ent'.l 


i->-2 lots 
Mi suney. 
••n. ic. \v. 


in 
Klmhur.^t for a 
'i."*s and horse. 
Box HOO. Trlb- 


MILLiNERY. 


j uiy. 
le m. 


formorlv oi 
]K,'i 
lu'lli. 
n 


t by co.njvtcnt 


complete sys- 


DENTISTRY. 


J. M. DUNN. L». I.>. S.--Dental ^'arlurs, 


3003V. Broadway, 
room.* 14-16. 
Cinloti 
Ntttionn! >'?r'- 
oiilldinK. Onkland. C»I 


St. 


FINE 
FUTURE 
BUSINESS 
location. 
fronts on 3 rm.in street1-, unoxeeplionnl | 
site for an apartment I. ou.se; s. o this: | 
115000. 
I 


CORNER— Om> block from 
Grove 
st.; 
e:istein fiontage: choice. $70 per foot. 


TKLROItAPH A Y R — Till' 
is 
the 
last, 
good corner close in, 
10x100; for 
5'.ir>! 


per foot. 


FINK rORN'KR on J Vest_ St __ ___ u _ 
$1300— Lot 25x75. south side of S'.ll St., 


bet. 
Uroadway and Oak 


$COO— Lot 50x100, north side of 45t!l St., 
near Linden. 


$G50 — Lot 100x140, on Orchard ave., Klm- 
liuist. 


J. TYRREL. 306 Ninth St. 
u 


HOUSE 9 rooms and baib for sale; lot 


50xl2S ft. Key nt 1642 'J'.'lei?i.ipli aye, u 


G. 
VV. -McKKA.\—Searcher of Ueuurds 
and Examiner of Lane; Titles, removed 
to 403 Stn St., w_-sl ul Uiuodway, Oak- 
land. 


CLAIRVOYANTS. 


WANTED—MISCELLANEOUS. 


HORSE 
wanted 
for 
Its 1 eeplng; good 


care and light work. 
122 Adeline St. J 


WANTED—To buy a sound gentle buggy 1 S3000—Ch> 


Hats on 22(1 St.. near 
(or $2500. rents for 
Kranlzlin st 


KXTRA 
FIN13. 
WILL sell 3 


j3]00 Extra fine modem liuK.^e, 7 rooms 
Vablo avo , 


and bath; 2 manteH 2 toilets, base- | 
Owner. 802 


ment and cement walks; 30 ft. front- i yQR SA] R OR KXCJIANGE—20 acres 
age; $^000 mortgage at b per cent, near. 
ada,neij to f l u l t aml poultry; nenr Oro- 


Fledmont bntlis. 
i 
villt, 
Butte Co.; uargiiln at 
S25 per 


Sweet & M^unay, 4(i8 lUh st. u 


KKLSBY HOU.3B. 
6S6 
S4C1 
St.—Fur- 
nlihed rooms; ounny ->r »h»dy side o( 
house. 
a 


STORES AND OFFICES TO LET. 


THE STAR 
1103V: Bioadway. 
Any lady 01 gentle-' 
man 'lia\Ing 
steady employment 
can. 


open an account with us 
fo r 
money , 
• needed, 
without 
mortBr.se. . ollateral 
or indorser. You can get 
Amt. 
Monthly. Semi-Mo. Weekly. 
J100 
repay 
$26.65 or 
$13.35 or 
$(i.65 


60 
repay 
13.36 or 
6.65 or 3.35 


30 
repay 
8.00 or 
4.00 or 2.00 
15 
repay 
4.00 or 
3.00 or 1.00 


LAKGE fiont room with board, In 


vati- family; suitable for I or 2 
tlemen; reasonable. 
5J9 20th bt. 


SUNNY suite with 
hn Ft. 


irl_ l I O R RENT—Space suitable for barber 
shop; best location in Oakland. 
Ad- 
dress Box 1321. Tribune. 
k 


pri- i 
een- J 


q 


hor&p. suitable for a 
If dy lo drive; 


j 
about 1150 Ibs.; must be over 6 years 


I old. 'Address 'vy'. 1... Price. Tribune. J 


i WANTED—In 
Oakland, 
Berkeley 
or 


i 
Fru:tvale by a private 1 imlly, a fur- 
r.lshtd house for 2 mor tha or more; 
must have 7 bedrooms. 
Address, giv- 


ing terms ajid full partlci lars. F L. S.. 
":i50 Broadway, Bar. Fra iclsco. 
3 


board. 1302 Frank- 
q 


suite with board; central. 
B7u 
Q 


1-ARGI5 simny 


10th 
st. 
rooms, with board. 
918 
q 


Confidential; 
flee. 


no inquiries; private of- 


XHK CLYDE. 1402 franklin St., N. E. 


c*or. 19th. near narrow gausre depot— 
Nicely furnished rooms 
with 
boa«-(i; 
lunches a specialty. 


ON furniture pianos, etc.. 
without re- 
If 
> ou 
need 
moval; stuctly private: 
money see R. E. TROY, 466-9th st. 


ON planoR. furniture and reml citato, at 
rates unexcelled, wl',.out publicity. 
W. F. O'BANION 
Offlee. «5!i Sth st. 
m 


MOXKY loaned on rncrtcase of real es- 
mte hy McKcond. 468 8th at. 
i 


*'UOM $10U up, any amount on real ea- 
tatc. 1"^ Rny Smith. At C. L. Mix & 
C".. 9B6 " 


HOUSES FOP. SALE. 


to salaried people; nt security. 
Oakland Loan atid Trust Co., room U5 
1003H Broadway; houra 10 to » 
« 
' 


VIAVI. 


HOUSES AND ROOMS-WANTED. 


WANTED—In 
Oakland. 
Piodmont 
or 


Bei'heley for six months or longer, fur- 
nished or unfurnished six-room cottage 
with jrardon. 3-.ir.dsay. 8621 Broadway, i 


WANTED—Furnished 
cottage 
or 
Hat 
con von lent 10 
Narrow 
Gauge 
trains. 


Box 1516 Tribur.<». 
i 


M'ANTED—S 
or 
9-room 
unfurnishrd 


house within 10 minuteis' Tralk of City 
Hall. 
Address Box 1511. Tribune. 
1 


FLATS TO LET. 


l-'OR RENT—Upper flat of 6 rooms, fur- 


nished, from 2 to 6 months, references; 
no children. 
Address 531% 10th st. 


I FLAT of 5 rooms and bath; all modern 


J 
improvements; rent $20. 840 Castro st. 


| FURNISHED upper flat 4 rooms, bath, 


gas range. 715 13th st. 


FURNITURE WANTED—Ii you want tho 
most money for your fur ilture. merch- 
andise, etc.. send for tl e Oakland Auc- 
tion Company, 401—.03 £:h Bt., corner 
Franklin, under Callndo Hotel. '-Phona 
Cedar 621. 
I 


FURNITURE WANTED—" 7e 
will give 


you more cash for your furniture, or 
any kind of merchandise, than you can 
-get from any dealer or pr vate party. J. 
A Munro & Co., Auctioi eers, Oakland 
office, 
858-9SO Franklin St.; Tel. Red 


7251. 
1501 Park St., Alan eda; Tel Ala- 


meda 435. 
3 


c modern house, 7 room1; and 


bath and alcove; renti $27.50; Al con- 
dition; near 18th and «'est sts. A 
FINE BUY. 


.3000 New. modern house, 7 rooms and 
hath; 
45x140; 
corner; 
fine 
location; 


very easy terms. 


acre. 


TO EXCHANGE for Oakland property— 


8-roorn houve, Lewlston, Idaho: 7-roo:n 
house, Minneapolis. Minn.; 
20 
acres 
Butte Co., Cal.: .all 
cl< ar of incumb- 


rancp; well rented, 
who 
wants 
it? 
Sweet & Murray, 46S llth st. 
u 


MODERN h&use of 5 rooms; lot 30x100; 


'A man 


World 
Xew York 


J U L I A N 
I ' . l . t ' M F I K T . D 
'nil-: \vo:;i D-KA \n:n 


T K A N C K . 
I ' l . A l I i V i i Y A N V 
AXD 


( " I ' L I 1 Ki'lKNTIST. 
oc- 


$1—11U I'i'M.n'tiil fii 
Til 
l I l I P . c l U C , ' hi- M!]i"ll' 


fi'SSOt 
llillelii'lil 
w i l l 


um! will ]io^iti\-,'iy ni:l 
less you tlnd liim supe 
Nl. jnc<'ii]in or e i ; u i \ » 


i l l U H 


life 
reading—$1. 


r mt'thoil.- Pio- 
I 4 i \ " n.idiims 111 
^1 for one week 
kt- no <'h,ii-gn pn- 


i !or to .in\ j.nlm- 
\ v i n t In Hie clt.\'. 


junstinn. with- 


out li.ivniK MI^' '" t h i y m<i;uis -if ki'ow- 
int,' \vlu> you ;it-f. win iirc or 1or wh.tl 
yur 
< 
i;im'-, 
tl-l^ -n.snf-Iy 
fiiricd 
m:ni 


tells 
your 
I I J ' I I H , 
\oiir 
as<\ 
>'uui- 


mnlhi'r'.s 
makl'-u 
n-inu'. 
inunfs 
of 


friend^, 
r-nt'iiil' ^ 
or 
i!va]<». 
in 
fact. 


r lilulioUl I'ln^c 


in your linmls 


ilij 


knowlfdK:e nnrl 
tx.i 
<In 
or 
undti 


tlmoKt nt one*1 


$2050-Modern cottage. B rooms and bath; 
™£*K°"^ ^« *»»»• ™ ^ | ^^^^'reni^s ^^^'^ T 
and Grove. 
"50x140; near 


— Modern cottage. 6 rooms and bath; 


46x118; street work complete; near Pel. 
ave. and Key Route. 


NEAR PIEDMON'.' SPRINGS. 


.0030— Modern 
cottage, 
" 
rooms 
and 


bath; lot 40x157; sti eet work complete; 
rent $25. 


BARGAIN. 


10150— Modern S-room house: lot 40xlUO; 


fine, view; 'near park; buy .before owner 
changes his mind. 


MEDICAL. 


MRS 
DR. L. M. H vRRISON 
Private Sanitarium; everyt ilns confiden- 
tial, children adopted. 
'.772 Gosa st.. 
West Oakland, bet. Pine and Wood. 


A~DESTITUTE woman's t ienfl: free se- 
cluded home during confir ement; house- 
keeping rooms in conned.on If deslied; 
infants 
adopted. 
Mrs 
Funke. 1416 8ih ft., Ala 


Dr. 
Emile 


TTVO HOUSES ON ONE LOT 
FOR SALE. 
tmeiit for mothers aid daugn-i $::50 
first 
payment. 
Balance 
$28 
- r-°?™. ,3Al-3il, C<f™JSl 
month. NO INTEREST. 
Address 


HOME troa 
ters. 
Olf 
Bank building, comer 14th And Broad 
way. Hours. 9 to 6: tel. Clay 832. 


BUSINESS CHANGE'S. 
j 


ONE, i or 3 rooms, unfurnished or fur- ' 


nlshed: no children. 
767 lotli st. 
M 


FOR SALE—Grocery store, gocd trade; i 
horse and 
wason, 
living ro >ms and 
stable; cheap rent: on Key Route: bar- 
gain. 
Also bakery, 
confectionery and 
notion store; corner: splendi.1 chance t 
for some one. 
Sweet & Murray. 46S ' 


llth st. 
w 
! 


\VANTED—Position 
as 
manager 
(or ; 
partner) In an up-to-date poultry plant ' 
by an expert In the business. 
Address 


W. L., poultry yards. 2937 Telegraph 
ave., Berkeley. 
w 


per 


KLAT of 4 rooms, large yard for poultry; 


>7. 
872 Broadway. 


UPPER flat 5 sunny rooms; bath; $^2.50. 


214 12th,. rear Jackson st. 


FOR RENT—Furnished upper flat, every 
convenience; 
$15 
per 
month. Apply 


1035 Linden st. 


Box 1-iSJ, Tribune Office. 
BURNISHED flat flve roorr.K and bath; 


sunny side 13th si., near Market; $37; 
•water free. McKeand, 45S »;n St.. Oak- 
land. 


r-OR RENT—By June 15. beautiful, new 


6-room flat: central. 539 19tli st. 


DF ROSEN. 2996 Folaom 5 .. corner 26th. 


£! F. ; ladles' exclusive once where re- 
lief is obtained and succ ss guaranteed 
in ail cases taken; avc d delay; tlO; 
hours 2-9 
__ 


»^fj50 
PreHy cottage. 5 rooms and bath; 


35x140; nice location; driveway; 35th st. 


s-)350—Modern cottage. C rooms and bath; 


6 minutes' walk lo City Hall. 


^0300 Modern house, 6 rooms and ba±h; 
"""-SX^QO- street work complete; fine elJ- 


vatfon 
and 
speculative 
future; 
near 


Piedmont baths. 


$1400—OFFER WANTED. 7-room house; 


modern-plumbing; above 7th St., near 
railroad shops. 


t^-,0—Modem cottage. 4 rooms, bath and 


basement; near 40th and Grove st!,.; 
Key Route; easy terms. 


DXIMPROVI:D. 


$15 ft; 50x126: Shattuck Ave., near 66th 


St.: street work done. 
$18 ft: ?2xll5; Stith St. nr. Telegraph. 
$2260 ft, 45x200; Peralta Heights. 
130 ft; 
45x200; Peralta 
Heights. 


J30 ft; Magnolia, near ICth St. 
$22 ft, 60x120;'34th. easl of Market. 
$20 ft; line lot ovotlooklnj^ F. M. Smith's 


home. 


$56 ft; line corner Adams Point; just 


spot for nne home. 


$85 ft; 50 or 100 ft; Lake St.; among ele- 


gant residences; fine 1'iko view. 


$70 ft; Northeast "corner Sth and West 


Sts.: just thing for flat". 


$06 ft; Northeast corner 14th and West 
Sts.; fine corner for home or flats. 
Now is the time to buy in the 4th Ave. 


district; fine lots; 
delightful climate; 


excellent car service 
IMPROVED. 


$2000—6 room cottage; ' no ft lot; high 


ground; close In. 


$2400—6 room cottege on North side of 


14th-St. near Adel.ne; lot 38x105; very 
cosy and sunny. 


$3760—S rooms; 14th St. corner; close In. 
$6600—12 room home on :4th St., cast of 


Market; lot 50x100. 
' 
( 
GEO. B M. GRAY, 


451 Ninth Street. ' 
u 


modintcly removes tile i-.-ui^o of rir.y iri- 
iiueiire. tioiibN-, fli^e,i-e. b:trl luek. lo^i: 
affection, failure*. uonknt'KS 01 ]osst"> 
of uhatc-rfr cau^f; kirij. honoi-ililc anil 
( o'lddentifil tri'Atniont to n i l , no m a t - 
ter what your '.rouble* ur desires mny 
be, 1'mfvns.ijr 
]:hi( (I<-I<1 w i l l help you: 
his advleo and help i'- nlwny.s i-ellablf>; 
$1000 lorfplt if Profp.'.wor Hlupflrld fail') 
to 
(jo as 
i epresontPd , jiffni's 
of 
any 


kind advisrri and treated IM persnii. 


Tiours from 10 a. m to s p. in., daily nri'i 


sunday. 
Permanently 
located ;it 
5J') 


Ninth st., Oukkiml. 


ATTORNEYS-AT-LAW. 


i. H. GKUTFINR. Attorney-at-Ijaw. 921 


>"?TOH d way.-'On.i.land: telephone Ued 601. 


xODOAR JACKSON. Attorney-at- 
. 1)21 Br'.advr.y. Oakland. 


E. WHITNEY, /^ttomoy- 


at-JLaw, removed 
to 9^1 
Broadwuy, 
room* 17 and 18; teiephong Black 501. 


STORAGE. 


! 
LAYMAN.CE 
REAL 


! 460-462 Eighth St.] 


ESTATE CO., 


Oakland. 


HOUSES FURNISHED—TO LET. 


I 
— 
' •'--"-'-- -r 


i FOR RENT—Furnished cottage 4 rooms 


and bath for - or 3 months; call at 
once". 826 16th street, Oakland. 
o 


PHYSICIANS DIRECTORY. 


DR. D. D. CROWLKY. aiz-m-JU Cen- 
tral Bank Bulldln«.—Oftlc* hour*, t to 
1;80 and 7 tp t p. m. 
, 


ADAMS. DR. F. L.—Office, Central Bank 
Building, 14th and Broadway: hours, 
10 tc 11 a. m.. 4 to fc p. m.: tel. Qrov> 
t«l; restdenc*. 123ft Tcle*rmpb *v«.; ttl 
••litM. 


SIX-^ROOM house on 15th ave. 


Schramm. cor. E. 16th st. 
ave. 


Apply M. 
and 
14 <h 


FOR SALE—Furnished or unfurnished, a 
cozy cottage of 5 rooms and bath; hljfh 
basement; price $1260: easy terms. 
Magnolia st. 


26 


ROOMS AND BOARDING 


WANTED, 


LARGE, sunny corner, bay-window, un- 


furnished room; running water, bath, 
closets, gas. Box 1506, Tribune. 
m 


FOR RENT—Furnished, house 7 rooms 


and bath; lawn, flowers and fruit. 
In- 


quire at 1417 6th ave., East Oakland, 
or of I. Case, ticket asent. Alameda 
Mole. 
o 


BEKJN'S 
Van 
and 
Storage; 
moving,, 
packing 
and 
storing 
of 
household I 
goods; shipping at reduc :d rates. 
Broadway, Main 285. 


THE E,YOJ*-DIMOCK CO.- -Storage, mov- 
ing, 
packing, 
shipping 
chairs 
and 
tables 
fdr rent. 
Office 
412 llth St.; 
Phone James 92t. 


FOR SALE—At a baigain—Cor. lot. 83x 


111) feet, one block from new Santa Fe 
railroad. 
Address Box 1-160. Tribune, u 


1016 j CHKAP place where you can keep chlck- 


i 
ens, for sale or rent, Fruitvaie; lot 75* 
230; 4 room cottas*; good well; $1000, 
J1I50 down and $9 per month. 
Kings, 
Real Es'ate. 467 9th. nr. Broadway, u 


MJi'l AJ-.1.1C wnrenou»e—B •parate apart- 
ments; money advance I. Port*r, 481 
•rfe *t.: onope. Jarot* i» 1. 


BERKELEY REAL ESTATE. 


RESTAURAN FS. 


FOR RENT—In-Haywards—Furnished 5- 


rooni cottage for summer months. 
1501. 
Tribune Office. 


Box 


UNFURNISHED ROOMS- 


TO LEI. 


APARTMENTS of 2 or 3 rooms Jn the 


new Weilbye apartment house for'light 
housekeeping. 
Apply 510 ISth St. m 


RESTAUR\NT. 472 I 
it.—Has been remodele I and ;• now | 
operated undT th* sol. management I 
of P- M. Miocovlch- P ion» Clay 
21. 
Meals at all bour*. Private parlors for 
parties. 
^^^^^^^^^^ 


NOTARY PUBJC. 


WM. CLARK, Notary. ' 46 Sth St.. west 


of Broadway; ohone Ma n 602. 


U3UC—L*ecal papers 
CSTB- 


fully di-awu. Porter. *6£ Bth «t; phou» 
James 2331. 


J3S50—Nonrly now 7-room house, south 


frontage; 
open ' plumbing, gas-electric 


combination 
fixtures; 
lot 
50x135; 


flowers, fruit, etc.; $'250 barn: $200 mo- 
quette 
carpets, 
gas 
range. 
t>easey 
heaters; % block from Telegraph ave. 
cars. 6 minutes to University. 7 minutes' 
walk to local train and Key Route; 
owner must have money. 
See Owner, 


2325 Ward St., Berkeley. 


COUNTRY REAL ESTATE. 


FOR SALE—A ,10-acre French prune- or- 
chard, 10 years old: with Improve- 
ments; 2 miles from station. Address 
S. E. Boothby, Owner. Mountain. View, 
Santa Clara Co.. Cal. 


LANGAN & LANOAN (Geo. W. Langan. 
Gunlon S Lar.gatO, Attorneys-at-I.j>w, 
921 Broadway, Oa land; Phone Brown 
DPI. Noiary_Publlc. 


MOORE. 


MODERN house; 7 rooms; lot 40 feet 
front; 30th at- off TeleKraph ave.; par- 
ticulars owner, 058 Broadway. 
u 


I A. 
A. 


LOST AND FOUND. 


LOST—Lady's gold 


in back; reward. 
Market «t. 


watth, diamond set 
P. I. BrHdhofT. 1207 
r 


LOST—At cor. 13th and Webster sts., a 
brown leather satchel -jontaining boy's 
clothing:. 
Please return to 11C4 Alice 
6t. And receive $2.50 reward. 
r . 


LOST—A baby's shawl with gold pin. 
near 12th and-Washington sts. Return 
to 916 Peralta st. 
Reward. 
r 


LOST—Monday evening, May 30, buggy 


robe, bet. 13th and Jackson and Sth 
and Alice sts.; reward. Return To Pum- 
yea's stables. 
r 


LOST—4x5 Wizard camera with 3 plate- 
holders. Jn leather carrying case; left 
on Piedmont car about 7:15 p. m., May 
30; reward. 
2809 En<-lnal ave,, Ala- 


meda. 
. 
r 


LOST—Gray feather bo,"- at St. Mary's 
Cemetery Decoration Day. 
Finder re- 


turn the same to Smith Bros., 462 13th 
st. and receive liberal reward. 
r 


1—A silver bell pin, Saturday night. 


Return to 416 Sth St. Reward.. 
r 


AUorney-at Law, 
Montgomery ct?,, 
tel. 
I lush 327. 


cor. 
San 
California 
and 
Francisco. Cal.: 


HAROLD ' U 
MARTIN, 
Attornoy-al- 
Law. rooms 15 and 16. 921 IJroadway. 


BROOKS & HARG1S, Attorneys-at-I^w. 
Parrott Building. San Francl( •<>; 
tel- 


ephone Jessie 601. 


GEORGE 
W. LANGAN. Attorney 
and 
Ccunselcr-at-Law, 
Llvermore, 
Col.; 


prHcllce_In_all_courts 


~ ' WOOLNER, Attorney and Couu- 
selor-at-Law. 
and 
Notary 
Public. 


1003'/j Brcadway. rooms 7 and 8. 


CLINTON G. DODGJE, rooms 16 and lli, 


90« Broadway. 


SAMUEL 
BELL M'KFE, 
.Uorney-a.1- 
Law. 967 Broadway. Oakland. Cal. 


EDUCATIONAL AND MUSICAL. 


HINKEL'S 
thoroughly 
equipped 
tele- 
graphic 
and 
stenographic 
Institute; 
telegraphers' 
positions 
guaranteed; 
stenographers coached for civil service;' 
day and evening sessions. 
B06 Broad,- 
wpy, rooms 59-G2. 
y 


F, PALMER — Teacbei cmndolle. BUI- 
tar, 
banjo; instrument* free to pupils 


to taka home. Studio rooms. 1 and 2, 
Mth «t-: phono .ed jjjjl. _ 
r 


PIANO lessons, Tappa method. 75c and 


$1. Address Box lolOi- Tribune Office, y 


SATURDAY EVENING 
OAKLAND TRIBUNE 
JUNE 4,19O4 


FUITVALE SANITARY D18- 


TRICT NO. I 


DELINQUENT TAX LIST. 


THE YEAR 190E. 


The rielmq'uent Tax List of Frultvalr 
Sanitary District No. 1, in the County of 
Alameda. State ot California, for the. 
year 1003. 
Sanitary Tax Sale Jor, the y:ar 1963. 
Public notice is hereby given that de-- 
fault having been made In the payment 
of taxes due to the Fruitvale Sanitar^ 
District No. 1. in the Count;- of Ali- 
irieda, State of California, lor the yea! 
1&D3. upon the property hereinafter de 
scribed, the Tax Collector of the Count-- 
or Alamada, by authority of law. dirt 
upon Monday, November 30th, 1S03, ano 
upon Monday. April 25th. 1004. at 6 o'clock 
P. M . levy upon said propertv. 
Now. 
therefore, I, James B. Barber. Tax Col 
lector of the County of Alarm-da, State 
of California, will on 
SATURDAY THE 2ND DAY Of 


JULY A. D. 1904. 


At the hour of 10 o'clock A. M. of said 
day, sell the same at public tiuction Ir 
the Taar Collector's office in the Count} 
Court House of the County or Alameda 
ITI the City of Oakland, unless the taxes 
delinquent, together with the costs aim 
percentages, are paid, or so much there 
of as may "be necessary for iuch pur- 
poneB. 
Public notice Is further given that pur 
Buant.'o ths resolution of the Sanitar:. 
Board of said District in making pud 
Bale, T -will sell each of the respective- 
parcels cf property upon which 
saiil 
taxes are a -lien to the person who wil 
take the least quantity of lar.d. or ii 
case an undivided interest is assessed 
then the umallest portion of the interes 
and pay the taxes and costs due, includ 
ine fifty cents for each lot. piece or trac- 
of land separately assessed. Kach pur- 
chaser at said dellnauent tax sale will re 
cetve a certificate of sale from said Taj; 
Collector and said real properly -will b" 
sold subject, to redemption within th" 
time.and upon tho condition establinhecl 
by resolution of the Sanitary Board o' 
naia District. 


B. BARBER, 


Tax Collector of the County of Ala- 
Dated at Oakland, this 4tli day of 
June, 1904 


«I522 Henry Dumont—Pee 
of 
Id 
portion of 104 Acre- Tract, 
bd n by n 1 of Sanitary Dis- 
trict, e by Ids of Sherman. 
Clay &, Co.. s by Prercott 
et. and w by Ids of E Lump, 
8 1-3 acres 
25 Si 
61632 E Herman—Pee of Id r-d n 
Ids of ZIgler. e by County 
P.oad No 1S54, s by Ids of 
Meyers and 
w by Id.- of 
Sedgley and imps 
1 10 


€1542 Mir.na Rhorer — Mortgagee's 
interest in pee of Id I'd n 
bv Bliss, e by Ids of Hutch- 
Inson, s by Lynde ?t. and 
w by Fruitvale ave 
3 Or 


C1M8 Lenna James—Pee of Ic bd 


" n by Ids of Carrol] & Burns. 
e by Fruitvale AVP. s by Or- 
chard Tract and w by Sail- 
fin! creek. 1.60-100 acres and 
imps 
IS 2"- 


615-18 Lenna James—Pers prop .... 14" 
61577 H C Stillwel!—Pee of le) on 
Fruitvale ave. bd n by Ids 
of Stacy, e by Fruitvale ave, 
s by Ids of Stacy and v.- by 
Sausal 
creek. 
2 
071-1000 
a^res and imps 
7'' 


«1577 H 
<"' Stlllwell—Pers prop.. .. 
2 30 


€1599 Estate of Ed Weitl. pee of Id 


"bd n by Pre-scott »t. f 
by 
High St. s by In»z T-act. 
aid w by laundry F;irm, 
R R track, 3 OR-100 acres. 11 6-' 


IN NORTH ALAMEDA TIIACT. 


61610 E D Collins—In North Ala- 
meda Tract, lots 2 a:.d 3 
and Imps and pp 
8f. 


IN FRLTTVALE STATION TRACT. 


C166D Mary A Henry—In Fruitvale 
Station Tract, lot 
ST. 
blk 


A. nnd imps 


61721 J 
Pettigrew—In 
Fruitvale 
Station Tract, lot 2. bl'-c D 


61726 P J and Lawrence lle.chpm— 
In Fruitvale Station Tract, 


' lot 4 blk D 


IN LEVY TRACT. 


61TB7 Laura Smoot—- Mortgagee' - in- 
terest in Levy Tract, origi- 
nal sub, lots 7 and 8. blk 752 


61767 Anton A Almainin— In Levy 
Tract, lot ~, \v 4 ft of lot 
S and e 7 ft of lot 6. blk 
753 
61704 Sarah M Hovey — In 
I/evy 
Tract, lot 16. blk 754 and 
Imps 
61811 Egrdlus Seltz—In Levy Tract, 
lots 17 and IS. blk 769 and 
impfc 
* 
61S11 Egrldius Seitz—Pers prop 
61SI5 Laura Mills—In Levy Tract, 
lots 13 and 14, blk 763 


61826 Hannah 
D 
King—In 
I,evy 
Tract, lots 3 and 4. blk 770 1 


BI540 James 
F 
Glover—In 
Levy 
Tract, lot 1(1 and n % 01 lot 
17. blk 770 and Imps 


61657 Richard Fernandez — In Levy 
Tract, lot 4. blk 771 


61856 C A WIebcn — Tn Levy Tract, 
lot 25. blk 771 
S1S86 C A Wieb«n — In Levy T-act 


- lot 2S. blk 771 


BBSS Wm E Rudell — In Levy Tract 
part of lot 1. blk 7^2, 0-0.40 
xlOT), and imps .. .. • • - • • • 


15' 


1 8f> 


Fruitvale Terminal 
Tract, 
| 
lots 31 and 32, blk G 
53 j 


IJ?'DERBY TRACT 
j 


62173 State ' Savings . Bank—Mort- 
' 


f igee's interest, 
in 
Derby 
I 
ract, lot 30 
5 23 


621S2 A T Hay—In Derby Tract, 


lot 33 
1 IS 


IN INEZ TRACT 


62183 Adam - Ely—In 
Inez 
Tract. 
lots 1, 2 and 3 
5 S., 


IN DALT'S RE-SUB OF 
ROBINSON 


TPJVCT 


62214 F O Scbnllerts—In Dauj-rf Re- 
Sub of Robinson Tract, lot 
1. blk B 
1 « 


62216 A M Smith—In Daly's Re-Sub 
of Robinson Tract, lot 7, 
blk B 
1 31 
62216 A M Smith—In Daly's Re-Sub 


of Robinson Tract, w Vi of 
lot S. blk B 
»1 
62253 Lottie A 
Lampe—In 
Daly's 
Re-Sub of Robinson Tract, 
lot 3. blk F 
1 44 


62268 A M Gnuth—Ir. Daly's Re-Sub 


of Robinson Tract, lot 21, 
blk F 
31' 
62268 A M Smith—In Daly's Re-Sub 


of Robinson Tract, lot 22, 
blk F 
1 16 


IN IJNDA ROSA TRACT 


62284 J 
P.hoda—In 
Linda 
Rosa. 
Tract, lot 17. blk A 
1 63 


62300 Jacob 
S Dungan—In 
Linda 
Rosa Tract, lot 36, blk A, 
and 
Imps 
• 
* »» 


62300 Ja-cob S Dungan—Pers prop.. 
6<i 


62305 E G- Wood—Mortgagee'* 
in- 
terest, 
in 
Linda 
Rosa 
Tract, lot 42. blk A 
2 IS 


_ 
- 
----- Rosa- 
Tract, lot 1, blk B 
3 52 


62306 "W C Riddle—In Linda Rosa 
Tract, lot 2 blk B 
- 52 
62306 W C Riddle—In Linda Knsa. 
Tract, lot 3, blk B 


62305 W C Riddle—In .Lir.da Rosa 
Tract, lot 4. blk B 


62910 Henry H McPtke—In Forest 
Park Tract, lot 4S and Imps 1 01 
IN CHAMPION TRAC I- 


621)32 I O Hydenfelt—In Champion 
Tract, s 3 33-100 ft of lot 1, 
blk A 
56 


62S32 I O Hydenfelt—In Champion 
! 
Tract, lot -2. blk A 
S3 
| 52932 I O Hydenfelt—In. Champion 
Tract, lot 3. blk A 
2 15 


! 82938 Lydia P Bamfield—In 
Chara- 


: 
pion Tract, lot 13. bik A 
' 
and !ot 14. blk A and imps 1 77 


62944 James 
Coffin—Mortgagee's 


interest, 
Jr. 
Champion 
Tract, lota 4. 5, 6 s 32 It 
of lot 14 and n 32 ft of lot 
SI, blk B 
• 
57 
62963 Lou Brooks—Mortgagee's in- 
terest. In Champion' Tract. 
lot 5, blk D 
2 36 


IN 
PROSPECT 
HILL 
TRACT 
RE- 


1 IS 


c-s 


25 


IN KING TRACT 


Rettenstein — In 
King 


King 
King 


1 70 I 


62326 A Tract, lot 12. blk A. 
6'33S W 
V 
Ooularte—In 
Tract, lot 7. blk B. 


6233S W 
V 
Goularte—111 
Tract, lot S. blk B.. 


62342 Emma 
Weymann—In 
Tract, lot 15, blk 
imps 


62342 Emma Weymann—Per? prop.. 
62357 J W Brown—In King Tract, 
lot S, blk C 


IN BRAY TRACT 
-\ 


62384 Wm Kclting—I".i Bray Tract, 
lot 19 and imps 


62401 Thomas 
Shaddock— In 
Bray 
Tract, sub 3. lot 46 and 
imps 


624CS H L King—In Bray Tract, 
sub i, lot 47 and Imps.. . 


62471 M W 
panghurn—In 
Henry 
and Phillips Sub of Bray 
Tract, lot 51 


624S6 Joseph Wohlfrom — Mortga- 
gee's inuVest, in Henry and 
Phil'Ips 
Sub 
of 
B'.ay 
Tract, lot SS 


IN LAMP TRACT 


62507 H Von Durer.—In Lamp Tract 
lots 1 and 2 


IN CHURCH TRACT 


62555 Augusta 
M 
Perks—Mortga- 
gee's 
interest. In Church 
Tract, lots 9. 10. e % nf 
lot 11 ar.d w part of lot 
17, blk B 


62559 California 
Title 
Insurance 
and Trust Company—Mort- 
gagee's interest. In Church 
Tract, f, end of Int 17. blk 
B 


IN TWENTY-TWO ACRE TRACT 


62574 Isabella Hawkins—In 
Twen- 
ty-two Acre Tract, sw cor 
of 
Llcse 
ave 
and 
OH 


County 
Road 
65x123, part 
of lot 4, imps and pp 


IN FRLTITVALE GLEN TRACT 


62594 Minna Steinberger—In Fruit - 


•vale Glen Tract, lot 56 ana 
imps 
' 
2 53 
62594 Minna 
Steinberger — Pers 


prop 
86 
62598 M 
S Hauser—In 
Fruitv?.l» 


Glen Tract, lot 69 and part 
of lot 08 
S4 


IN FRUITVALE ELECTRIC ROAD 


TRACT 


62602 Paul Maisonneuve—In 
Fruit- 
vale Electric Road 
Tract, 


lot 5, blk A and lot 6. blk 
A and imps 


62602 Paul 
Malsonneuve — Pers 
prop 


62619 Mary 
C 
Maiterman — Ir. 
Fruit\ale 
Electric 
Road 
Tract, lots 10 and 11. blk B, 
Imps and pp 
68 ! 


PROSPECT 
HILL 
TRACT 


VISED MAP OF 


S30C6 Caroline and 
Richard Busss 


—In Prospect Hill Tract, 
Revised Map of, lot 21, blk 


i 
A 


! 53010 S A Potter—In Prrtfpect Hill 
j 
Tract, Revised Map of. lot 
27. blk A. Imps and pp--. 


i 63017 Warr.er H Adams—In 
Pros- 


I 
peot 
Hill Tract. 
Revised 


I 
Map 
of. Sot 33, tins A 
and 


i 
irr.ps 


i 53038 Alameda Building anrt Loan 
I 
Association — 
Mortgagee's 
1 
interest, 
in 
Prospect Hill 


i 
Tract, Revised Mat of. lots 


j 
C7 to 30. inc. blk^B 


i 
IN D1MOND TRACT 


SS074 Juliar. 
Saunus—Mortgagee's 
interest, in Dlmond Tract, 
lot 10, bll: A 
1 63033 Gerwgt H and Agnes Duck— 
j 
Ir. Dirnond Tract, com 
£0 


ft w of Fruitvale ave w 32 
ft by !2f> ft. e 32 ft of lot 


i 
4. blk E, i'.npi and pp 


, 63104 Jennie C 
D'Jn'.evy—In 
Di- 
; 
mond Tract, lot IS. 'CZK B 
and imps 


! 
IN FRUITVALJ3 PARK TRACT 


, 63132 Cosmopolitan Mutual 
B"ulld- 


I 
Ing and 
Loan Association— 


I 
In Fruitvale 
Park 
Tract. 


j 
lot 27 and imp; 
3 35 


JAMES E. BARBER. 
1 
Tax Collector of the County of Ala- 


i meda, California. 


Dated at Oakland, this 4th dav y 


SS 


1 13 


2 31 


18 i June, 1904. 
68 I 


2 S4 


1 27 


o 54 


i GOLDEN 
GATE 
SANSTARY 


| 
DJSTRIGT. 


i 
DELINCUENT TAX LIST. 


FOR THE YEAR 19J3. 


l| The Delinquent Tax List of Golden 
Gate oanlta-y District, in the County of 
! Alameda. State of California, for 
the 
69 year 1^>3 


Sanitary Tax Sale for the year 1903 
Public notice is herebj given that "de- 
fault havn'jr br-en made in the payment 
of taxss dt.e to the Galelen Gate San- 
Ita-y District, jr. the County of Ala- 
meda. State of California, for the year 
19ni. upon the property hereinafter de- 
scribed, the Tax Collector of the County ! 
of Alameda. by authority of law, did 
upon Monday, November 30th. 1903. and 
| upon Monday. April 25th, 1904. at ti o'clock 
i P. M., levy upon said property. 
Now. 
therefore, I, James B Barber, Tax Col- 


I lector of the County of Alameda, Stats 
5 66 OI California, will or. 


SATURDAY THE 2ND DAY OF 


4 2 S j 
JULY A. D. 1904. 


I 
At the hour of 10 o'clock A. M. of said 
Saj. sell the same at public auction in 
the- Tax Collector's office in tl-.p County 


I Court House of the County of Alameda. 
! m the City of Oakland, unless the taxes 


I i delinquent together wltn the costs 
and 
percentages, arc paid, or so much there- 


64964 Mrs J C Partoh—Ii Paradise 
Park, map filed of record 
In the office of tin Recorder 
of Alameda. C"o. In H. alk 
Q 


64975 William Martin—In Paradiso 
Park, map filed of record 
in the office of th> Recorder 
of Alameda Co. w 12 6-12 ft 
of lot 6. blk R 


6437S Henry John—Mortg gee's in- 


tnterest in Parar ise Park, 
map filed "Of record in the 
office of the 
R< :order of 


of Alimeda Co. e 37 6-12 ft 
of lot 6. blk R 


643S1 Helen A Dornfield--In Para- 


dise Park, map K?i of rec- 
ord in the office • t the Re- 
corder of Alameda Co, lot 18 
bk R, imps and pj 


61955 Minnie 
Spence—In Paradise 
Park, map filed o: record in 
the qfflce of the. Fscorder of 
Alameda Co. lot .9. blk R, 
imps and p p 


64992 lor.a MaeDonald—Ii Paradise 
Park, map filed o: record In 
the office of the F 3corc!er of 
Alameda Co. lot 16, b!k R 
and impa 


IN BUTLER. TRACT (.'mended Map'' 
65051 AmeJia Van Mourici —In But- 
let Tract (Amer.- ed Map), 
''map ftled of record in tha 


office 
of the 
Recorder of 


Alameda Co.. w i of lot 18 
b:k 4. imps ar.d F irs prop.. 


65078 C 
A 
KHnkuer—11 
Butler 
Tract (Amended I tap), map 
filed of record in the 
office 


of the Recorder o Alameda. 
Co.. lot 1, blk 6 


0507S C A Klinkner-In Bt tl«r Tr.ict 
(Amended Map) map riled 
of record in ths office of 
the 
Recorder 
of Alameda 
Co. lot 2. blk 6 


650SS Ur.iort 
Savings Bank—Mort- 
gagee's interest 
n 
Butler 
Tracr (Amended vlap) map 
filed of record in the 
office 


of the Recorder o Alameda 
Co.. lot 13. blk 6 


65094 R Crist—Mortgagee 3 Interest 


in Butler Tract (Amended 
Map), map filed o record in 
the office of the Fecorfier of 
Alameda Co., lot 3. blk 7.. 


IS? PROPERTY OF VM O'NETLL, 


(MAP NO : ) 


65156 Ed F Murphy—In I roperty of 
Wra O Neill (Ma. No 
2). 
(Map No 
2). 
ma 
•> filed of 
record '.n the ofr-a of the 
Recorder of Alar eda 
Co., 
lots 6and 7 and 
mps 
G 
Ed F Murphy—Per 
prop 
1 : 


Don F Miller—In F -operty of 
Wm O'Neill, mar 
filed 
of 
record In the 
ofi :e of the 
Recorder of Alan eda 
Co., 
pee of Id beg at i pt 55 ft 
no fm Stanford a- e and 203 
10-12 ft e fm Sin ^blo ave, 
th n «0 ft by 105 1-12 ft w. 
: 


IN GOLDEN GAT! TRACT. 


65151 L and A tVarneckt — Mortga- 
gee's 
interest 
i i 
Golden 
Gate Tract, may filed of 
record in the office or the 
Recorder of Alame da Co, lot 
5, blk A 


65203 State Sa\ ings 
3a ik—Mort- 
gagee's interest 
n Golc'en 
Gate Tract, map 
filed 
of 
record In the 
offi :e of the 
Recorder of Alai leda Co., 
lot 2. blk C 


65205 Mary O'Neill—In G( Iden Gate 


T ract. map filed of record 
in the office of the Recorder 
of Alameda Co. 
ot 5. blk 


Elfaa H Scotchler-\ ortgagee's 
interest 
in 
Gol len 
Gate 
Tract, map filed of record 
in the office of thf Rcco-rder 
of Alameda Co, I >ts 6 and 
6, blk E 


92 


6515 
S517 


of as may be necessary for" such" our- 
poses. 
^ 


| 
Public notice is further given that pur- 


• s-ian! to the resolution of the Sanitary 
; LCM.I-J of said District in ma klip, such 
, sale. I will sell each ot the respective 
j parcels 
of 
property upon wliich siid 
taxi-s are a Hen to the person who will 


, lake, the least quantity of land, or in 
i case an 
undivided -interest is assessed 
then the srnnileso purtlun of the interest! 


. and j'ay the taxes and costs due. includ- 
! ing ntty cents for each lot, piece or tract ! 
, c» land sep.u-attly assessed. 
Each pur- 


; oha-sei- al tald delmeiuent tax sale will re- i c-™« 
I ce.ve n cer'ifiuate of side from .said Tax 1 


> ] Co.lector arrl said real propel ty will 


1 13 


1 72 


s« 


1 94 


04 


1 2° 


65227 


65233 S W- Kllpatrick— I i 


, sold subject 
10 
Pi- 
iodeinuti< 
within 


be 
thi- 


i l™^..^",11 "Pon the condition established 


i „. 
r, ." t 
JAMES B. BARBER, 
^ Collector or the County of Ala- 


IN 
BELLEVUE 


2 11 
1 5; 


1 4; 
1 « 


6f 


M 


S W 


6E 


5 «• 


u.» ..- 
25? 
61810 Enuna"'corde—In Levy Tract. 
lot 22. blk 773 
9f 
•Mil H E Hutchoroft—Mortgagee's 
Interest. 
in 
Levy 
Tract, 


lot 22, blk 773 
1 «2 


IN HTJNTINGTON TRACT 


(IMC A and M B Werner—In H'lni- 
Inpton Tract, w % of lot 3. 
bik A and imps 
93 


)DJ FRUITVAI/E 
TERMINAL 
TRACT 


02027 Herbert Allaire—In Fruitvale 
Terminal Tract, w 15 ft of 
lot 18. and e 20 ft of lot 19, 
blk A, '-mps and pp 


B30SB The McCartiiv Co (a ccrp). 
In 
Fruitvale 
Terminal 
Tract, Int 26, and w 5 ft of 
lot 25, blk A 


B20«2 H A Pleltner et 
al—Trus- 
tees, mortgagee's 
Intejest, 


In 
Fruitvale 
Terminal 
Tract, lots 16 ani 
17, blk 


B 


B205K The McCarthy Co la cor >)— 
In 
Fruitvale 
Terminal 
Tract- e 10 ft ot' lot 20, blk 
B 
; 
JMOS3 Thodore Kosh—In 
Fruit .'ale 
Terminal Tract, lot 1 and 
w 15 ft 
of lot 2, blk 
C. 


imps and PP 
62065 Peter E~ Hulquest-In 
Fi alt- 
vale Terminal Tract, e 10 
ft of lot 2. and w 22 t- of 
lot 3. blk C. and imps 


6Z082 Hattie E Cross—In Fruitvale 
Terminal Tract, lot 2'J, blk 
C. and Imps 


620S5 Jam» and Ar.nio 
Ryan—In 
Fruitvale Terminal 
Ti act, 
lot 3. bik E, and imp=; —. 


6J089 The McCarthy Co fa corp)— 
Mortgagee's 
interest. 
in 
Fruitvale Terminal 
Tract, 


lots 4. 5 and 6. blk E 
§8112 The McCarthy Co (a ooj-,0— 
Mortgagee's 
Interest. 
in 
Fruitvale 
Terminal 
Tract, 


lois 10 and 11, blk F 
K114 Haljjer H and Annie M Har- 
der—In Fruitvale 
Terminal 
Tract, lot 14, and s >s of lot 
15. blk F, Imps and pp... 


62KO The McCarthy Co <a en,-].)— 
In 
Krultvale 
Tcrm.nal 
Tract, lot IS. blk F 


62139 Continental 
Building 
and 
Loan 
Association 
-In 
Fruitvale Terminal 
Tri.ct, 
Tract, lots 19 and 20. bit- G, 
and Imps 


68149 Mary A Papnneck—Ir. Fr jit- 
vale 
Terminal 
Tract, lot 


23. blk G, and lot 24, blk G. 
*nd Imps 
•3154 H F A Well—In 
Fruifale 
Terminal Tract, lot 31. blk 
G, «nd> lot 82. bik -G., and 
tops 


: Th'e McCarthy Co fa corp)— 


~ ~ 
" 
" 
Interest, 
IB 


5 43 


REDIVISION OF 


TRACT 


62634 S A D Scherch—Pera prop.. 


I 62634 S A D Schench—In Rediv!- 
sion of Bellevus jract, lot 
18 and e 73 of lot 17 and 
imps 


IN ORCHARD TRACT 


626S6 J R Medino—Ir. Redivislon of 
Bellevue Tract, lot 19 and 
imps 


62S36 J R MeJino—Pers prop 
62637 Pacific States Savings. Loan 
and 
Building 
Company — 
Mortgagee's 
interest. 
In 
Rcdu'.Mon 
of 
Bellevue 


Tract, lot 19 


IN ORCHARD TRACT. 


62664 Mary V Garnett—In 
Orchard 
Tt-act. lot 15 


G2654Mary V Garnett—In 
Orchard 
Tract, lot 1C encl Imps.... 


62665 John 
>£ole — In 
Orchard 
Tract, lot 21 and imp* 


62669 B 
Bangs—Mortgagee's 
in- 
terest, in 
Orchard 
Tract, 
lot 21 


62670 John 
Mole 
— Ir. 
Orcha-rd 
Tract, lot 22 


IN DEERING TRACT 


62704 Mary 
B Myres—In 
Deering 
Tract, oomg at a pt on s 1 
of Prentiss ave 465 ft w fm 
Peralta ave. th w 40 t't by 
123 75-100 ft s 


S2723 State- 
Savings 
Bank—Mort- 
gagee's interest, in Deering 
Tract, corns at a pt on n 
1 of Davis st 175 ft w fm 
Peralta ave. th w 50 It by 
123 ft n 


62719 J 
C and 
Minnie Baker—In 
Deering Tract, pec of Id 
beg at nly cor of Peralta 
ave 
and 
Davis st. th n 


75 ft by 125 ft w. and imps 
2 70 


62710 J C and Minnie Baker—Pers 
prop 


62729 State Savings 
Bonk—Mort- 
gagee's Interest, in Deer- 
ing Tract, pee of Id on n 1 
of Davis st, and be! e by Ids 
nf 
Deerinff 
w tiy Ids 
of 


Sen berg and 
n by n 1 of 
Deering Tract 
62735 A 
M 
Ortlip—In 
Deering 
Tract, pee of 
Id on 
sly 


1 of Davis st, and bd Ely 
jby Ids of L Myers, w by Ids 
of Deering. being 50 by li'2 
ft.^and imps 


62736 State 
Savings 
Bank—Mort- 
gagee's interest, in 
Deer- 
ing Tract, pcs of Id en s 1 
of Davis st and bd Ely by 
Ids of L Myers, w by Ids 
of Deering. being 50 by 122 
ft 


I . 
Oaklarid' this 


1 C4 


1 83 


IN SUNXTSIDE TRACT 


John R Hodge— 111 Sunnyside 
Tract, reserve 
.......... 


IN NICOL TRACT 


62S03 C A Nicols— In Nicol Tract. 


blk E and 
lots 11 and 1 
imps 
................ 
\ 6 


IN DE WOLF TRAC-:' 


62S59 Walter L and Emile R Gib- 
son—In De Wolf Tract, s 
5 ft of lot 11 and n 3« 4-100 
ft of lot IS. blk C and imps 1 IS 
62S59 Waiter L and Emlle L Gib- 
son — Pers prop 
.......... 
i P4 


IN FOREST PARK TRACT 


62SS7 R J McMullen et al, Trustees 
—Mortgagee's 
interest, in 
Forest Park Tract, lot 27, 
and 
n 21 50-100 ft of lot 


2* 
.................... 
2 19 


62399 Mary ar.d 
Nellie 
Tweedle, 
Trustees — In 
Forest 
Park 


Tract, lot 3S and impe. . .. 
4 22 


E>2&9P Mary and 
Nellie 
Tweedie, 
Trustees — In 
Forest 
Park 
Tiact. lot 39 
.......... 
i-ss 


-N LAXDERGAN TRACT 


64536 Elizabeth H Spear-Ir Landre- 
gan Tract, map filed of ice- 
o:d in l^e- oRlt-e of the Re- 
corder of Alameda Co., Jot 3 
blk 12 and imps 


IN ROCK ISLAND TRACT. 


6,4626 Catolmc 'n B! Jmenberg — In 


Rock 
Island 
Tract, 
map 
fll-.-d of record in the office 
of tho Recorder of Alame- 
da Uo, lot 34.... 


i 64626 Caroline 
n 
Blurnenberg—iii 


I 
Rock 
I.-,la.id 
Tract, 
ir.dp 


) ' 
fed of leunrd ir. the office 
of the Recorder of Alameda 


I 
Co.. In: 35 


j 6454J L Tlelslan—In 
Rock 
Island 


Trai-t. map filed of record 


I 
in Ihe office of the Recordei 


I 
of AIa.:neda Co, lot 66 and 
imps 


IN HERZOG TRACT. 


K 
A' 
KhnKnri-—Mortgagee's 
interest In HerzoR Tract, 
subiividecl, 
map 
fllerl 
of. 


record in the office of the 
Recorder ot 
Alanjeda Co, 


lot 6 and 
w 30 ft of lot 7 
blk 3 


64CS5 E N Snook—In Herzog Tract, 


subdivided. 
map 
filed 
ot 
rocorj m the- office o" the 
Reeordoi1 nf Alarneda 
Co., 
lots .1 6. 7 and 
24. hlk 9.. 


64834 J W Brown—In Herzog-Tract, 


subdi.-iUed, 
map 
tiled 
of 


re-cord m the office 
ejf 
the 


Recorder of Alameda Co. por 
s of Berkeley Town line o' 
lot 11, bik 0 


64603 James 
.Moo- e — In 
Herzog 
Tract, subdivided, map flled 
of lecord in the office of the 
Recorder of Alameda Co. 
| 
1, blk 1C 


°6 , 64737 Jnrn 
Stewart—In 
Herzog 


i 
Tract. 
subdivided, 
map 


j 
filed 
of record ir. liie office 


I 
of the Recorder nf Alameda 


1 
Co.. .ot 12. bik 11 


j^4737 John btewart—Pers prop.... 
^ i 64757 PaciSc States Eatings. Loan 


and Building Company-Mort- 
gagee's interest 
in 
Ker- 


zog Tract, subdivided. m=p 
flled of record in the oflice 
of tl-.e Recorder of Alanie.- 
da Co.. lots 10 to 13 inc. 
blk 
12 
' • 


IN CRAWFORD TRACT. 


64S20 "William T Vahlbe,rg-In Craw- 


ford Tract, 
map 
filed 
of 
record in ihe office of the 
Recorder of Alamocia Co, lot 
9, and w 10 ft of lot 10, blk 
F 
: 


64S55 E J Overend—Mortgagee's in- 
terest in Crawford 
Tract, 


map nled of record in the 
office 
of 
the 
Recorder of 


Alameda Co.. w 13S 4-101 ft 
of lots 4 and 5. blk H and 
pee of Id beg at a point on 
th" n I of McKee st 13S 
-i-100 ft c fm Baker st. th 
".• 00 ft by Kl ft n. per lots 
?,, 4 and 5, bill H 
; 


1 60 


6i> 


66 


6? 


1 13 


SI 


1 92 


Golden 
Gate Tract, mar filed of 
record in the off ;,e of lite 
Recorder 
of Alaiieda Co., 
lot 20, blk F, ar.c imps ---- 


65268 Samuel 
Hirst— In 
Golden 


Gate Tract, 
map 
filed 
of 


record in the 
offi -e of the 
Recorder of 
Ala.neda Co, 


• lot 7. blk H. and imps.. .. 


6527S Henry H Easter — I i 
Golden 


Gate TiMCt, map 
filed 
of 


record in the 
offi -e of 
the 


Recorder of 
Alar ieda. Co., 
lot 16. blk I and imps 
..... 
F 
J Woodward — M irtgagee's 
interest in 
Golcsn 
Gate 
Tract, map filed of record 
In the office of thr Recorder 
of Alameda Co. 1 >ts 1 and 
S. bik K 
............... 


IN GASKILL T tACT. 


6531S R McKee 
Wing— I1 
Gaskill 
Tract, map filed of record 
in the office of the Recorder 
of Alameda Co, 
ot S, blk 


A 
...................... 


65366 H A Green— In Gas kill Tr^ct, 
map filed of reco -d in the 
office 
of 
the 
Re -order of 
Alameda Co, lots 3 and 4, 
h'.k C 
.................... 


6539S R H Cross et 
al. 
trustees — 
Mortgagee's intere ;T in Gas- 
kill Tract, 
map 
filed 
of 


record in the 
offi -e of the 
Recorder of Alanv da Co. w 
30 ft of lot 22 arl e 30 ft 
of lot 23. blk C 
......... 


3 11 


4 55 


1 49 


1 26 


record In the office of the 
Recorder of 
Alameeia Co. 
lots 22 and 23. bllt 2 
167 


65646 C W Gordon—In San 
Pablo 


Ave Villa. Tract, map filed 
of record in the office of the 
Recorder of 
Alamada Co.. 


lot 7. blk 2 
»c 
6S«6 W J O'Neill—In San 
Pablo 
Aye Villa Tract—map filed 
of record in the ofHoe of the 
Recorder of Alameda 
Co.. 


s 24 ft of lot 13 and n ft of 
lot 14. blk 3 


SM50 Lucinda Babbitt,.-In San Pab- 


lo Ave Villa 
Tract, 
map 
filed ot record Ic the office 
of the Recorder of Alame- 
da Co.. lots 10 and 11. bik 3 
6o6S4 Catherine Hornbers. et al—In 


San Pablo Ave Villa Tract. 
map flled of record In the: 
office of the Recorder of Al- 
ameda Co, lots S and 9 bik' 
2 


6S667 Flora J Lyon—In San Pablo 


Ave Villa Tract, map filed 
of record in the office o/ the 
Recorder 
of Alaxnsda Co. 
lot 20. talk 6 


6S671 Annie E Draper—In Saji Pab- 


lo Ave 
Vlllc 
Tract. 
Re- 
vised, map nled of record in 
ths 
office of the Recorder 


of Alameda Co.. lots 55 and 
36 and 37. blk 6 


6567S C S Engle—In San Pablo Ave 


Villa 
Tract, map filed of 
record in the office of the 
Recorder of Alameda Co, lot 
9, blk 4 


656X2 John L Taylor—[n San Pablo 


Ave Villa Tract, map filed 
of record in the office- of the 
Recorder of Alarneda Co , 
n 21 ft of lot IS and s 19 
ft of lot 13. Ulk J and imps 


656SS B 
McMar.us—In 
San Pablo 
Avs Villa Tract, map filed 
o record in the office of the 
Recorder of Alameda Co. lot 
x 
25. blk 4 
so I 


65686 B Mcllanus—In San 
Pablo 
I 


Ave Villa Tract, map 
filed 
j 
of'record in the 
office of 
! 


the Recorder of 
Alameda 


Co. lot 26. blk 4 
SO ! 


65702 S£ Fuchs—In Beaudrj- & Pel- 
adeau Tract, map filed of 
record in the 
office of the 
i 
Recorder of Alameda Co, s 
25 ft of lot 4, blk 3 
1 04 


65712 G W Hughes—Mortgagee's In- 
terest in Beaudry & Pcla.- 
d°ati Tract, 
map filpd of 
record In the office of the 
Recorder of 
AUmeda Co, 
lot 6, blk 22 
1 13 


65744 John 
and 
Rose 
Kane—In 


Beaudry 
and 
Peladeau 
Tract, map filed of record 
in the office of the Recorder 
o' Alameda Co., lot 11. blk 
2,) and imps 
2 14 


65749 Julia Kane—lu Beaudry 
& 
Peladeau Tract, map tiled 
of record in the office of tho 
Recorder of 
Alfi-meda 
Co, 


lot 15. blk- 23 and imps 
2 22 


65797 John McGann—In Beaudry & 
Pelaccau Tract, map filed of 
record in the office of the 
Recorder of Alarr.eda Co.. 
lot 4. blk 21 a-id lots 6 and 
7. blk 27 and imps 
2 06 


65810 Western Carbonic 
Acid Gas 
Company—In 
Beaudry 
&- 
Peladeau Tract, map filed 
of record in the 
office of 
the Recorder of 
Alameda. 
Co. lots 1 to S inc. blk SS 
and lots 1 to S inc. blk 39 
and imps 
194 


65810 Western Carbonic Acid Gas 
Company, pers prop 
434 
65S11 State 
Savings 
Bank—Mort- 
gagee's interest in Beaudry 
& Peladeau Tract, map filed 
of record In the 
office of 
the 
Recorder 
of Alameda. 
Co, lots 1 to S inc. blk SS 
ar.d lots 1 to $ inc. blk 39. . 11 30 


65829 F Johnholtz—in Beaudry *; 
Peladeau Tract, map filed 
of record in the office of the 
Recorder 
of Alameda 
Co. 
lots 6 and 7. blk 21 and imps 2 10 


65545 P Finnegan et al, in Beaudry 
& Peladeau Tract map filed 
of record in the office of the 
Recorder of Alameda 
Co.. 
lots -22 and 23. blk 21 
2 39 


63S64 Michael Burke—In Beaury & 
Peladeau Trac'. map filed 
of record in the oifice of the 
Recorder of Alameda Co., 
lot 7, blk 33 and Imps 
1 04 


fault having been made in the payment 
of taxes due to the Piedmont Sani- 
tary District, in the County of Ala- 
tneda. State of California, for tlie year 
1903. upon the property hereinafter de- 
scribed, the Tax Collector of the County 
of Alameda. by authority of law, did 
upon Monday. Novemb< r 30th. 1503, and 
-upon Monday, April 25th 1504. at 6 o'clock 
P. M.. levy upon said property. 
Now. 
therefore, 1. James B. Barber. Tax Col- 
lector of the County ,ot Alameda. State 
ot California, will on 
SATURDAY THE 2ND DAY OF 


JULY A. DJ904 


At the hour of 10 o'clcck A. M. ot said 
day. sell the same at public auction In 
the. Tax Collectors office in the Cour.ty 
Court House of the Coi.nty of Alameda. 
in the City of Oakland, unless the cases 
delinquent, together wi'h tho costs and 
percentages, are pa.i<3. c • so much there- 
of as may be necessary for such pur- 
poses. 
^ 
Public notice is furthe.- given that par- 
suant to the resolution of the Sanitary 
Board ot said District In niaUms such 
sale. I wil! sell each ft the respective 
parcels of 
property upon which 
said 
taxes are a l:en to the person who wil! 
taliu the least ejuantit; of l^nd. or in 
case an undivided interest is assessed, 


i then the smallest portion of the interest 
and nay the taxes and >-OEts due, includ- 
ll ing fitty cents for e^ch 'ot, pise? ov tract 
or land separately ssse^seJ 
Each pur- 


! chaser at said del'.ncuent tax sale will re- 
| celve a. certificate of sa e r'rom said Ta^ 
I Collector and said real property will be 
1 31 | sold subject to redemption within the 
time and upon the eoivhtion established 
by resolution of ths Sanitary Bo.-trd oi 
said District. 


JAMES B. BARBER. 
Tax Collector o; the County ot Ala- 
rr.eda 


Dated at 
Oakland, this 4th day of 


I June. 1804 


Piedmont Electric Railway. 
th se 126 1S-100 ft. th sw 
225 OS- 100 ft, 
nw 
36 €-13 


ft, sw 4S 6-12 
ft. nw 
77 
'0-100 ft. siv 23 S4-100 ft. 
nw 20 It, no C93 36-100 ft. 
to beg. por o:' lot S. and 
and imps 
.............. 
1X43 
JAMES B. BARBER. 
Tax 
Collector of 
the 
County 
of 
Alameda. California. 
Dated at Oakland, this 4th day 
of 
June. 1904. 


DELINQUENT TAX LIST 


CF THE 


TOWN OF EMERYVILLE, 


FOR 
THE 
FISCAL YEAR 
1903-1904 


IN 
FAIRVIEW 
TRACT, 
AMENDED 


MAP 


67024 E 
Gruggel — Is 
Falrvisw 
Tract. Amended Map. map 
filed cf record in the 
office 


of the Recoider of Ala.tr.e- 
c»a Co, lots 4 ard 
R. blk C. 
imps and pp.. 
i 13 


67025 Eallie D Tulktt—Ir. Fairview 
Tract. Amended Map. map 
tikd of record i -. the 
office 


of the Recorder of Alanieda 
Co. lots 14 and IS. blk C 
irr.ps 
2 6 2 


IN MAP OF PARSONS' C OLDEN GATE | 


TRACT. 


1 IS 


3 •*« 


IN PARADISE PARK. 


64S90 R 
H 
Martin—In 
Paradise 
Park, map filed of record 
in the office of the Recorder 
of Alameda Co . lot 6. blk H 
and imps, and pers prop.. 


64930 Maiy A Meagher—In Para- 


dise Paik. map filed of rec- 
ord in the office of the Re- 
corder of Alameda Co.. lot 
12. blk 0 


54934 Union 
Savings Bank—Mort- 
gagee's interest in Paradise 
Park, map filed of record 
in the office cf the Recorder 
of Alamerta Co., lot 13, blk 


.65467 Isabella. 
E 
Rath -r'ord— In 


j 
Map 
of 
Parsons 
Golden 


Gate Tract, 
map filed of 


\ 
record in the 
offi e of the 
1 go | 
Recorder of Alaneda Co:, 


i 
lots 7 and S, blk ': 


l 65504 Home Security Bull Iinff 
and 


! 
Loan Association -In 
Map 


i 
of 
Parsons,' 
Colt en 
Gate 


• 
Tract, map 
filed 
< f 
record 


I 
in the office of UIE Recorder 
^ 
nf Alameua Co, lot 13. blk C 


i 
a.nd imps 
^ 


1 75 l 6550S E O Lindbloom—M Ttgagee s 


I 
Golden 
Gate 
Tr. ct, 
map 


j 
filed 
nf record in the 
office 


' 
nf the Recorder c t AUme- 
ela Co. lot 17. b'.k C 


1 13 I 65530 R Rittissteln—In MF p of Par- 


! 
sons' Golden 
Ga' 5 
Tract. 
n:ap filed of reco -d in tho 


! 
office of HIP R=cor ler of Al- 


i 
nmeda Co. lot C3. >lk C and 
| 
imps 


53 | 65531 Oakland Bank 
of Savings— 


, 
Mortgagee's in 
hrest ir. 
Parson's Golden Gite Tract, 
map filed of reco-d In .the 


j 
office 
n£ 
the 
Re -order 
of 


1 40 i 
Alameda Co . lot 3S. blk C 
| 65537 Main- 
English—In 
Map of 


j 
Parsons Goldsn G te Tract. 


i 
map 
tiled of reco d in the 


i 
office 
uf 
the 
Re Border of 


4 11 i 
Alameda Co. lot 4 . talk C.. 


SS ' i'555S Sarah L White—In 
Map 
of 
Parsons' Golden G ite Tract, 
map filed of reco -d in the 
office 
of 
the Re order cf 


Alameda Co. lot 7 talk E.. 


65560 G L Fitz—In Map o' Parson's 


Golden Gate Tract map filed 
of i ecorc! in the 01 ice cf ihe 


43 
' 
Recorder of Alame la Co, :ot 
11. elk E 


IN J E M'ELRATI- 
TRACT. 


55551 Mary 
A 
Ryan—M >rtgagee's 
interest in J E 
McElrath 
Tract. Resub. ma . filed of 
record in the offi e of the 
Recorder of 
Alan ed«t 
Co. 
lots 4 and 5, lot A-3 and lot 
A-4. bll: A 


655E4 Oakland Bank nf S« vin«E—In 


•> 
J E McElrath T.act. map 
filed of record in the office 
of the Recorder of Alameda 
Co., lot 6. blk B a id imps.. 


65903 Oakland Bank of S. \ings-In 
J E McElrath T- act. map 
Nfiled of record in the 
office 


of the Recorder oi Alameda 
Co. lot 2. blk D a .d imps.. 1 31 


IN BEHLOW T1_4.CT. 


65640 Mary A Sullivan—1 
Behlow 
Tract, map 
flled 
>f record 


in the office of the Recorder 
of Alameda Co., Ic. 10 
1 22 


.IN SAN PABLO AVE "VILLA TRACT. 
65643 C IV Gordon—In Si n 
Pablo 
XAve Villa Tract, 
Revised, 


map,- filed of recoi d In the 
office of the Recori er of Al- 
aaieda Co. lots 5. 
and s B 


ft of lot 4. blk 2 
1 22 
65643 C w Gordon — In E an Pablo 
Villa Tract, 
map 
filed of 


1 31 


1 13 


1 31 


IN JOHN DOYLE TRACT. 


65S87 J J Ryan— Jn 
John 
Doyle 
Tract, map filed of record 
in the office of the Recorder 
of Alameda Co, lot 7, blk 
B End imps 
.............. 


65S87 J J Ryan— Pers prop 
........ 


IN MAP OF KLINKNERVILLE. 


TRACT. 


65961 Citizens Building 
and 
Loan 


Association-Mortgagee's in- 
terest in Map of Kllnkner- 
ville Tract, 
map filed of 
record In the office of the 
Recorder o£ Alameda Co. lot 
4, blk C 
................ 
3 


65962 Citizens Building 
and Loan 
Association — Mortgagee's 
Interest in Map of Klinkne'-- 
ville Tract. 
map filed of 


record In the office 
of the 


Recorder of Alameda Co, lot 
4, blk C 
................ 


659S3 C A KMnkner. G H 
Collins, 


"E Hlggins and A J Sr.vder — 
In 
Map 
of 
Klir.kra'n Hie 
Tract, map filed of record 
In the office of the Recorde.- 
of Alameda 
Co, 
pcs of Id 
beg at the ar,- cor of San 
Pablo ave and Snyder ave, 
th s 1 ft by 73" ft 
......... 


65997 Edward D Thomas — In Map 


of KlinknerviHe Tract, map 
filed of record in the oince 
of the "Recorder of Alame- 
da_Co. lot 5. blk E and Imps 1 


66003 F T. Hebemcyer — In Map of 


Klinknerville 
Tract. 
mftp 


filed of record in the office 
nf the Recorder of Alameda 
Co. !c; 2. blk F 
............ 


66004 C A Miller — Mortgagee's 
In- 
terest in Map of Klinkner- 
vllie Tract, 
map 
filed 
of 


record in the 
office of the 
Recorder of Alameda Co., 
lot 2. blk F 
.............. 


66006 Citizens Building and 
Loan 


Association 
— Mortgagee's 
interest in Map of Klir.k- 
n.c-rville Tract, map filed of 
record in the nffice of the 
Recorder mf 
Alameda Co, 


lot 3. blk F 
............ 


6600T Charles S 
Neal- -Mortgagee's 
Interest in M.ip of Klinkner- 
vilie Tract. 
map filed of 
record in the office of the 
Recorder of 
Alameda. Co., 


lot 1, blk F 
.............. 


66013 Kato 
Colburn— In 
Map 
of 
Klinkner-. illft 
Trnrt. 
map 


filed of record In the ofnVe 
of tho Recorder of Alameda 
Co.. lots 11 and 12. blk F. . 


66059 C A Klir-.kllCT, E Higgtns. G 


Collins and A J Snyder. pee 
of Id at the =-v: cor of e line3 
nf Town of "Emeryville ar.d 
Snyder ave. th s 1 ft by 2240 
ft w to right 
of 
way of 
Northern 
Railwav 
...... 


66078 California and Nevada 
Rail- 
road Company. A 
corpora- 
tion. The State Board of 
Equalization 
has 
assessed 
the Californ'r: 
and Nevada. 


Railroad Company 
for 
it« 
franchise, 
roadway. 
road- 
brrl. railn and rollinsr stock 
within the State at the rate 
of J2173.95 per mile: length 
nf main track 
within HIP 
limits nf the Golden 
Gate 
Sanitary District is 67-100 
miles, 
@> *21 73.91 per 
mile 7 C6 
JAMES B BARBER. 


Tax Collector of the County of Alameda, 


California. 
Dated at Oakland this 4th day of June, 


1904. 


69 


68 


09 


59 


1 04 


2 48 


1S5 


iii;p» 


57029 Chants M Zeihn—Ir. Fairview 
Tract. Amended Map, map 
filed of record 11 the ornce 
of the Rc-i.ci-G'er of Aiameda, 
Co. let 16. blk C 
96 


67033 Jcj.-.n 
F 
Stir!-'— In 
Fail-view 
Tract, Amended Map. map 
filed of r.^-ord in the o7ece 
of the Recorder of Alameda 
Co. lets 24. 25 )lld 26 
blk 
C and ;'mps 
5 40 


67044 E 
Gruggel—In 
Fan-view 
Tract. Amended Man. ma,) 
Hied of record I 
1-, the 
office 


.of the Recorder nf Alameda 
Co. lots 2J ar.d 23. b!k D.. 
2 2S 


IN GLEN ECHO TRACT. MAP NO 2 
S7059 Harriet A Williams—Mortga- 
gee's Interest, ir Glen Ecro 
Tract, Map No 2. re-suo 
of lots 20, 21, 2.' map 
filed 


of record in the ofhce of 
the Recorder 
cf 
Alameda 
Co, lot Q 
o 77 


67C61 Mary E Keilj—In Gier. Ecr.o 
Tract. Map No 2. re-sub 
of lots ;0, 21. 2:' map filed 
of record in the 
office- nf 
the Recorder 
o: 
Alameda. 
Co. lots S and 1' 
s 37 


JN BATHER TRACT 


670S8 W 
J 
Dingee—Mortgagee's 
Interest, 
:n Sather 
Tract, 


map flled of re ord 
<n the 


office 
of 
the 
Recorder of 
Alameda Co. lots 1 to S 
Inclusive, u SO ft nf lot 10 
and lots 12 and 13 
6 50 
67093 Contra 
Costa 
Water Com- 


pany 
(a 
corporation)—In 
Satl-.er Tract, map tiled of 
record In the office of the 
Recorder of 
Al.imeda 
Co, 
pee of !d beg at A pt on the 
ne 1 of Linda Vista Ter- 
race, said p1 beirg the most 
s cor of Glen Echo Tract, 
th ne 304 ft, se 141 S6-10H 
I 


ft. th sw 300 ft. th nw 190 
ft. 
to beg, duel: mps 
3T 21 


67093 Contra 
Costa 
Witer 
Com- 
| 
pany (a orporatnn)—Water 
j 


mains, wate-r 
pipe, meters, 
' 


stop oks, et. 
In Ple-dmont 
I 


Sanitary D!>m-ici; also fran- 
! 


chise granted to lay mains 
, 


and 
water 
pipe over 
the 
'• 
streets and highways with- 
in 
the 
PledniL-nt Sanitary 
i 
District 
25 70 
I 


67095 W 
J 
Dingee — Mortga- 
. 
gee's interest, 
in 
Sather 
Tract, map filed of record 
in the cftice of the Record- 
er 
of 
Alameda. 
Co. 
lots 1 to 43. blK B 
21 41 
67101 F H Brooks et al. Trustees- 


Mortgagee's 
in erc-st. 
in 
' 
Sather Tiact. map filed of 
record in the oifice of the 
Recorder of 
Al meda 
Co, 
lot fi, bll; C 
i 09 


67107 W 
J 
Dingee - 
—Mortga- 
gee's 
interest. 
in 
Sather 
Tract, map 
tllec1 of record 


1:1 the office of the Re^ord- 
er of Alameda t o. lots 13, 
IS, 23, 24, 31 and 32. blk C., 
4 7 + 
67109 Flora 
A Morri!l-In 
Sathr, 
Tract, map flled of re-cord 
i.i the office, of 'he Record- 
er of Alameda Co, lots 19 


I 
and 20. hlk C 
1 42 


; 67109 FIc-a 
A 
Mornll- In 
Sather 


I 
Tract, map 
filed 
of reco:a 


I 
r.i the offices of t.ie Recorder 


i 
of Alamcrfa Co, lots 21 and 
12. blk C 
l 43 


67109 Flora 
A Merrill —In 
Sather 
Tract, map flies nf n.^irj 
in the office of the Record- 
er of Alameda Co. lots °5 
and 26. blk r: 
".. i 40 


57103 Flora 
A -Morriil—In 
Sat'ler 


Tract, map filed of record- 
in the office of ihe Record- 
er of Alanuda Co, lots 
-)7 


28, blk C 
l 42 


IN BOWIE TRACT 


57121 E 
F 
Prindie—Tn 
Bowi<> 
Tract, map filec of record 
in the ufiicf: ot me Record- 
er cf Alameda 
> 'o. lots 13. 


14. 18 16 ar.d 17 ar.d imps 10 35 


67121 E F Frmdl-5—Per.-, prop.. 
9' 


S7128 A E Skinner—In B"Wie Tract, 


map filc-cl of record In the 
office of the 
R.-corder 
of 
Alameda. Co. lots 37 and 3S. 
and imps 
3 05 


67132 E 
C 
Ryoinson—Mortgagee's 
interest, 
Jn 
Bowie- Tract, 


map filed nf rec ird in the 
office 
of. the Pe^order 
of 
Alaineda Co. lois 5R 
and 


S3 


67136 A E Skinner—In Bowie Tract, 
mcip flled oi rec ird in the 
office nf 
the Recorder 
of 


Aiam*da Co. lots 66 and 67. 
and imps 


671S7 Julius 
VIgnic-r"=—In 
Boi\ !e 
Tract, map filed of record 
In the office of 1'ie P.eco;d- 
<?r of Alameda Co. lots CS 


i 
and 69. and :mpt 


95 67137 Julius Vigniere—Fers prop.. 


1 09 


4 £2 


PIEDMONT SANITARY DIS- 


TRICT. 


DELINQUENT TAX LIST. 


FOR THE YEAR 1903. 


The Delinquent Tax List of Piedmont 
Sanitary District, 
In 
the 
County 
of 
Alameda, Stats of California, for the 
year-1603. 
Sanitary Tax Bale for th* year 1M3, 
Public r.otlct i> hereby given that d»- 


I 
IN TERMINAL TRACT 


67232 ,Maud 
RusseK—In 
Terminal 
Tract; map filed of record 
• n the cffice of tne Record- 
er of Alameda Co. lots 3 
and -!. bl!-: B and imps 
611 


IN PIEDMONT TERRACE 
67268 Florence 
N 
Pulcifcr — In 


Piedmont 
Torr.ice. 
viap 
filed cf record ir the office 
of the Recorder "f Aliameda 
Co. lot 1. 7S4-10M acres 
3 53 


IN PIEDMONT PARK ' 


67323 Emma 
K Loring—In 
Pied- 
mont Park, map flled of 
record in the omce of the 
Recorder of 
Alameda 
Co, 
lots 1 to 4 inc. blk 3 
19 SO 
S733S Lucy 3 
Bray—In 
Piedmont 
mont Park, map filed of re- 
cord in the 
offce of 
the 
Recorder 
of 
Alameda Ci, 


n ICO ft f>l lot 7, blk B. and 


15 67 


IN BOWMAN TRACT 


S7372 John 
A 
BarrvcloTigh— In 
Bowman 
Tract, 
Part A, 


map 
filed of reconj In ths " 


offica 
nf 
tha Recorder of 
Alameda Co, per- of la hes 
at 
a. pt on thf 
nw 1 of 


HUlEide ave, ISO 99-100 ft. 
-•- 
ee tm. right of 
-way 
of 


IMPORTANT NOTICE. 


All Tax Payer? -are requ&sted to «t- 
ajnine carefully the Delinquent Tuc List 
and report errors If ar.y. immediately. 


TOWN TAX SALE. 


POR 
THE 
FISCAL 
YEAR 
1903-1904 


Town of Emeryville. County of 
Aia- 
nieda. State of California, ss. 
Public 
notice is 
rei-eby Kiven 
that 


default having been ina^e in the payment 
of ta-xes. due to the Town of Eniery- 
vilU. for the fiFC^Li yes.r 1P03-1904. upon 
the property hereinafter described, a'ld 
the Tax Collector of the Town of Em- 
eryville, by virtui' o:' tl-.e power 
and 


authority of law. did 
upon 
Monday, 
November 
Sf>. l ar;. and tijan Monday. 


April i5. in04. ?t K o'clock P. M . levy 
upon said 
i roperty; now therefore, I. 
T. C. Judlvins, Town Attorney of and 
for said towif by virtue of the law and 
of ordinances of jaid town, ^.'11 on 
THURSDAY, THE 30TH DAY 


OF JUNE, A. D. 1904. 


At the hour of 10 o'clock A. ]M.. com- 
mence to sell the same in the Tax Col- 
lector's office. Town Hall, in the Town 
of Eme.rvvilla. ur.lefs the taxes delin- 
quent together wr_h the costs and per- 
centages, are paid, ar.d that I will con- 
tinue su^h sale from day to day, ac- 
cording to the adjournment, until tho 
whole property set 
forth 
hereinafter 


shall be sold, pursuant to Law. 


CONDITIONS. 


Real property will be sold to the torn 
subject to redemption within five years 
from date of the sale, or at any other 
time prior to the er.t-y or sale of said 
land bv the c.ty ii the manner provided 
bv section three thousand eight 
hun«. 


di-ed ir.d sevonteen. Political Code of 
the State of California as made applic- 
able, by oidir.ance, to the Town of Era- 
eryvjlle. 


DOLLARS AND CENTS. 


Pub'.ic notice :s horfby given that the 


figures appexrlng opposite following last 
and after each description of property in 
the real estate portion, also the figures 
appeal-ins; opposite-, following, and last 
after t-ac'h nin-.e in the personal property 
portion of this Delinquent Tax List for 
1913-190-1 of rfiid for the Town of Emery- 
ville were intended to ar.d do r»pres<?nt 
respectively ir. dollars or in cents, or in 
clol'.irs nr.d oe-its. as the case may be. 
the amount duo foi taxes and costs in 
manner a-id as follows, to-w.it: Whon. T 
where TWO figure-.- appear therein cents 
were intended to b? and ar«- represented; 
when or where MOKE THAN TWO FIG- 
URES thus appear therein, CENTS were 
intended to be and are represented by the 
last two figures or the two ilgures occu- 
pying and 
appearing 
at the 
RIGHT 
HAND, and the figures occupying a-id 
appearing at the LEFT* HAND of the 
LAST TWO FIGURES and 
separated 


therefrom by a space, wf-r? intended to 
and do represent DOLLARS: so that the 
amount due for TAXES AND COSTS In 
the lespective cases aforesaid, axe thu» 
expressed m Dollirs end Cents. 


ABBREVIATIONS. 


Throughout this Delinquent Tax L'st 


when 
the following iibbreviations 
fir« 


u.*ed th^y are intended to aud do repre- 
sent the following to-wit: n for north or 
northerly; s for :-outh or southerly: e for 
ea--t nr easterly: w lor west or westerly: 
It for fec-t. No for numbci; S for dollars: 
<*ts fnr i-ents. free for section; cor 
for 
corner; st for hlrot-t; ave for avem:f, 
nw for northwesterly: 
sw for south- 


westerly; nc 1'or northeasterly: se for 
southeasterly: imps 
for 
improvement^; 
sub for subdlUslon; ba for bounded; b«rg 
for 
beginning; comg for 
commencing, 
di.st fnr distant: fni for from; 
fur lor 


furniture; 
hd for homestead; 
ir.c tor 
inclusive; Id for Irind: 1 for line; pec !o:- 
]:Se.-p; por or port for portion; ra for 
ripht angles: run for running; th 
for' 


thence: pei-fi prop or 
pp for 
personal 
properly, fst for first; 1st fnr last; ir 
u 


for 
installments; pt for point: est for 
estate; blk for block: bnVy for boundary. 
Arthur J Webb—In Map of Part of 
Plot 6. pty o:' J S Emery, 
map filed of record in the 
o.fice 
of 
the 
Recorder of 
Alameda Co. s 30 ft of lot 
2:;. blk 3 
1 «9 
Thomas N Badger—In Map of Part 


of Plot (j. pty OL J S Emery, 
map filed of record in the 
office 
o:' the 
Reporder of 


Alameda Co. pee of Id beg 
at a pt on thf» s 1 of YcrbA 
Buena ave 270 ft w fm San 
Pablo .ive: th w «0 ft by 36u 
tt deep s 
6 75 


J D Brown—In Map of Part of 
Plot 6. ply of J S F-mery. 
m.ip fil»d of record in ihe 
office of 
the P.ecord-r 
of 
Alameda Co. lot l<i. bik 24.. 
B 49 


A Lehrke—Mortgagee's Interest, in 


Map of Part of Plot 6, pty 
of J S Emery, map filed of 
record in the 
office of. the 
Recorder of 
Alaineda 
Co. 
e '2 of lot 20. blk 27 
2 63 


Commercial Union—In Map of Part 


01' Plot o. pty of J S Emery, 
map filed o:" r.jcord In the 
office 
of 
the 
Recorder of 
'•; 
Alameda Co. pee of Id beff 
at a pt or. the s 1 of Park 
i 
ave 53 6-:: fc w fm Halleck 
st. th s to n 1 of City of 
Oakland w to e 1 of right 
of way of 
Northern Rail- 
way; th n along said right 
J 


of way to s 1 of Park ave; 
th e 123 ft to beg, being- 
por of lots 17. IS. 20. blk 
SO 
5 Z» 
Diedrich 
Brur.s—Morgaje-e's 
In- 
terest. In Map of Part of 
Plot 
6. pty of J S Etn- 


c'•••'. map fi!>-d of record in 
ihe office 
of the Recorder 
J 


of Alameda Co. pee of Id 
beg at a pt on the s 1 of 
Park ave S3 6-12 ft w fm 
* 
Halleck st, th s to n 1 of 
C'ty of Oakland, w to e 1 
*" 


of right of way of 
North- 
ern Rai!wa>: th 
n along 
said right of way to s 1 of 
Park a\e: th e 123 ft to 
beg. being por of lots 17. 18. 
20. blk SO 
7 8» 
D Bruhns—In Map of Part of Plot 


6. pty of J S Emery, map 
filed of record in th» office 
of the Recorder of 
Alameda, 


Co, lot 3. blk 31; In Map 
of. Part of Plot 6, pty of 
J S JSrriery, map filed of 
record in the office of the 
Recorder of 
Alameda Co, 


w 13 ft of lot 2. talk 31 
6 30 
JIary E Seaton—In Watts Tract. 


A D Thompson's 
Sub 
of 
Block 5S4. map filed of re- 
cord 
In the 
office 
of the 
Recorder of 
Alameda Co, 
lots S. 9. blk 6'-i4: In Watts 
j 
Tract. A D Thompson's Sub 
of Block 684. map filed of 
record in the office of the 
•„ 
Herorder of 
Alamecla 
Co. 
that por n of n bd'y I of 
City of Oakland, of lot 17. 
blk 684 
10 SB 
John 
Lohman—In 
Watts 
Tract, 
ir.ap filed, of record in the 
office ot 
the Recorder of 


Alarr.cda Co. Sub E, lot 6. 
blk 803 
83 


Oakland Bank of Savlnga—Mortga- 
seo'a interest, In H|ot 
40. 
map filed of record In the 
J 


office of tha Recorder of Al- 
-'T 
ameda. Co, pee of Id beg a-t 
the Intersection ot a 1 at 
.' 


±. Plot 40 with, vf I ot San Pablo 1_ 


SATURDAY EVENING 
OAKLAND TRJBTJNE, 
, JUNE 4,19O4 


th--n-tm-9w 


.»w> about.. 120 ..64-100~'fV *° 
.Jfemescal Greek; th"w along 
nUd Creek to a. pt.730'ft w 
fm.San Pabla ave; 
th 
n 


.paralUI to San Pablo ave 
about »0 It; th w a.t ra to Sai. 


-Pablo ave 318 08-100 ,.ft; -th 


• 
s216 84-100 ft to s .1 -of Plot 
"-'-.'.40; .1h e to-San Pablo'av« 
- ' -and pt of beg (3.50. acres}.. 1,4 21 
C S Entile—In San Pablo. Avenue... 


.Villa Tract, map filed ot. 
fecnrd in the office of -the 
Rfccrurdcr 
of Alameda. Co. 
lot :i, ilk 4.. ' 
1 28 
Virginia Patent—In 
San Pauio 


Avenue "Villii 
Tract, hiap 


Jlled of record in-the office 
of the Rec&rder of Alameda 
Co. lot 10, blk 4;. In San 
Pablo Avenue Villa 
Tr:i-:t, 


map 
filed of record In the 


— 
''office' 'of ' the 
Records:- nf 


•-.- 
• Alameda Co. lot-11,- blk 4.-. 240 
John 'D 
Taylor—In 
San, 
Paolo 


Avt'i'12 Villa .. Tract, 
map 


filed of record in the office 
of the Recorder of Alamefla 
Co,"n 21 ft of lot 18, blk 4; 


.-.. 
- int Sa.n. Pablo.. Avenue . VUla 
-Tract, map 'flled of record 
'"in the office of the Recorder 


of Alameda Co, s 19 ft of lot 
19. blk 4.. ... ... . . - . . - . . . . 3 94 


Western Carbonic Acid Gas Com- 
-' 
pany*-In Beauilry and Pal- 
adeau Tract, map flled of 


... 
record . in the .office of the 
-:'. 
^ecorder of 
Alamedu. Co.. 


i.- 
lots 1 to-8 Inc, blk 38; in 


- 
-- Behudry 
-'and 
'• Patedenu 


. - • -- Tract, map hied of 
record . 


- - 
' jh the" office of the- Recorder 
of Alamed-a Co, lots J to 8 


- 
-me. blk 39 
-' .. '88 
Charles- 
Ehret—-In 
Beaudry 
and 


. . - - and 
Paladeau 
Tract, map . 


fjlecl -of record in the 
office - 


i.'t tlie Recorder of Alameda 
•Co; Uot C. blk 2 0 . . . . . 
i 41 
F;- 
Jarhnholtz—In 
Beaudry .and 
.and Piladeau.. Tract, map 
-.ftlert of -record In the 
office 
of the Recorder of Alameda 


•Co. lots ti. T, blk 
21 
U 49 


Michael 
Burke—In 
Beaudry . and 
Paladeau Tract, map 
tiled 


of record in the', office of 
the 'Ftscordev "of 
Aiameda 
- 
Co. lot ;,. MU.35 
85 
I/Johji 
\YalUrce-In . Beauflry - arid 


-•-Pala'citan Tract;' map..' filfd . 


• 
' 
of record in" the pftice of ths . 


i 
'• 
Records;' 
of- AIam«<a 
Co, 
' lot ii. l;lk 5s.. . : . . . . ' .... 1 7' 
F Flnegan .er al—In... Beaudry .'.and -' 
Pvtladeair-Tract. m^.p 
liled . .. 


of record . m the 
office, of 


- ' • -th'e Re't-or'dor 
of 
A'lameda 


Co."'tolrf 1-2,'-2'3. bik "21 
2 9 


Elizabeth M Dolie.-—In John. Doyle 


Tract, map filed of record 


. . la the office of the Recorder 


, '. 
of Alamo-da Co. lots..4.. 5. 6. 
' . blk D: lu . John Doyle Tract,. 


..' 
. .map, '111013 . 61.' record .m.'. 
'.. 


'.'. ' ..\lhr-. ' 
t'ffjuo 
OC 
the 
Re- 


cc'iclj'T 
u£ 
Alameda 
Co. 


*'•'. 
.lots .. ;f. 4. 5'. blk 
F; 
In 


..'John'Doyle Tj-.act. map filed 


•of record" in the office of the 
Recorder, of 
Alameda Co, 


lots 8. IP. blk K 
1 IS 


W 1, Rockwell—In- Map- of Klink- 


iierville' 
Tract, map 
hied 


of irc-'-'i-cl in the office of the 
Itecord'-r • of.. Alamedn 
<-7o, 


•C'P. lot '.'„ bll; F 
A 1 1 


W. L Rockwell—In Map- of Kllnk- 


nervilU- Tract, map filed of 


. 'record in -the office of the- 
. Recorcl-.-r 
of 
Alameda Co. 


. lots- •). 5. blk F. 
2 2 


Mary Shflrwoodi-'In Map' of Kllnk- 
nervillr. Tract, map 
flled of 


record In -the office nf 
the 


r>f 
Aiameda 
Co. 


'" —tr-^SS! '-'jSeamdar-eS,—poe-"of-"ia-Sefe 


• 
. 
at a, pt on the e--.\. w ,—.- 


'. : Pablo ave 376 ft n fm. Ade- -.. • 
line «t;-th n. 7S ,4-12-fti..e 
- . 


,' 
iM ft; th. n 81 8--12 ft;,th .e 
...- . 


ISS-ft to w l-6f Adeline st; . 
th sw along»s|Ud st J84-..SS-.- •-. - 
1.00 
ft; Ut.-w 240 60-100 /t. . 


to pt of begvpor of -lot 1.'.. S 44 
W F Fisher—Mortgagee's ..Interest,' 
in HC.Dohr's Homestead, 
map 
. filed "-of -'record" In the'" 


office' of 
the Recorder 
of 


Alameda Co, pee of Id- be'gr-- 
- 
at a pt pn the e 1 of San . 
Pablo ave 502 16-100 ft, n 
fm Adeline st; th s ISO 'ft ' 
by 160 fe e,''por of lot 1 
11 25 


Dated at 
Emeryville', Gal.,' 
June 4, j 


19M' 
' - . ; 
' ' - . - ' 
T."C.. JTUDKINS,- 


Town' Attorney of the Town of Em-' 


Bark fplympIc'.f.Eva'ns, "' IT. "days from 


Kaanapali. 
-'. '~'^' 
..... •- 
-. .. 
Schr ,Oaklan<J,';.Ewart;. 6V4'.:' days -from 
Sclf'm'-W^'jbar'tie'tt, Nipteen', 11 days 


from Port t-udlo.w. 
. ;'':,; .;.,.-: 
Schr Philippine,-'-Fredrickson. .9 days 


from Tacoma. 


" 
. 
. 
, 
Schr "Ida A.,v3Canrpbjell,- .5 
oint Jieyes. '"•'."."• '.':•.. 
' 
' 
' 
Point 


hours' frtim 


Schr Sacramento.' Grugpell,... 514 days 


from Siiislaw River; 
' 
. . ' ' . • ' • ' 


CLEARED FROM SAN ..FRANCISCO. . 
Stmr WMttlev, Dlckson, Portland. 
. Stmr 'Pomona,*-E>wanson, Eureka. 


. 
eryvHlB.- 


PRODUCE MARKET. 


CEBSAUO >NO 
MlCl. 
RRODUCTfc 


FLOOR— Net 
CMh. 
Family 
Extras 


$4;60r$ 4:85 per bbl-; Baker's Extra, $4:40® 
4.60;- Oregon 
and 
' Washington, • J3.504? 


.cStmr. Santa'.R6Aa. .Alexander, -San p_\-_ 
ego and way. ports. 


^^^^••ggiig-r^ ^^^^-j^K"**s'^^»*;':-;-;- ;'-'^EiSgtg^ 


Hotel. 
Perfect .13 
all 
mentr. 
Private 
parlors am? 
dlninff-roozr 
for rtcep- '•'• 
tions and - 
San- Pedro banquets. . 
Rates very 
reasonable'. 


4.30.WHEAT—No..' 1" 
J1.27H; 
!gudd 


Shipping;' per- ctl., 
- - • — • • 
Milling, 
choice, 
$1.30; 
White 
.._ - 
choice, • $1.32%®1.46. 
- 
BARLEY—Choice No. 1 Feed, $1.Q2%@ 
.06- oft --grades. $1.00@1.01%;" Brewing, 
Sol 1. J1.07'/4@l-15i Chevalier; nomliftfl.- 


CORN—Good to choice, per ctl: Call- 


orniA, .new, large, .'Yellow. J1.46@1.57}4t 
mall 
do, 
$l,60S>l.Go; 
White, - :J1.4&@ 


.67fe; Eastern. $1.42%@1.52Vi.. 
. . 
RY.&—Choice quality, per ctl. J1.3Q.SJ 


'OATS—Good to choice "White, $1.40@ 
.45; 
Red, *1.27I/4@1.35; 
Black, 
nominal,. 


* cr;ACKED~COKS—Choice quality, per 
on, J33@33.5Q. 
* 
DAIRY PRODUCTS. 


BUTTER—Per Ib: 
dreamery, extras 
19 


Crea mery. good to' fancy 
IS 
Jairy, extras .:.-•• 
• • - 
• 


>alry choice 
;...v. ' 


Stor-'? .. '..i 
'•• 
Calijornia Storage ... 
Eastern Creamery 
... 
E<;OS—Per dos: . 


Kan.-h. selected, large 
. good to choice 


Store 
California Storags ... 
Eastern 
CHEESE^-Per.lb— 
, 


_al Creamery; mild., new. extra.10 
Cal Creamery,..mild new, choice S > WJ 9 
VOung America 
10 @11% 
Eastern. NHW York C«<inl. Ched- 
dars and flat*, new 
...15. §>16 


HAV AND 
F.EEDSTUPPS- 
HAY—P.er 'ton;' Wheat, $1D.50@15.00; 
Wh. at and Oat. J10.60@13.50; Oat, $7.60S» 
1261; 
Barley, JS.OO@11.00; Clover.- nomi- 
nal 
Alfalfa, J8.00&10.60; Stock, nominal. 


B'TRXW—Good to choice. ..per 
bale. 


OI'LCAKB .MEAtr-rin iot«' ot 20 tons. 
I2S.60 per.ton; 10 tons.. $30; B tons, J30.50; 
lesK quantity! »S1.00. 
Prices are mill 
i-»t«i *nd are aubjeot to chajige without 


CORN MEAlr—Choice. erad»«. 
t32.50@33. 
BARLEY—Per ton. $23.009 


SAILED -FROM SAN yRANOISCO. 


U. S. stmr -Bear.-. White, Alaska'. 
Stmr Pomona.: Swan'son'. Eureka'. 
Stmi S'. A. Kilburn, Jnhnsen,. -Rogers 


Landing...-.- 
. - - . - . .' 
•' 
'.'• 
•' ' - 
Stmi -Maggie,- Corning, ;HAlfmqon Bay. 
Stmr. Arizonan; • L<yons, Seatrle,' Hono- 


lulu and New-York. 
'- 
•.<:>•-•-•• 


Stmi Whittier. Dickscxn, Portland, with 


bktn l-'ullsrtpn: ;in '.tow. - ;.-.1 "-. 


Stmr Bee, XVeh'mani.'Eureka- 
••- 
Stmr .Gipsy, .Leland,'Sar(ta :Cruz.. 
Stmi-. Henry: W,!l£on, Johnson,.- Gray's 


Harbo-.. .' 
'. - 
- 
. >-.- .- .- ' 
Stmr Czarina, Jchnapn, -C.oos Bay. 
Bktn .Fullertnn, . Wlclspn,... Portland,: In- 


tow 
o:' st'mr "V>'hltti«r. 
• ;• " 
; ' 
Schr Laura Madsen, Cook. St.- Law- 


rence Island. ... •• 
„• \, • 
' 


R. M/BRTARE, proprietei 


I3th anj 
' 


HOTEL ALBAHY 


Fifteenth street and Broadway, Daklani. 
THE QHtY FJRST-(lLi«SS HOTEL 
With ah modern'ImproVenYent i,In tne J. II. Macdona-ia. 


.--.. 
. 
. _ _ _ _ • a «...4«»A»«,. v\lan 
• 
^'- EdSOn 


Farmers' and 


rierchants' 
Savings Bank 


-•1103 BROADWTAT. 
'. 


Near Twelfth Street.-Oakland. California. 


INTEKEBT PAID ON DEPOSITS. . 
The Interest is paid ueml-annually. and 
the rato is- as high as- is. consistent with 
conservative- banking. . 
•- 


. LOANS' MADE DN 'REAL ESTATE. 
Mortg-ages.are: used -exoluslvoly In mak- 
ing loans, on .Real • Estate, the use of 
Deeds of Trust having been -discontinued. 
EDSON F'. :ADAMS- ..:...'....'.'.President 
CHAS. E. PALMER, .....fiVloe-President 
GEO. S. MEREDITH 
Cashier 
H. A. MOSHEH •.'..,.. .Asaista'nf Cashier 


OFFICE OF THE 


Assessor of Alameda County 


POLL TAUIOTICE 


Oakland, March -', 1904. 
Notice "ts ' hereby given that the. State 
Poll Tax of two dollars.for the year 1904 
i due, and payable at my office, 
one,:-Court'Haupv. yor to a "Deputy 


Samuel Bell McKee 
R. S. Farrelly • 
F. S. Osgood 


DIRECTORS. 


;aty. American 
' 


25 per 


Summer • '-styles-. -ir>* .Indian 


Silk- Waists, ""White -.Waists, 


Stimmsr? 'Skirts, Japanese- Ki- 


monas. Dressing Sacques; 


•Ftrll.' IT.rie of Silk sind ^Col- • 


ton ."DreSses, u fancy, "• Oijeler- 
wear'i. Goo.ds rnade/tp. orqer.. 
- 


. 


Manufacturers .i Retailers 


959 Broadway 


Wm. H. Taylor 
A. W. -Schafer 
; - H. F. Gordon 
.'.-. Chas. E. Palmer 
'i Adams 


UNION NATIONAL BANK 


Locatedt on the Northwest 'Corner 'of 
Broa'dwav and Twelfth • Streets. 


Oakland, Cal. 


THOMAS PRATHBR .. ...... ..President 
EDSON F. ADAMS 
...... .. 
. .Vice-President 
' ' 
. 
...... . 


CHAS. E. PALMER ---- '.' ........ Cashier 


NOTICE TO 


- • • 
DIRECTORS. 
Edson F. Adams 
Bush Ftnnefl 
C. E. Palmer 
• 
. R. S. Farrelly: 
rihqmas. Prather 
John C. Adatns 


Exchahgres— Domestic and 
current rates. 
. 
Correspondents -rr. Chemical 
' 


' CFTELI.IN. 


Corner Tenth" and. "Washineto i. »treet», 
Oakland. -Rooms slripe or en.s'-.Ite. with 
or -without private'- baths., Amer can platk 
FRED 'A. JORPANj Propr. 


-Foreign at 


. 
National 


Bank. New York;.'N. .M. -Rothbhild & 
Sons, London; Rothschild F.reres.'. Paris; 
Die Direction fler Dlsconto. .Gesellsohaft. 
Berlin; Bank of California. Flrnt • Na- 
tional Bank." Crbcker-Woolworth Natlon- 
' Bank. ' 
• . ' . ' • • . • 
' -. 
•: . 
_ 


MONEY, 


85 


85 


. jots' S. 3, 17. IS. blk K 


Kate .Cnlljurn—In 
Map of 
Klihk- 


n'-rvitlfv .Tract, map 
filed Of 


. . 
-Tfcord fn the .office of.the 
'. : .-R'.-r.ord^r or . Alatrjeda Co. 
.'.'' '. .'lot* '!]... U'. blk-F-... .•','..- 
Contlnmt.-il BuUdlnff.and Loan-.As- 


ier'cst, ;'n '...Map. of 
Kllnk- 


' 
^iTvllle-Tract.'-map flled -of 
. record .in the-, office of the 


. ''''".Hccordor 
of 
Alameda, -C 


. " 
lots. .11. 
32. blk -F. .... • 


M A. SherwVxi'J—In-'Map-of -'Klink- 


• fic-rville Trac-t. map tiled of 


record in the-offh'e" of the 
Recorder of Alameda Co, lot 


2. hlk-fi 
T F and R <: Fish—In 
Map 
of 


- 
- 
KMnkn'rvllle ' Tract, 
map 


tiled f'f record . In the 
office 


of the H'-corder of Alameda 
Co. lot 4. blk K 
, 


TV L'Rockwell—In' Map of- Kllnk- 


-• iiefvflly Tract, map 
filed 
of 


rpcord in the 
office of the. 


Recorder of 
Alameda 
Co, 


lot 6. blk L 
. 8 5 


A Kllnkner. "E Hlggins. G H Col- 


- Jin.s. --A J SnyUer-^-PcR 
of 


.- kl bag nt the sw cor of e 1 - 


•of 'Town of Emeryville and 
Snyder ave; th s 1 ft by 
-240 
ft 
V? t'o right of way of 


Xortherrt Railway.. ... 
'.. 
71 
E Rogers—Mortgagee's Inter- 


cat, in ' LniiclreR-an 
Tract, 


map' !l!"d of record in the 


.- ofllce 
of 
the 
Recorder of 


Alameda Co, lot 7, hlk 16.. 
71 
;rgaret 
Devcney—In 
Maxwell 


- Tract, map" filed of record 


In (he r.rnc.? of the Record- 
er of Ala'merta Co, n 105 ft 
r.f lot 24.. .. ' 
.. ,. 
ames 
A 
Thompson—in • Maxwell 


Tract, 'lot' ;>4; in Maxwell 
Tract, iv IS of lot'35.,J... 
4 65 


fimes 
T 
dishing—In . Maxwell 
- - 


T7'act, niAp tllpd of' record 
:n th..- nilirp of the Recorder 
of Alameda Co. lot 47.. ... 
1 84 


|iggle ruphlncr—In Maxwell TrAct. 


map 
ti!r;ii of record In 
the 


,offu-o 
nf 
the 
Recorder qf 


'l-Vla-mr-da .Co. lot '48...'.!. -.. 
91 


lizabeth 
J 
l.fRoj-—»ln 
Maxwell 
Tract. . niajt tiled of record 
!n the 'oflire of the Recorder 
of Alameda Co. lot «« 
1 40 


I E H4!rh—Mortgagee's 
.interest, 


in 
Maxwell 
Trftct,. 
map 


filed of- recuvil.in the office 
of the' Recorder of Alameda 
Co, lot US 
SIT 
|!a?tin 
HelmiK—Jn 
Villa 
Home- 
stcatl. .map filed of recoril 
in tr.c office of the Record- 
er of Aljameda Co, lut 23.. 
2 25 


C Bbrman et al—In Parsons 


CT C! ^fract, Gaskill'.p. Addi- 
tion, ma']-) filed of record'In 
thft~-offlce of 
.the Recorder 


of Alarneda Co. lot 19. blk G 
72 


C 'Bo'rman et j>l—'In Parsons 


G O'tract. Gasklll's Afltli- 
tion. map 
filed 
of 
record 


In the office of the Recorder 
of Alamerta Co, lots 33, 34, 
3S. 
?.K. blk 
G 
4 73 
Elsie A McKIrntti—Tract of Id lylny 


n - o f blk 1'ISS Alden Tract, 
n.nd bd n by Id of 'Petrr 
' Thiesen. in Plot. .92 e 
by 


A'dclhie-Kt. and w by Coggp- 
h'all iract.. 
_. . . " 
: 2 25 
3 
Perente.^Xn Aldtn 
Tract, map 


filed . yf record in the office 
Qf the Hoc-order of Alatneca 
Co. lot 10. bll; 2105 
2 2i 


. F M Smith—In Por of Plot 6,' map 


nled of record In the 
offlVe 


of th.e Recorder of- Alameda 
Co. lot 1 t^ 4. blk 1 
20 11 
Federal ^Security 
Company—Mort- 


pagt-b's 
interest, 
in 
Por 


of Wot 6. miip Illed of n-- 
cord in the 
office of 
the 


Recofder of 
Alameda Co. 
lots 10. 11.' hlk 1 
2 52 


Lizzie 
>V... 'Muthews—Mortgagee's 
interest. In togffshall Trai-t. 
Bast of San Pablo Ave. map 


.file'd. of 
record 
In 
the 


office 
of 
the 
Recorder of 
Alameda Co. 'pee of Id b'lg 
at a'pt on the n 1 of Auburn 
nve 776 .'23-100 ft c fm San 
Pablo" ave; th e 200 ft, n 
188 ,58-100 ft 
w 200 ft, 
s 
195 'ft to beg.. ..- .; .. .: 3 38 


Unknown 
Owners—In 
Subdivision 


of lot. 4.. Coggshall - Traot, 
Amended Map. map flled of 
record 'in the office of the 
Recorder, of . Alameda 
Co, 


pee -of Id .beg- at the- se'oor 
of Lulu ave and Salem sts; 
th 
s 1 ft. by 404 2-12 ft 


deep e..v 
28 
Philip B Hughes—In H C Pohr'g 
Homestead, map 
filed 
of 
record In the office of the 
Ttecorder.' of 
Alameda .Co, 
1>ce of Id Ibeg -a.t a pt on the 
n 1 of "41st- st 133 3^-100 ft. 
-3 fm San Pablo ave;'th 9 
84 ft by.160 ft n. por of Jots. 
19 and li: 
., ..- 1 96 
flflT F FJsher—Mortgagee's Interest. 


<-- 
frt H.c;jDohr's Homestead-, 
map .fllod 'of record In tne 
•See ot 
the Recorder of 


WIDDLINGS-Pe'r tpn.^ J37030... 
COCOANUT CAKE^-lii lots of 10 tons. 


$22; 
5 tons. 
122.50; 
less quantity. 523. 
Prlc°s ore mill rates and are subject to 
change without notice. 


BEANS AND. SEEDS. 


BEANS—Prices per ctl: Large White. 
$T5@2.65; 
small do, J2.90@-3.15; 
Peu, 


»2.!'U(Si*.lo; Linta. 13.20@3,35; Red._f4.2o@ 
4.6d; Pink, $3.40@>3,60;. Bayo, J..3o@2.55; 
Blackeyes. }2.05@2.'25; Red Kidneys, $4.i5 


S!iEEDS—Prices per ctl: '•- Tetltlw Mus- 
,.ltan! »2,7B@B.25; Trieste. M.-00@4.25; Ca- 
28' narv, imported.: S5.50®6.004 Hemp, 53® 
' I $3 1,0: Flax, $1.76@2.10; Rape. *1.7Q@2.50; 
' I Timothy, J6.50; A.lfalfa. California, nomi-- 


' n a l - dor'-'Utah, nominal. 
. 
DRIED PEAS—Miles, $3.25; Green. $3® 


*'2'" 
'' 
EASTERN. 
• ." .'•'- 


f'HICAGO. .June 2,-No. . 1 -- Flaxseed, 
Jl "0; No.. 1 Northwestern; S1.06(s;- Prime 
Timothy Seed, J3.00. 


POULTRY 
AND 
GAME. 


T-ntTT/TRY—Old 
Roosters, 
per 
doz.. 


$4 r,0@5;s"ung Roosters. $7.60®8.BO: Fry- 
ere. J6.50©6.60; Broilers,' large Sl@\00' 
smill. |2.00@3.00; 
Hens, 
smalt, 
*"-"Ul 


i B'i- large 
»6®7; Ducks, per doz., ol 
$4 .>6@6.ol1 young! »5.00@6.00; -Live Ttir- 
pn- Ib., 15@16c; Ge-cse, pet; pair. 
1 76; Goslings. J1.50®2.00; "' 


EMiresi Molasses 
Lilly Made 
W!!M Manor 


The 
clever ' taffy-making 


rriaoHine.V is at. >\oVk; in- o.Ur 


'rwindpw. Tde acme'Of--purity 
' and .'"ingenuity; 
".- - - 
: 
-.)- 


Ste'yo'ur New Orleans mo- 


• lasses taffy-' made.- 
' 
- 
: 


A : large piece'for ,56. ' 


LEHNHARDT'S 


DO YOU. NEED MON-E f t - 


We will lend'it.-to Vou.v-pro i'ded you 


have approved-city 'Or- town pro; er'ty that 
you will pledge as security. ... ' 
. 
; 


-IHO.W'MUCtri YOU CAN 'SET. 


We 'will lend, you half-the 
appraised 


I value of such .property, or may <e a little 
'more. 
. 
.'. . 
.' . . . 
•• -••- 


HOW YOU gAN.PAY It B \CK. 


you caiL're'pai' the'loan in eas - monthly 
installments, .pt in .some' other i ay which 
will be materially '.'agreeable. 


WE A I D ' T O BUILD HO^ES. 


If money is desired 'for'the I urpw5e of 


building a h'ome. It is advanc-d- in the 
following .manner: One quarter if amount 
borrowed wh'en -house'. Is' tip : rid under 
roo/, another quarter -when nr t coat of 
plastering-' Is -on,•'."third , quaver 
when 


hQUSft is--.finished and' accepiec 
and 
the 


balance in thlrty-flvo days.aft r accept- 
ance. 
: • 
• 


Enclose with the application ono dollar 


for each one hundred dollars a jplled for, 
as a guarantee of-good faith. 
If loan ts 
rejected, "money will be returne I, less ap- 
praisement fee, usually $2,50. 


Write for 'application blank to Con- 


tinental- Building^-Loan .Associ.- tion. ]5s- 
tabllshed • In iSS9,:- SOI Calit'ol-.la 'strnet. 
Dr. Waslilngton Dod'ge, -presii ent; 


is now due, 
room one 
Assessor. 
Sec. 3839 of the Political .Code reads as 


follows. 
• ' ' 
- 
' 
' 
Every mate Inhabltant-o-f the State over 
twenty-qnp and under sixty years of age, 
except paupers, insane persons and In- 
dians; must annually pay a'Poll Tax of 
two dollars, provided the Bamt; -be paid 
between the 
FIRST MONDAY IN MARCH AND 


THE FIRST MONDAY ft JDLY 


Then it shall be three dollars.' 
Sec. 3846 of the Political Codi- maki-i it 
the duty of the Assessor to-"demand .Poll 
Tax of every peroon liable therefor. i:id 
on the neglect or refusal of such p:;SDn 
to pay, he must collect by siizurc lid 
sale of any personal property owni.,: by 
'such person." 
, 
UnSjr Sections 429 to 435 evi-rj- pi. :!m 


who refuses to give his own no me <s: ' at) 
name of any person in his erhploy. or "»Jao 
in any manner obstructs the Assess-' ;• or 
any of his deputies in the collectu;-, ol 
the State'Poll Tax, is guilty of a ris- 
demeftnor, and llahlo to a fine of: J50S or 
'.mprisonment In the County Jail, or !;<'th 
sunh fine and Imprisonment. 
Only those persons unaer twcnty-otm or 
ovsr sixty years of age are exempt. 
.Foil 
Tax must be paid on demand. 


HENRY P. DALTON, 


A asessor -of Alameda • County. 


Oakland. .California.'. 
. 
•" 


VOT 


REGISTRATION 


Office of the Canaly Clerk, 


Alamedi County, 


First National Bank 


OF 
' 
' 


OAKLAND 


Northeast Corner T,e.nth and Broadway. 


Capital Stock Paid Up 
; 
$300,000 
Surplus and Undivided Profits 
89,000 


P. E. BOTTLES ..,. 
..President 


L. C. MOSEHOUSE ..... .VtOQ-President 


OFFICE OF THE 


Assessor of Alameda County 


NOTICE 


Oakland, March 2, -1904. 
All Persons, Firms, Compsin'.es. Corpo- 


— -- -,=,-„,;=,; 
- • - . 
,, . . 
i rations and Associations, are required to 
L. G. BURPEE- 
...Cash er | d „ . r at ;ne Assessor's office, at the 
E. N. WALTER 
Assistant- cashier , Court HousCi clty ot Oakland, County of 


Alameda, on or. before April 1st, 1904, a 
statement, under oath, of all- the prop- 
erty, 
both' real and psrsona.1. owned or 


claimed by "him. h'cr-ot them,-or In their 
possession or held in trust for others, at 


j^OTICE IS 


DmECTORS. 
P.-E: Bowles 
'W. H. Tayior 
E. W. Runyon' 
' 
L'. C. Mor»house 


VI-'H. Me'tcalf 
'' 
: E. A.'Heron/ 
W. H. Chlckerinc; 
L. G. Burpee 


W. Everson 
• 


Principal Correspondonta: 
American National BanK, San FmnclBeo. 
First National Bank, San Francisco. 
National -Park Bank, New York. 
Cor-n Exchange National Bank, Chlcaeo. 


Sells exchanee on all th» principal cit- 
ies of Europe. 


Wll- 
ral rrtana- 
Francisco, 
liam Coi-bin;-secrotary 
.ger. Phone'Main 1S66, Sart 


The largest-corporation of.-the 1 ind in the 


' .- .' TJnitecL States..' 
: 


California Bank 


Masonic Temple Budding, 
Corner Twelfth and Washington Streets, 
Oakland-. 


D. EDvTABD COLLINS 
President 
JOHN W. PHILLIPS 
Vice-President 
FRANK H. BKOOKS 
Cashier 


GEO. 
S. LACKJE .......Assistant Cashier 


BOARD -OF - DIRECTORS. 


John vy. Pritmps ' 
. 
W. W. Whitman 
D. Edward Collins 
. 
Anson Barstow 
Benjamin Smith 
James P. Taylor 


Willia.m B'utherford 


o'clock1 mei-idan on' the 
FIRST MONDAY OF MARCH 


1984 


V 
>, .rl. 


Phone Maiiv.1093 


kev 
Jl ' 
per doz., old, $1.2 


"'2<;AME— Per doz.: . Hare 
bits, *1.76@2. 


M)OVEMEHTSO^STEAMERS 


MILLWRIG4TS 
ENGINEERS 


' ' 
'MACHINISTS 


Third and Washingtoi Streets 
.50; 
Squabs, 


$1.50; 
Oakland, Cal. 


Stationary and Portable Ei cjiries and 


Boilers. 


Planer and" PaRer Knife C rinding. 


Iron and . B'rass .Castmc/s, 
Shafting,. Hangers, Pulley*, Ito 


Belting end Lacing. 


s Harbor. . . .June 


Rosa-San Diego and 


BAYCIfYIHON 


Transacts a- general banking business). 
Pron I Foreign and domestic exchance bought 


' ar.d 
sold. 
Corre'spondence 
solicited. 


Special attention paid to the execution of 
trusts for. individuals, firms and corpora- 
tions. 
' 
• 


In peeordance with Sec. 36:9. Political 
Cods. 
Every person who refuses or neglects to 


furnish tlie statement as provided for In 
Section 3269. 
Political 
Code. 
becomes I 


liable to a fine of one hundred dollars and 
the value fixed by the Assessor on their 
property must 
apt be redujed by tlie 


Board of Equalization. 
All persons ownliis real estate that has 
been assessed in the wrong name, 
or 
errors have appeared on their tax bills, 
are 
reauested 
to call at tin- Assessor s 


office 'or notify- the Assessor by mail an 
or before April 1st, 1904, so 
that the 
proper corrections may be rr.ade"on the 
assessment roll for the year 1U04. 
ASSESSMENT BLANKS rn.iy .be 
ob- 
talned at the .Assessor's offlc^. room one, | 
Court House, or 
from any Deputy As- 


sessor. 
•• 


HENRY P. DALTOH 


Assessor of Alameda County. 
Oakland. California. ^ 
_- 


HEREBY 


given that inc accord- 


ance with the provision! 
of Chapter 53 Statutes of 
1899, all votirs of Ala- 
meda County mist apply 
for re-registra tion In or- 
derto be able $0 vote at 
the General Election In 
November, as every name 
on Great Register wa» 
cancelled 
January 
1st, 


1904^ 
".',. 


Owing to the fact tjhat 


there is. no provision of 
law providing assistance 
for the Clerk to register 
voters, |T IS IMPORTANT 
THAT VOTERS SHOULD AP- 
PLY FOR REGISTRATION AT 
ONCE IM ORDER TO EXPE- 
DITE THE WORK. 
k 
Such re-registration be- 


gan on the 1st day of 
Jan- 


uary and will be in pro- 
gress at all times until 
forty days preceding th« 
next election in November. 


In order to facilitate the 


work of re-registration, 
attention is culled to the 
provisions of Section 1097 
which reads as follows: 


CALIFORNIA SAFE DEPOSIT 
AND TRUST COMPANY 
Receives Savings Deposits'of Ten.Dollars 


and Upward*. 


IT PAYS iNTEREST TWICE A YEAR. 
Rate— ' 
3 per cent on ordinary accounts. 
3 6-10 per cent- on term accounts. 
CAPITAL AND SURPLUS. .$1,316,031 27 
TOTAL ASSETS 
6,780,690 10 


• DISSOLUTION OF CORPORATION. 


In the Superior Court of the County of 
Alameda. State of California. 


Sec. 1097. No person's name must b* 
entered by the Clerk unless: 
1. Upon the production and filing or » 


certified copy of the Judgment of tb« 
Superior Court directing nuob. »ntry to 
be made. 
. 


2. If a naturaliied oitlien, upon. tb« 


production of his certificate of naturallia- 
tlon, which certificate must be 
Issued 
ninety aa.ye prior to the succeeding elec- 
tion, or upon his affidavit that It Is lovt 
and out of hla possession, which affidavit 
must state the place of his nativity «.nd 
the time and place of his naturalisation. 
In the matter of the voluntary dlsso-j tog-ether with his affidavit that he 


lutioii of the West Oakland Masonic. Hall i resided In the 
United States for 
ftv« 
" 
~ 
....-- 
- 
years, and In this State for one year. 
next preceding the time of application* 
and that he would be an elector of tin 
county at the n«t succeeding «l«otlon, 
provided, however 
tf such neituralljed 


and Building Association, 
a 
corpora- 


tion. 
The West Oakland Masonic Hall and 
Building Association ,a corporation, hav- 
ing on the tenth day of May. 1904. mado 
application in wrltir.s to tho Honorable, 
Judge of the Superior Court of the State 
of California, in and for tho County '" 


Offi 


OFFICES—Cor. California and 
Mont- 


aomary streets. San Francisco. Cal. 


. Arfcata! etc Juno 


Alliance— Eureka and Coos Bay.. June. 
Co umbla-Astorfa 'and Portland-June 
Corona-Eureka, Arcata, -etc... ..June 
Pcdi-o— Jl'uVeka. Arcata, etc. June 


L'harles Nelson— Nome .' ......... June 
Bern ta— Newport. San' Pedro, etc. June 
c'ntenni»l-Seattle and Tacoma. June 
Arcata— Coos Bay and Port .^ pi^ 


S--quola— wil'la'pa Harbor ........ June 
Argo-Eel Klver' ports ... ....... J™e 
Valencia— Nome, via Seattle ....June 
B;tlnler-Seattl« and Bellingham.June 
Arctlc-Eureka; Arcata, etc ..... June 
Breakwater— Coos Bay. • • • • • • • • • • furie 


uecn—Vlctoria, Puget Sound and 
Alaska 
..-' ................ ...June 
State of California— San Diego and 


way ports ..: ........ ' • • • • ....... June 


I-omona-Eureka. Arcaia, etc.... Juno 
Cl 
C 
Lindauer— Gray's 


, 
... 
Harbor June - 


On Washington St. 


Near Hth 


Folding Carts 


. 25 Varieties 
$2,98 up 


Extra Parasols For- S«le 


'i Baby'Walkers Rented 
J 
. - • - . . 
. 
50c- p*r Month 


WINE; 


ls''a-cicrio'-n-Ieaged. to be' the 
most Valuable, 'rtstprtt ive-.for 
both - 'the .oyerworke<. brain 
and , the impoverish^ 
blood 


of any'brand on• the narhet. 
We. commend .-It for d> bllltat- 
ing 'constitutions. and deplet- 
ed systems In general. 


-THEO. ' 01BB 
C<>. 


(Vineyard. Llvermois.) 


Wholesale 
and 
Fam!l> 
Retail 


• 
•' Departrnents. 


811-513-515 Fourteenth St.,'Oak- 


land. Tel. Main 1; 3. 
' 


j'.omo^—Point Arena and Albion. .'June 9 
Klizabeth—Coquille River 
.June 9 


ARRIVE. 


Steamer* 
From- 
Duo- 


Corona—Eureka, Arcata. etc..-.June 4 
tiueen-Alaska,. Puget Sound and ^ 
& 


HonHa^N*Vport,' 'skn 'pearo;' etc'. June B 
Ilureka—Eureka. Arcata. .etc. ...June B 
Hanler—Seattle and 
B.clIlngham.June 5 


Ventura—Sydney, Auckland 
and 


Honolulu 
•• 
\ j 
state of California—San Diego aha. 
way ports 
. . . . _ . . J u n e 6 


Vrcata—Coos Bay and Port 


, 
J 


ford 
..June 6 


romona—Eureka, Arcata, etc....June 
\rgo-Eel River ports 
.....June ^ 


>omo—Point Arena and Albion..June 
i 


ijlty ot 
Para—New., torn.; 
via 
Panama 
......June . 
Jeorge W. -Elder—Portland 
and. - 


Astoria- 
• 
June 
£ 


Coptic—Hongkong, via Yokohama. 


and Honolulu-. 
...June 9 
Santa Rosa—San Diego and .way 


ports 
• 
June . 8 
Coos Bay—San Pedro and 
way 


ports 
-. • • 
June 
9 
point 
Arena—Mcnfloclno 
and 
Point Arena 
.","."...........June 9 


City of Para—New York, via Aca- 


Aleoa—Hongkong, via Yokohama. June 10 
City 
of 
Puebla—AlasHa, 
Puget- 
Sound and Victoria......' 
;June 10 
Corona—Eureka, Arcata, etc.-,;,June 10 
Eureka—Eureka, Arcata, etc... ...June 10 


ARRIVED AT SAN FRANCISCO. 
Stmr San Pedro, Rasmussen, 22 hours 


from Eureka. 
- 
- 
'. ' 
Stmr Greenwood, Swansen; 15 
hours 


from Mendocino. 
Stmr Del Norte, Payne, 32 hours from 


Crescent City. 
Stmr P. A. KUburn; Jahnsen, 7 hours 


from'Port Rogers. - 
Stmr Columbia, Dorsal, 71; hours from 


Portland, • via Astoria 45 hours. 
Stmr Maggie, Corning, 4 hours from 


Halfraoon -B»y. • 
- 
- 
"' 
•• 
• 
• 
Stmr North Fork, Nelson, 23 .- hours 


: irom Eureka. 
' 
• '• 


p1MMH.H.»!MpBMMMMI 


BROWN ® 
McKINNON 


IMPORTING 
TAILORS 


A choice stock of ffteh-Clau 
Suitings, including the newest 
Uniterm and colonngs in Chev- 
iots.Twet&s.Coxh'merHj Thibtls 
etc. 
" 
;"•' """""."'.'.. 


The New ' 
. 
Overcoatings 


art also shown~in great variety, 
includiuf a n'umter of exclus- 
iite' wtavef that uiitt -not be 
found 
elsewhere. 
Yoiir fat- 


renege solicited, 
' 
- - 


MODERATE •• PRICES 


•| 


1 IOI8 BROADWAY 1 
1 
Two Doors Irom Eleventh St. 
. 1 . 


A GOOD 
MEAL 


Cor. Ninth & Broadway 


Capital - $300,000.00 
Surplus - $180,000.00 


All Branches of BanKing 


Transacted. 


days' notice of said appllca:ion by pub- 
lication thereof in the Oal;l:inc~. Trlbun* 
a newspaper published in the City ol 
Op.ldand, County of Alaine'la, State of 
California; and the 
ur.de.relgned 
Clerk 
havlns thereupon on said day flled said 
application; 


Now, 
.in accordance with said • order, 
notice Is hereby given that said applica- 
tion Is set for hearing in ]Dei>aj".Uraent 2 of 
the Superior Court of the C"U»ty of Ala- 
meda, State of .California. :it the Court- 
loom of said- Department, on the 13th 
day of June, 1904, at the opening of Court 
in said Department on sal.l day or as 
soon thereafter as Counsel i-an be heard, 
at which time and place any person may 
flle his objections to said application, and 
show cause, if any he has, why said ap- 
plication should not be granted; 
JOHN P. COOK, 
Clerk of said Sup»rlor Court. 


By H. L. Breed, Deputy Clerk, 
>' 
Dated May 10th. 1904. 


p r o v e , 
owe 


citizen shall nave been previously 
erod as a qualified elector In »ny ot tht 
counties, or cities and eountle* ot thli 
State, his name must not b« entered by 
the Clerk unless he produces i oertlflcats 
of suoh resistratlon. Issued by th» party 
authorized by law to Issue such certifi- 
cate, which certificate shall b« prlra* 
facie evidence of his naturalisation. 


3. If born in a forctern country, upon 
his affidavit that he became a oltlsen ol 
the United States by virtue of the nat- 
uralisation of his father whll« h* WM 
residing in the United States, and under 
the ntje of twenty-one y«4rs, »nd that h« 
IB or would be an elector of to* county 
at the next ensiHng election. 


4. In other cases, upon the affidavit ot 


the party that he i* or will.be an eleotoi 
of the county 
election. 


at the next 
k>ucc«edlni 


—The best in-to vn for the 
money ban'be ha I at the 


LIBERTY BAKEIIY 


AND RESTAURANT 


857 WASHIN&TON STRE ET. 


.CLEM MARTIN. P-op. 


H. W. WILLIAMS 


PHOTOGRAPHER 


General View Work Artistically Exe- 
cuted and Fully • Guaranteed. 
Arehlteo- 


PROBATE NOTICE. 


ture. residences, 
teams, 


animals, flne carriage 
Califorc'la vtev»« for sale. 


907 JacKsoB St. OaKland. Cal. 


Good Streets 


It is .QU.r bu.sinsss to 
construct good s .reets. 
We know how a id en- 
oy.the work. 
Come in talk i t over . 
with.' us: 
.. 
,. 


Hutchinspii Co. 


Fourteeriih and Frat klin -St». 


WEAK. JVIHIN. 


nju ILtLL S 
KELMTIOOttAXO* 
,u,,. ill IOMCT 1» H .tuau*. !•• 
will tell •» luproKmcot tram ti» 
Ormt doM. 
We taaTi M »Qch coaft- 


In the Superior Court of i.ho County of 


Alameda, State of California. 
. In the matter of the estate of Bernard 
McGinnls, deceased. 
Notice of time set for proving will, etc. 
Notice Is hereby given that a petition 


for the probate of the will of Bernard 
McGinnls, deceased, and for the issuance 
to "W. F. Kroll and Delia MrGinnls of let- 
ters testamentary thereon has been filed 
In this Court, and that Friday, the 10th 
day of June, A: D. 1904",'at 10 o'clock A. 
M. of said day, at the Court -Room of De- 
partment No. 4 of said Court, at 
the 
Court House In the City of Oakland, In 
aid County' Of Alameda, Has 'been set for 
le hearing of said petition and proving 
aid will, -when and' whero any person 
nterested may appear and ' contest the 


Line. 
Dated May 28, 1904. 
JOHN P. COOK,. Clerk. 
By A. A. Rogers, Deputy Clerk. 
M. C. CHAPMAN, (Attorney for Peti- 
tioners, 905 Broadway, Oakland. Call- 


irnla. 


DRED reward for any case we 
iinSt curt. 
ThU Merit lunwdr 
KolargM 
Bhr»n««» 
Ora.M. cot*. 
Kml««loM, 
Imuoteacj, 
vul- , , 
Pren..tnre«.». OlMt. lltrlatm^ 


, <5tL 
mc 
it-a. 


JAMES GAHILL & GO. 


DEALERS IN 


20 YEARS IN EUROPE AN1 AUSTRALIA. 


Established Thirteen Years in Oakland. 


CONSULT FREE 
Dr.T.D.HALl 


SPCCIALI«'r 


Quickly etuw'alV 


Peiiicle Dlieuec 


acd dis- 


WALL 


Manufacturer, of Wind ,w Shades, 


Painters '.and -pecc-ators. 


408 


. 


TWELFTH. ST. 


241 


i, Private DUeuee 


Gonorrlioea, Gleet, 
Strlcliue, SyiobUli!, 
Bore*. 
fawetangi, 
Unnatuiml Diictt»r 
K«, Vwioooele, etc. 


quickly ooreoV 


0«U or write, Bt. HiU'. Medletf1 IMtltuU. 8M 
Broadway CBpstalra), Beer Seventh Street, O»lc 
land. CaL- Cures jfuaranteed; 
Hours 1 
to 12 2 to 6 and T to 9. Sundays 10 to 1 
a. m. Museum of Aratomy open daily 
Free to men. 


ANNUAL STOCKHOLDERS' MEETING. 


Notice is hereby given that the annual 


meeting of the stockholders of the Sun- 
Ight Mining & Smelting Company, a cor- 
poration, will be held at the office and 
rincipai place of business of. ll'.o. com- 
panv, 927 Linden St., Oakland. Cat, Junq 


4, 1904, at 8 o'clock P. M.. for tho pur.^ 
pose of electing a Board nf Directors t'o 
serve for the ensuing -year and for tho 
:ransaction of such other business as 
may come before the meeting-. 


•EMMA S. PFLTJG-Ell, Secretary. 


Oakland, Cal., May 31, 1!'Q4. 


Further notice Is hereby 


given that Affidavits of 
Registration 
must 
bo 


sworn to before the Coun- 
ty Clerk or his deputies, 
and that they can not, 
owing to the provisions ot 
the new Registration Law, 
be sworn to before any 
other officer. 


The office of the County 


Clerk will be, until further 
notice, open for registra- 
tion from nine a. m. until 
five p. m. each day. 


JOHN P. COOK, 


County Clerk, Alameda 


County. 


Dated Harch 5, 1904. 


(Seal) 


STOCKHOLDERS' MEETING. 


The annual meeting of -stockholders of 


tho Athenian Oil Company will be held 
at the office of the company, rooms 15 
and 16. OflC Broadway, Oakland, Cal., on 
Monday, June 6th. 1904. at 8 p. m. 
A. J. 'WILSON, Secretary. 
Oakland, Cal.. May 24. 1M4. 


NOTICE. 


All persons are hereby cautioned not to 
trust any one on account of The Tribune 
Publishing Company without a written 
order signed by an officer of this corpora- 
tion. And Indebtedness. Incurred without 
said onJe^w^^be^ecogn^ed., ^ 


By W. E. DAB.G1B. President. 


PAKKER'S 
. 
HAIR BALSAM 
• OletiuM and becutlfie* th* bate. 
I Fromolei A ItixtuiAfit - growth. 
*f!°m , p£lito H««tor« Or«3r 


• to 1« TontHful Color. 


ANNUAL MEETING 


The regrular annual 
meeting of the 


stockholders of the San FrancUsco, Oak- 
land and San Jose Railway will be held 
at the principal office of said corporation, 
said principal office 
being situated 
at 
number 70S San Pablo avenue, Oakland, 
Alameda County, California, on FRIDAY, 
tho loth day of June, A. D. 1904. at the 
hour of four o'clock P. M. of said day; 
said meeting being held tut the purpose 
of electing a Board of Directors to servo 
for the ensuing year, and for the .trans- 
action of such other business ai may 
come before tneg meettag. 
Secretary of th.e San. Francleco, Oakland 


and San Jose Railway. 


Dated, May 26th, 1004. 
Principal office. Number 708 San Pablo 


Avenue, Oakland, Cal. 


ANNUAL 
MEETING OF STOCK- 


HOLDERS. 


The annual meeting of the stockhold- 
ers of the Alcatraz Masonic Hal'. Annot- 
ation will be held at the Aleatrai HaU, 
Oakland, on Tuesday, the seventh -*ay of 
June. 1004, -at 8 D'dock P. M., for --tha 
election of officers for the eraum* ye«r 
and the 


B. G. GKAHAM. Secretary. 


Pre»ident. 


2O 
SATURDAY EVENING 
THE TRIBUNE IS THE ONIY ASSOCIATED PRESS DAILY ON THE EASTFRH SHORE OF SAN FRANCISCO BAY 
JUNE 4, 19O4 


OAKLAND'S 
MOST 
POPULAR 
STORE 


Great Sacrifice Sale 
un 


WATCH THIS WE EK FOR MORE 
ST 4.RTLINO I}J- 


DTJCEMENTS 
IT WILL PAY YOU TO BTjY YOUR SLITS 


NOW 
WHEN THEY ABE BEING SOLD AT SUCH LOW 


PRICKS 
MORi. I\EW NUMBERS H W B 
BDEN ADDED 


SPE WINDOW DISPLA1 


S. E. Corner 113th and Washington Sis. 


GFIABOR 
U 


11FOQTE. 


YOSEMITE VALLEY COMMISSION 


ERS PASS RESOLUTIONS 


AT ANNUAL MEETING 


TOSEMITE VALLEY Tune 4 — The 


losAmlte Vallev I ommssioneis pa scd 
•the following rnsoltJion 


\\heicas Tie Hononbl" Will am 


T\ ] tote vv is foi manv veais an ac 
live member of this boird and 


\\hereis Mr Foote has recentlv de- 


parted this life now 
the e£o e b 
H 


Resolved That we re^o^nize that 1" 


the t'eath o" Mr Foo e v e have ost 
an honored an! valuable membei of 
this, board an 1 the Sta e >f Cslifo nia 
Jia-s lost a lojal and honored clti on 
Knowing Mi Foote as vie all h i v e 
t>o h personallv and as as«ocla*"d v ith 
us in the management of the 1 osei i te 
Valley for so manv 3ea s 
we 
ake 
pleasure In recoidtng ou 
high esti 
matlon of his character 
Mr F ote 


•was possessed 
of unusu 1 frankness 


and 5n all of his dealings and d" ngs 
lie acted openlj and vvi'hoi* cone al- 
ment 
He was a warm nd a stead- 
fast friend and rs an adversary 
-v as 


courageous and respected even bi tl osp 
TV 1th whom he disagreed 
Few me i in 
the last twenty 
>ea-? were better 


known to the people of he Statt of 
California than was Mr I'oote 
I oth 


In official capacity and p=rsonall> he 
•was alwavs lojal to the interest^ of 
th> people 
Of good farrllv anc? of 1 igh 


Intelligence he impressed all who i». lew 
him viith his good judgm»nt supeilor 
ability and courageous cfpicitv to r eet 
and overcome difficulties 
^s mem lers 


of the Boaid of Yose-nite ^ommiss on- 
ers we des're to record our sincere ap- 
preciation of the loss which we lave 
Bustalned as a board in he man ge- 
mert and contiol of the Yosemite A al- 
ley to which Mr Foote was always 
most sincerely devoted 
Person illy 
we desire to record our high peis nal 
regard aid warm app-eciatlon of Air 
as a man and a c tizer 
it is 


that 
these 
resol it'on* be 


CO OPERATIVE 
MARKETS 
OPEN 


TODAY—OTHER NEWS OF 


IMPORTANCE 


DIAVOLO WILL LOOP THE LOOP. 


Board and that a certified copy thereof 
be presented to his fimllj 


ATTORNEYS 


MEETING HELD TO DISCUSS T H E 


WATER 
RATE 


CASE 


A tornevs 
McEIrov 
Fi zgerald 
and 


Davis who are to lepreseit the ct v o' 
Oakland In the prospective it ga ion with 
the Contra Cost i A\ Ktoi < ompanv 
had 
a confeienrc at Fltzgeipk s ofke tils 
morning and mappec 01 t i pioglaii <f 
action 
The entiie ninnins vvas "ye it in 
the confeienc" 
The attoinevs nal Icipatii gr m the 
on 
sultation ire avorsp to stating just vhat 
took place hut bav that ties will l e in 
readiness to mt»t the a nrnejs of the 
•natei companv in the Ctcuit Coi. t 'n 
San FrancisLO on Mo> da\ 
u which t me 
the healing of the tempornv innin t o n 
restraining the citv frori enforcing the 
water lates will be heaid 


A. significant feature of the 
open ng 


o' the 
Co optative 
Company s 
Mrat 


Afarkets tcdav is the fact that two of 
the shops are old established places ofl 
business 
the'i pronrietois having bce.1 


members of the- 
Butcners 
Board 
of 


Trade until the urinn shops wei e open 
ed 
Ivovv 
of necessity they mus with 
draw fiom the bjarl' 
iml Jhicw th ir 
foi tunes will the Co orei live Compai v 


Of the two ieFeired to one is 
P u! 


•\v uthe 
who'e shop is 
at 
617 F st 
Twelfth stieet the other Jacob Scheit le 
whose market is at S 7 San Pablo av 
enue 
The"c go ithnen will manage the 
shops as befoic but undei their emplo> 
will be onlj urion men and the bhcpa 
will be lind=i the general narasenunt 
cf the Co openttv-3 "Meat Company 


The 
wholesale 
quaiteis aie 
in the 
P-oducc r^change and w! I be managed 
bv Will an Snoit who w i l have uric er 
him a corps of twelve men 


I 
The fouith and l?st place to open 1o 
day Is at 457 Seventh street 
This shop 
wil be managed bv Mr Kidwell with a 
force of eight men 
Great preparations are being made for 
h^ parade tonight in celebration of the 
opening 
The butchers will turn out in 
f u I and will endeavor to make a good 
show ng 
Thev wil be supplemented b> 
delegations fiom other un ons and the 
music will be donated bj union band-- 
The meat will b< sold at these shop* 
at maiket puces and emploj ment will 
be given onl> union butcher* particuU *• 
Iv tl ose who we e locked out 
A fine 
will 
be 
imposed jv 
ail unions uron 
member> who are 'oana buving meat at 
other than the union shor* 


SIGN AND CARRIAGE PAINTERS 
At the meeting of the Sign ard C ir 
i Inge Painters Lnion No S"S last even 
ing one member was 
mi iated 
The 
shop of H H Bik-i at Foul teenth «nJ 
v\ ebstei streets was. declared unfair on 
account of breaKlntr rules 
The carriage painters of San Frar"Kco 
will affiliate wi h the District Council of 
Painters 
which w II enable rren from 
across the baj to work here without rb 


, Jection fom the 
local 
urlors 
whli-h 


I pending the 
affiliation 
had 
ma.de 
a 


MILLMEN 
MEET 


There werc six irltiationa and two ip 
p'lca Ions at the meeting of the Mill 
rren s Union last night 
At the n xt 
meeting H^irv Movers chai-man of he 
executive board of the Fsationa Brother 
bood of Caiperters 
will visit the 
oca 
0 non and will piobablv deliver an id 
a e^ on important topics 
Isominat on 


o*° officers took place last night as fo 
lows 
President 
R 
Al 
Hamb 
vi e 
president F E Hatch .ecording secie 
taiv J J Lewis finarcial secr°tarv C 
vAnlb'Mg 
treasure- 
"vA 
Farw ell 
con 
ductor L L Gillst ap warden F Peter 
son 
delegate^ to ..ne District Cou^'II 
Alessrs Hamb Farwell Lewis ana «al 
be g delega es to Cent-al Labor Coun 
cil D C Craw fold F \\ Gartner 


SHINGLERS' 
UNION 


At the meeting of the Shinglers "Union 
last nigh 
the following delegation from 
San trancsro w-s present 
J Joj who 
is president of both the San Francisco 
union and the intcniational H Sill van 
general secretan 
of the international 
umo i aid B 
vvalker t ilrd vice pn si 


dent 
M 
'\va1ker his just returned fiom 
S ici rrento and 
states that 
conditions 
there are good 
Al spoke on afatrs of 


m itu il imoc tance 
\ statomeit which went the rounds 
some tin B since to the effect that the 
Arata cns = won d 
he 
compromised 
in 
couit is en-phatlcallv denied bv officers 
of the union 
Arata wns drooped fiom 
the union ird filed because of working 
whh a non urion rran 
He paid the fne 
but afterwaids warted it back 
Fmallv 


he sued tl e shinglers for damages and 
lemstatement and the case is still pe id 
irg 


The sensational feature o£ the fa- 


mous Nat 
Relss Southern 
Carnival 


Comp<ary, -which is to furnish the at- 
'ractlons at tte big Midsummer Car- 
nival here Is Diavola 
who loops the 


loCj 
It is out of those death-ilefyirg 


actb which cieates 
that 
dellgntful 


thiill of hoirci so much enjojea bv 
the average sight-seer 
In 
desctlbimj 


his stns tions while perform i g the 
jif-jlcms leat PSI ecial v -^h'r hi 
fn«t 


attempted 
the 
daring 
act 
Diavola 
caidAf'er I had done it and regained a 
little of mv o-eai-h and I knew I was 
& ill on e i-th I felt like a condemned 
nan suddenly reprieved 


It took me a long- time to make up 


m> mind to the tnal 
he continued 


It was almost two years ago 
I had 


alvvajs beer a bicycle rider aid have 
ridden n some of the best races in the 
country and w 'th the best of them 
li t this was another th ng altogether 
I was determined to do this tr ck for 
I needed the mone> and it is one of 
he best r^id acts in the business 
I knew the fearful risk I ra' 
I ha<~ 


seen more than two dozen men sent to 
the hospUetl after attempting to do H 
md I had seen two men killed out- 
lightThese things had happened right 
before my ejes and though I stuck tc 
my intentions to try It I kept patting 
it off 
One day when I had woiried 


jve>- t till I could endure ±t no longer 
I took the plunge 


I will nevei be abl» to tell you-wnat 


my feelLntjS vvere during that arsh- 
ing whnliner four seconds 
The time 


seemed like an e e nlty and Unuth I 
was ievei so alive or so Keenly con- 
scloas I don t believe I did an> real 
thinking while on that penluus jour 
ie>I can only describe my feelirgs as 
those of one first flying then falling 
•Vs I made the top turn it seemed that 
a 1 oasand forces were tugging at me 
Then came the tern i^ lun down 


the Inside of the loop then out to the 
net and safe 
I did the act fifty times 


before the nervousness left me and 
now while I realize the dangers tl at 
cant be avoided I am malfleren* to 
themThe loop that I am riding now is 
forty feet high -with a run of 100 feef 
and instead of it being a perfect oop 
it hi" an cpen ng to rass into and as 
I go up on the opposite side mv, wheel 
beavj fall of lead 
which Is heavy 
erough *o force the bottom of the loop 
up the opposite side making a road 
way for me to pass out 
It onl> takes 


around the loop and so everything has 
to work perfectly to be in place wher 
I get there 
The top of the Incline or starting 


point Is sixti ftet 
rom the ground 


and onlj three feet wide 
I tiy to 


follow the black lln 
that is painted i 


flown the rrlddle of the Incline and I 
around the loop 
I ry to look ibout ' 


twenty feet ahead, 
nd keep the bar 


of the blcvcle frm i 
hand 
I never shall forest 01 e night rid- 


ing In Alberquerque New Mexico The j 
light went out just a I started 
I had 


'•o go no stopping 
I expected eveiy 


second to feel rryse f fljing thiouga ' 
the air but I went through safe 
It j 


is> about an e\en tr ick lights or no I 
lights 
It was done o quickly 
After; 


the lights came on I looked for the | 
Mne *o see the ma"k of the vvhee 
and 


It never \arled one Inch either v-a> 
but I iMd i ithei hdve the lights on 


It is safer to ude in the dark than 
ir the ran 
I bat tie lain 
My head 
is clear enough as to <-peed for I have 
paced some of the ast riders on 
a 


motor cycle on the I est saucei tracks 
In America 
\nd I thlrk that takes 


the nerve 


In the first place the locp must be 


firm and p un b 
which is to sav 
It 


must be kept prec t c aly in a v epical 
position It must be iiaced and puj ed 
in every direction 
o p-e« en 
ost 11 


a»ion and the grea est exactitude is 
necessary in mainta ning 
a 
perfect 


upright position as t ae s ightest vari- 
ation would throw 1 le riding line to 
one side or the other so that the r ler 
would certamlv run 
ft the cou-<-e and 


be dashed to pieces 
The critical peno 1 is ertering the 


loop 
It must be djre with pe-fect 


precision despite the terrible momen 
turn the ride1- has acquirpd at this 
pom* 
The force he has ai cumulated 


is equ valent to 1 700 pourds in weight 
hurled against th" s e of the loop At 
the 
top 
of 
the 
1 Mp this has 
cli 


m nished to five tc ten pou ids—n 
other words barely sufficient centu 
fjgal fo-ce to hold the rider in us 
Inverted position in mid air until he 
catches the opposite side cf the loop 
again 
It Is indeec a worderfal 
a 


thrilling hazardous md~most pow ei 
fully attractive and 
nten=elv/ 
irt»r- 


esting feat 
Despite 
its great possibilities Cor 


darger Diav-ola does it and shoo s out 
afte~ the great wh 1 snil ng as 
he 


smiles 
before 
his 
b g 
dovvnwaid 


plunge 


It is conceded to 
:>e the most sen- 


sational feature 
be ore 
he 
amuse 


ment p iblic 
There ore it Is used by 
all traveling compai les as a drtwmg 
card 
People flock t •> these fates and 


are disappointed 
T he 
only oppoi 


unity that the peop e of Oakland and 
'•he State of Callfo n a wil 
have 'o 
see th s greatest of all acts is at the 
big Midsumme- Ca n \ a l to be held 
in Oakland for two weeks com nenc- 
ing June 13 


Still Holds Good 


Dr.OrloffN. 
Orlow, Phd. 


RENEWS HIS INVITA- 


TION TO INSPECT THE 


United Crafts 


and Arts 


2203 Central Avenue, San Francisco 


OLD MISSION FURNITURE 


OLD FLEMISH FURNITURE 


================ A N D ========——= 


Everything Antique in Furniture 


Learn How to MaKe NooKs and Corners, 


as Well as Attics, Attractive. 


THIS IS HIGH ART. 


OPEN DAILY AND WEDNESDAY AND SATURDAY EVENINGS 


TOMATO SALAD 
' 


T-Se one qt.a*-t can toma'oes 
ope . 


teaspoonfui of sugar one teaopoonful , 
of salt one s iced onion one quarter 
of a. teaspoorful of paprika juice of 
one half lemor six whole coves one 
small blade of mace a spi ig of pais 
ley one inch of bajleaf three quartei s 
of a box of gelatine and three quai 
te-s of a cupful of water 
Put the 
tomato Into a saucepan 
adding all 


the other 
irg'-edients 
except gela 


tine cold natei and lemoa juice 
Let 


simmei twenty to 
fwertv five min- 


ates while hot strain through a sieve 
and add the gelat ne soared in the 
three quai ters cupful of water 
Stu 


u iti 
gelatine is dissolved 
then add 


the lemon juice 
Strain into a co d 


mold 
01 into irdiv dual nolds 
and 


set on ice until firm Se**ve on l rt uc* 
11 


leaves 
with 
holier1 
or 
mayonnaise 


d-esslng 


ELKS PLANNING FOR CIRCUS 


FESTIVAL. 


Old Time One Ring Circts With 


Local Talent Will Be Biggest 


Ever Given. 


STRAWBERRY CUSTARD 


Stem enough large 
r pe 
sugared 


straw ber-ies to line a. gl ss di=h for- 
ming a thick vvall with the bei i ies 
Beat the volks of foui e gs with halt 
a cupful of granalalcu augai 
Poui 


over this a pint of hot milk 
Yi hen 


thoroughlj mixed returr 
to 
U uole 


boiler and stir and cook irtil It f -n s 
a thkk custard Season -vith a ] inch 
of of silt 
favor with onnge 01 em- 


or Juice and pour into hollow in ten- 
ter of the berries 
W h i p the w iltes 


of the eggs to a s'iff frotl 
Color with 
a little straw berr> juice 
and 
lexp 


over the top o' the castord 
Dust with 


pow Jered sugar and serv e 


An Example 


Teacher—What 
are th 
three per- 
sonal pronojns7 


Pupil—He She and It 
Teacher1—Give 
an example 
of 
their 
usePupil—Husband 
wife ard babv - New 
Tork Sun 


COMES NATURAL 
to any one to liKe the de- 
licious, rich, nourishing 
food-drink 
POSTUM 


after a few days' use 


in place of coffee. 


Get th« little book ' The Road o 
"Wellrffle, 
in each pkg 


THE ARGONAUT. 


Wilting foi the Argonaut for June 


6 h from Tokio Helen Hyde tells in- 
terestlnKlv of the relief work that is 
being done fo- the widows and fami- 
lies of the soldiers who have gone to 
war 
She accompanied n relief work- 


ei on hei rounds ind hei description 
of what "he saw and heaid gives a re- 
r-iarkctbb cleai insight <nto Japanese 
life 
Tne Seano S de at Sea 
by 


Jerone Hart 
is aroth=r entertaining 


lette1- 
H» dia-ws x st-iking comp, ri- 


son be'vveen the accommodations fcod 
an1 sciv ce on diffeient Atlantic 1m >! s 
Inteispersed with good advice to pros 
pertive travelers and many amusing 
anecdotes 
\mong tne other no able 


features of the Argonaut for June 6th 
ire 
A "VAorld "Without a "\\oman 
a 


storj in a new vein b> Margaiet Sta- 
bler 
The Romance of Stanlej s Lite 


an inteiesting account of the careei of 
the great explorer 
a London letter 


telling of "S\ 
S Gilbert s new play 


and a c-iticlsm of Alaude A.dams In 
The Little Minister at the Columbia 
Theater b> Josephine Hart Phelpa 
* 


CREAM CHOCOLATE FILLING. 
This filling is delicious when used 


w ith a black 
chocolate 
cake 
The 
cake shoald be iced 
top and si ies 


with a white frosting 
"Wet two tea- 
spoonfuls of coinstarch with a little 
cold milk 
heat a cupful of milk i i a 


I double holler then add the wet corn- 
I starch ard 
tvvo heaping tablespoon uls 


I of grated chocolate 
Stir 
until thick 


and smooth 
take from the fire and 


poui gradually beating all the time 
upon an egg that has been beaten 
light with a- half cupful of sugai 
Re- 


turn to the fire cook ten 
minutes 


longer stirring all the time then set 
aside to cool before putting between 
the layers of cake 


The local lodge of Elks are prepar- 


ing big things for the Burlesque Cl-cus 
which they will give Jui e 14 at 
Te 


Liberty 
Theatre This affair will be 


one of the old-time ring shows and all 
the talent of the Elks will be seen 


Through the courtesy ^>f Harrv Bish- 


op the popular manage"- of Te Liberty 
the Elks have been able to secure the 
house for this night 
Bishop T-as post- 


poned his regu ar night for the show 
for June 14 giving the Elks the benefit 
of the. house 
Some attractive features are sched- 


uled and the program offets a most 
up-to-date show which is under the 
usual style of the Elks The first article 
on the program is the grand entiv of 
horses with daring feats of horseman- 
ship 
A complete side show by the 
members of the Elks is one of tbe most 
attractive numbers 
The Elks will 
have on exhibition the tallest man on 
earth and the fat lad} and the Zulu 
king direct from the isle of Zulu and 
the bearded ladv with real whiskeis 
Special 
snakes 
have been engaged 


for the snake charmer 


There will be seen one of the most 


daring bareback lady »iders in an or- 
iginal feat 
The trained animals wrTl 


be no small attraction of the occasion 
Soul-stirring mid-air feats are also 
guaianteed George Walker the well 
known local Chinese juggler will be 
seen in the combination of four balls 
six balls high balls and gin fizj stunt 
Dr Tisdale will be ring master gen- 
eral in a real prize fight which w ,1 be 
to a finish in the big ring Eddie Smith 
the popular sport will act as referee 
Claj Hawbaker is down ard it is ex- 


pected that his 'best effort' on saw 
dust will be the real thing: 
Chas 


Heeseman has the name of Hoosler at- 
tached to him on the program and -will 
be seen in his new flying trapeze act, 
floating 631-3 feet In mid-air unat- 


tached 


Dave McLaughlar and Pete Sloan 


the cockney clowns vill do grourn and 
loftj tumbling 
Dr Harry Travera is 


scheduled for a cha iplon vugKlliiB *-et 
with the lemonade stand and a. fen 
other good tbirgs m t on the prograir 


ELKS' QL ARTET. 


The celebrated E ks Quartet com- 


posed of Messrs He rt Dov die \yeis 
and Learn are dov n foi their usual 
excellent work and t ley have pr>po.rel 
an exceptional stunt w hi h will b^ pjr 
excellence 


OTHER ATTRACTIONS. 


Max HorwJnskj is one of the jop uar 
artists who will app ar in a new stunt. 
Van Britton will leed the origir x' CH 
cus band which wi 1 pla> real rrusic 
Cal twingr and Jai 
Shanlej 
\iH il- 


lustrate the brothe; act ' Judg" Aiel- 
vln and Senator Luk >ns will compe f in 
one of the most novel new niftj lifting 
acts Senator Frank Leavitt 
-i riokus 


Pokus who gets it i one of the leading 
attractions on the p ogram 
Jed Ha i- 
inr will explain hi' new macnine foi 
making dates Pop AIcFeelej ir his 
great iron bending act will show tne 
power of muscle over metal Hi gre;u 
feat will be the b ndirg of in Iron 
grirder over his righ arm 


Altogether the usi al excellence of th > 


Elks entertainment 
will be lived up 
to In every way at Ye Libertv ' bn the 
night of June 14 anc will withou doubt 
have the sign out 
Standing Koam 
Onlj 


TRADES UNIONISM DISCUSSED 


Gus Frankel edi or 
of The 
San 


Francisco Tageblatt will lecturo at So- 
cialist Hea-duarters 405 Eighth street 
Oakland, on Sunda 
evening June 5 


at 8 oclock 


His abject w 111 b -, ' Some Teatares 


of Modern Trades Unionism." 
The 
public Is Invited. 


NEW FIRM 


READY FOR BUSINESS 


Messrs John Comptano and N Rol 


Icn under the firm nane of The Oak 
l^nl 
Horal Depot 
have pi rchased 


the nuiseiy and floral business con 
ducted fo- manv veais by J Seulbei^ 
e- at Nos o09 ill and 513 Seventh 
street 
be ween 'Washington and Cla> 


streets 
Both are enterpns rg jourg men 


who are we 1 experienced in then line 
o* business ~\lr CompUno hav ing been 
assoc a ed w th the to mei propi eto 
Mr J Seulbe gei 
foi the pan eleven 


jea^s and Mi Ro len has for the past 
ten >ears been engaged ir the -whole 
sale busiress of cut fovveis 


The new fnm m'encl to thoroughly 


renovate the es^ab l«hmen 
and lay in 


a new btock of seeds bulbs etc 
and 


will at a'l tunes nave 01 hand a sup 
pl> of the best cut flowers UD be had 
in the n a ke 
The 
making of flo-al designs and 


bouquets vill te then specialty and 
at moderate prices 
Estimates given 


on decoration of hal s chuiches resi- 
dences etc 
and on the laying out of 


gardens and lavvi s, and every thing in 
the florist s line 


Sa-lsfaction 
guaranteed 
In 
every 
case or rroney refunded 
Gi\e the new 


firm a t-ial order and be corvmce of 
tieir absl ty to please 


All orders bj telephone promptly at- 


'•ended to 
Telephone James 3811 


HIGH-GRADE 
PI AM OS 


We have over one hunored beautiful Panes of fifteen dif- 


feiert makes rai glng n Piice from 


$15O to $7OO 


•We sell t lem on Installments 
5o 00 
$600 
S" 00, 58 00 
and 


$1000 per month- 


Tve have GOOD BARGAIN PIAVOS from $2509 to J100 00, 


paymert ri orr S9 00 to $400 pe- moil h 
We Rent Pianos, 92 to $5 per month 


GIRARD PIANO CO. 


JOHN E FOX Manager 


1203 BROADWAY, OAKLAND 


Central Bank Building 
Telephono 
Green 131. 


Cut your friends 
and bow smilingly to strangers— 
and you will get a reputation for 
eccentricity 
All because 
You're just a trifle short-sighted 


Why not 


SEE? 


We fit glasses accurately 
F. W. LAUFER 


Scientific Optician 


N. W. Corner Washington 


and Tenth Streets 


Be a Banher 
-It Pays 


Come he e with a dollar—or more—and open a savings account 


This will ertitle you to a small steel bank free 
Take it home—drop 


the trifles' <nto it and see how fast they accumulate 


The 
fir t 
purchaser 
of stock 
in the 
SECURITY 
BANK 


, , 
4 TRUST COMPANY paid $500 for 25 shares—and every cent of it 


•was saved in i small home bank 


OFFICERS 


H C Capwe% Pieslde-it 
* 
A D Wilson \ Ice President 


Phas A Smith Cashier 
R S Knight Assistant Cashier 


BOARD OF DIRECTORS 


T W Corder, 
A. D Wilso i 
C Capwell, 
H 


Theo Gler, 
C J Heeseman 
W F Burbank 
R T Harding 


H a Thomas 
C E Snook 
B P Vandercook. 
W H L Hynes 


JXi^ftftv'' 


SATURDAY EVENING 
OAKLAND TRIIUNB 
JUNE 4,19O4 


TAX LIST 


—OF THE— 


COUNTY OF ALAMEDA 


STATE OF CALIFORNIA. 


189 


6 11 


17 46 


IMPORTANT NOTICE 


AH Taxpayer! are Requested to Examine 


Carefully the Delinquent Tax List and 
Report Errors. I! any, Immediately. 


State and Connty Tax Sale! 


10 64 


F»r the Year 1903. 


STATE'OF CALIFORNIA! 


County of Alameda. 


Public notice is hereby given that de- 


fault having been made In the payment 
of taxes due to the State of California, 
and to tho County of AI»meda for the 
year 1903, upon the property hereinafter 
described, and the Tax Collector of the 
County of Alameda, 
by 
virtue of the 


power and authority of law. did. upon 
Monday, November 30. 1903, and upon 
April 26th, 1904, at 6 o'clock P. M., levy 
upon said property now. therefore, I, 
James B. Barber. Tax Collector of the 
County of Alameda, will on 


SATURDAY, 


The 2nd day of July. A. D. 1904, 


At the hour of 11 o'clock 
A. M.. com- 


mence to sell the same in the Tax Col- 
lector's office in the County Court House 
of the County of Alameda. in tlie City ol 
Oakland, unless the taxes delinquent, to- 
gether with the costs and percentages. 
are paid, and that 1 will continue such 
sale until the whole property set forth 
hereinafter shall be sold pursuant to law. 


CONDITIONS. 


Real property will be sold to the Plate 


subject to redemption within live years 
from the date of sale or at any time prioi 
to the entry of sale of said land by th< 
State in the manner piwided by Scctloi 
Three 
Thousand 
Eight 
Hui.dred and 


Seventeen, Political Code. 


DOLLARS AND CENTS. 


Public notice is net coy Kiven that the 


figures; appearing opposite folio A-ing last 
ant] 
aftci each description of property In 


the REAL ESTATE poltlon. al' o the fig 
ures npi faring; opposite, folio-vine, and 
last after each name in me PERSONA], 
PROPERTY portion of this_ Delinquent 
Tax List for inn;], of and for the Count> 
of Alam-da. were Intended I' and 
cl" i 


repicse-nt respectively in Doll .rs or in 
Cent* or in Dollars and Cents, (is th- 
case may be. the amount due for t ixe * 
and costs, in manner as follow- to wit 
Whin or where TWO FIGURES appeal 
therein CENTS were intended to be and 
nrc 
rep-pspnted, 
when 
or 
w .er 


MORE THAN TWO FIUCIIEF thus ap- 
peal therein. CENTS were irtendPd t i 
be and are represented by th' last tw 
> 


flsures C'ccupvinpr and appearing at THI- 
RIGHT HAND, and the figur. s occ-ipy- 
ir.s; rind appearing- at the LEFT HAND 01 
the «iid LAST TWO FIGURES and set- 
mate 
tln-rpfrom 
bv a .space 
were in- 


tended 
tu and do represent I'OLLARS: 


so that thp amount due for TAXES AN31 
COSTS in tho respecthe cases aforesaio. 
are thus t-xptes'-td In Dollars and Cents 


JAMT3S li. BARBER, 


Tax rollpctoi nf tho County oi Alamed! 


Dat'-d at On!-la nil this 1th d r y of JUIT . 


ALAMcDA TOWNSHIP 


BLOCK 0 


11 J (' Lmderman— In Stratum's 


survey, map 
tiled of i ' cord 


in the office of thp Rpcorder 
or Alampda Co.. lots 1 to S, 
blk 
D 
................. 


BLOCK 15 


29 J C Llnilerman — In Strntton's 


survey, map 
filed of i--cord 


in tho office of the Recorder 
of Alamrda Co.. 
lots 1 2, 5, 


6, 12, 13 and 14, blk 15.... 


BLOCK 17. 


33 J C LInderman — In StraHon's 
survey, map filed of record 
in the office of the Recorder 
of Alameda Co, lots 12, 13 
and 14. Wk 17 
............ 


BLOCK 22. 


41 J C Lindcrman — In Stra< ton's 
survey, map filed of r-icord 
in the office of the Recorder 
of Alamerta Co.. lots 1 to 4, 
7 and S. Wk 22 
.......... 


BLOCK 23. 


44 J C Lindcrman— In Strr.ton's 
.survey, map filed for i -score! 
In the office of the ccurder 
of AlamedJ. Co , lots 1, 2 
and 3, Ik 23 
.............. 


BLOCK 27. 


C3 J C Linderman — In Stratton's 
survey, map filed of l ecord 
In the office of the Recorder 
of Alameda Co., lots 9, 10 
and 11, blk 27 
............. 


BLOCK 28. 


BE J C Linderman — In Snr ton's 
survey, map filed of i ecord 
in the office of the RP( order 
of Alameda Co., entire blk 
2S 
...................... 


BLOCK 34. 


n 3 C Linderman— In. Sratton's 
survey, map filed of i ecord 
In the office of the Recorder 
of Alameda Co., entire blk 
S4 
.................. 
: ..... 


BLOCK 36. 


U J C Linderman — In Stratton's 
sur\ ey. map filed of i ecord 
in the office of the Re< order 
of Alameda Co.. lots I and 
S blk 35 
.................. 


BLOCK 36. 


W John Martens — In 
Stratton's 
survey, map filed of i ecord 
In the office of the Re< order 
of Alameda Co.. w 4 3-12 ft 
of lot 7. blk 36 
............ 


BLOCK 44. 


88 C E Dwinelle — In Strntton's 
survey, map 
filed of 
,- ecord 
In the office of the Re( order 
of Alameda Co . an undi- 
vided % Interest In lot S. 
blk 44 
.................. 


BLOCK 51. 


105 L S Church — Mortgagee s In- 
terest 
In 
Stiatton's 
sur- 
vey. "map fllod of record In 
the office of the Recorder of 
Alameda County, lot 1 1, blk 
51 
.................... 


BLOCK 58. 


134 S Webb — In 
Stratton's 
Sur- 
vey. 'map filed of record in 
the iofflee of the Recor ler of 
Alameda County, lots 9 to 
14. Inc. »lk 5S 
.......... 


134 S Webb — In Tide Land Sur- 
vey, section 18. t 2. s r 3 w, 
por of lot 30. blk 58 
...... 


BLOCK 71. 


173 A S Christensen — In Strat- 
ton's Survey, map filed of 
record in the 
office t'f the 
Recorder of Alamedt.. Co, 
pee of Id bee nt the nw cor 
ol Madison and Post tts, th 


1 '-2 


1 .'.» 


1-12 


3 74 


3 74 


1 42 


95 


8 99 


6 33 


3 28 


2 22 


1 94 


2 12 


46 5-1 


4 45 


w 60 ft by 124 ft n, por blk 
71, and imps 


BLOCK 75. 


C L Fouts—Mortgagee's in- 


terest-In a. pee of Id bd ijoy 
Id of 
O M Healy. e 
by 
Mound st. s by Madison st. 
and w by old town line, 
nor of blk 75 


BLOCK 84. 


232 Catherine 
Hunsinger — In 
Stratton's Survey, map filed 
of record in the office of the 
Recorder 
of 
Alameda Co, 
pee of Id beg at a pt on the 
w line of Mound st 133 7V4-12 
ft s fm Jackson st, th w 150 
1-12 ft. th s 226-12 ft. th e 
45 6V4-13 ft. th s 17 7-12 ft, 
th e 104 61412ft, th n 4 J 1-12 
ft to beg, poi- blk 8<. and 
imps 
• 
24° E 
and 
G 
Thomsen — In 
Stratton's Survey, map filed 
of record In the office of the 
Recorder 
of Alameda 
Co. 
An 
undivided 
% 
interest 
each in w 26 3-12 ft of e 52 
6-12 ft of lots 10, 11, 12 and 
13, blk S4 


BLOCK 100. 


273 Elizabeth M Parker—In Mey- 
er's Survey, map filed of i ec- 
ord in the office of the Re- 
corder of Alameda Co, e ^ 
of lots 2, 3 ar.d 4, blk 100.. 


BLOCK 103. 


297 Rhoda 
S 
Re-ed—In 
Sather 
Trust Property, map filed of 
recoid in tne* office of the 
Recorder of Alameda Co. lot 
5 and u 0 ft of lot 6, blk A- 
103 


BLOCK 
106. 


351 Peter B Freeze—Pee of Id bog 
nt a pt on w 1 of Pearl Et, Su 
ft n fm Clark and Carpen- 
pentler Tract, th n 40 ft by 
133 ft w, ' por blk 106 and 


360 James R Hlch'ens — Pco of Id 
beg at a pt 240 ft n fm ClarK 
ar.d Carpetlter Tract and 
80 5-6 ft w fm Pearl s,t, the 
w 402-3 ft by 43 ft n, por 
blk 106 
363 James R HIchens — Pee of Id 
beg at a pt on the w I of 
Pearl (.t 15 ft s fm center of 
railroad, th s 40 ft by 80- 
5-6 ft w, por blk 106. and 
imps 
371 P B Eldeikin—Pee of Id beg 
at a. pt on the e ! of Pearl 
st 55 ft n fm Clark and Car- 
pentler Tract, th n 55 ft by 
98 ft 
e, por blk 106 and 


imps 


BLOCK 
109. 


396 Emma 3. Cooper—Pee of Id 
beg at' a pt on the e 1 of 
Versailles ave 482 ft n fm 
Calhou-i st. th n 338 ft by 
about 165 ft e, por blk 109 
and Imps 


395 Emma J Cooper — pp .. . . 
39C Charles D Pierce — Mortga- 
gee's Intel e?t in a pee ot 
Id beg nt a pt on the e'hne 
of Versailles av( 
482 ft n 


fm Calhoun st, th n 338 ft 
by about 165 ft e. por blk 103 15 91 


399 Maud C. Cannon—Pee of Id 
beg nt a pt on the e line of 
Vcisaiile-s ave 450 ft' n fm 
Calhoun s>t. t'.i n 32 ft by 165 
ft c, pci blk 109 
3 74 


BLOCK 130. 
, 


412 Anna J. Hogrefe — In Bish- 
op & Hait Tract, map tiled 
of record In thn office of 
the 
Recorder 
of 
Alamecla. 


Co lots 17 ar.d IS, blk 110 


415 Anna J Hogrpfc — an Bish- 
op & Hart Tract, map filed 
of record in the 
office of 
the 
Recorder 
of Alameda 


Co. lots 23, 24, 25 and 
20. 


blk 110 


417 Anna J Hogrrfe — In Bish- 
op & Hart Traet, map filed 
of record in 
the 
office of 


the 
RQceii-dc-r 
of 
Alameda 


Co, lots 29 and 30, blk 110 


420 Anna J Hogiefe — In B sh- 
op & Hart Tract, map filed 
of record in the 
office of 


the 
Recorder 
of Alameda 


Co, lot 39. blk 110 


422 Anna J Hogiefe — In Bish- 


op & Hart Tract, map filed 
of record In the 
office of 
the 
Recorder 
of Alameda 


Co, lots 41 to 46 hik 110 .. 


BLOCK 114. 


430 Wm Bell—In Libeity it Gar- 
field Tract, map filed of rec- 
ord lr. the office of the Re- 
. 
corder of Alameda Co, lot 
A 
1!. blk A-114 .. .' 


441 J P Cully—In Libeity & Gar- 
field Tract, map filed of rec- 
ord in the ofTlcc of the Re- 
corder of Ala'meda Co lots 
7 and 8, blk B-114 


BLOCK 317. 


491 Augustus Laver—In Whitch- 


PI'S Suivey of 4 acre lots, 
map filed of record in the 
office 
of 
the 
Recorder of 
Alameda Co, lot 3S, blk 117 
and imps 
I'. 


491 Augustus Laver—Pers prop.. 


BLOCK 118. 


5IS John G Bliss — In High St 
Biiggs Tract, man filed of 
record In the office of the 
recorder of Alnmeda Co., lot 
22. b'k 11$ imps and poll 
tax for 3902 


51S John G Bliss—Pers prop 
520 James Kparnev — In High St 
Briggs Tract, man filed of 
record in the office of the 
Records 
of Alameda Co, 


lot 23. blk 1 IS 
526 E A Kobpr — In High St 
Brfggs Tract, map filed of 
record In the office flf the 
Recorder of Alameda Co, lot 
29. blk 118 ar.d Imps 


546 Louisa Howard — In High 
St BrigRS Traet map filed of 
record in the office of the 
Recorder of Alameda Co, lot 
43, blk 31S and imps 


BLOCK 119 


688 C D Hanscn — In Hirshfeld 
Tract, map filed of rpcord In 
the office of the Recorder of 
Alameda Co. lot 22. blk 119 
601 Salvation Army of New York, 


(a corooration)—In Hirsh- 
feld Tract, map filed of i ec- 
ord in the office of the Re- 
corder of Alameda Co, e 37- 
6-12 ft of lot.s 39 and 40, blk 
119 and imps 


map filed of record in the 
office of 
the 
Recorder of 
. 
Alameda Co.. lots 10 and 11, 
blk 124 
• 
4 GO 


BLOCK 
125. 


S25 Joseph A Leonard Company— 
In Hays & Caperton Tract, 
map filed of record In the 
office of the Recorder of Al- 
a-meda Co.. lot 1, blk B-125. 1 42 


875 Enclnal Building 
and Loan 
Association 
— Mortgagees' 
' interest in JenUs & Mead 
Hd. map filed ot record in 
the office of the Recorder of 
Alameda Co., lot 11, blk 4- 
125 
1 2? 
892 H H Todd—In Jenks & Mead 
Homestead, 
map 
filed 
of 
record in the office of the 
, Recorder 
of 
Alameda Co., 
lots 10 and 11, bis 5-123 and 
Imps 
3 67 


BLOCK 126. 


912 Jane Frederickson et al—In 
Jenks & Mead 
Homestead, 
map filed of record in the 
office of 
the 
Recorder of 
Alameda Co.. pee of Id beg 
at a point on the w line of 
lot 3. blk 2-126 110 5-12 ft s 
fm Eagle ave th e 68 5-12 ft 
th sw 120'/j ft th n 99% ft 
to beg por blk 2-126 and imps 9 75 
918 Herbert Crowe—In Jenks & 
Mead Homestead, map filed 
of record in the office of the 
Recorder of Alameda Co, 
w 35 ft of e 70 ft of lots 7. 
S. 9, blk 2-126, imps And poll 
tax 1902 
4 50 


BLOCK 127. 


963 John H 
Young.—In Chlpman 


Tract, map filed of record 
In the office of the Recorder 
of Alameda Co.. 
lot 4, bik 


2-127. and 
imps 
1391 


BLOCK 128. 


976 Margaret O. Tregloan Pt a]— 
Pee of Id commencing nt a 
pt on n lin.p of Buenn Vista 
ave 140 2-12 ft e fm Broad- 
way 
th e 120 51-100 ft by 


423 4-12 ft n, por blk 128 and 


imps 
42 15 


BLOCK 130. 


1006 Isabella M 
Miller—In 
Chip- 


man 
Block, 
ma;) 
filed 
of 


record In the 
office of 
the 


Recorder of 
Alameda 
Co., 


lot 6, blk 1-IDO 
U 99 


» 
BLOCK 
131. 


8 37 


12 99 


6 97 , 


1 90 l 


3 89 


2 11 
2 47 


1 12 


9 13 


34 73 


4 43 


670 S C Denson—Mortgagee's In- 
terest 
in 
Johnson 
Tract, 
map filed c' record In the 
office 
of the 
Recorder of 
Alameda Co. pee of Id beg 
at a pt on the s line of Lin- 
coln a\e 390 ft w fm Cou1. t 
st, th w 74 6-1J ft by 150 
ft s. por blk 122 


671 W A White — In Johnson 
Tract map filed of record In 
the office of the Recorder of 
Alameda Co. pee of Id beg 
at a pt on the s line of Lin- 
coln ave 
461 G-12 ft w 
fm 


Court st. th w 40 ft by 150 ft 
s. por blk 122 and imps 
671 W A White, pp 
677 Charles II Thrans—In John- 
' 
son tract, map filed of rec- 
ord In the office of the Re- 
corder of Alameda Co.. lot 
II. blk 1JJ and imps 


6S3 G W 
Williams—In 
Johnson 
tract, map filed of record in 
the office of the Recorder of 
Alameda Co., n 37 6-12 ft of 
s 75 ft of lots 19 and 20, blk 
122 and imps 


685 William J Smith—In Johnson 
tract, map filed of record in 
the office of the Recorder of 
Alamedn Co , s 37 6-12 ft of n 
76 ft of lots 19 and 20, blk 
122 and imps 


694 Oakland Bank of 
Savings- 
Mortgagee's interest, pee of 
id beg a: a point on the n 
line of Lincoln ave 250 ft 
e from w line 
of 
4 acre 
tract survey, th c 50 ft by 
130 ft n, por blk 122 
15 91 


BLOCK 123. 


715 Georse 
Rentier—n 
Alameda 
Station H'd. map filed of 
record in the office of the 
Recorder 
of Alameda Co.. 
e 40 ft of lot 11. blk E-123 
imps and poll tax. 1902.. .. 
4 5<i 


BLOCK 124. 


1 SIS Elon A Pierce—In Foley tract 


1051 H K Starkweather — In Hays 
& Caperton Tinct, map tiled 
of rpcoid in the 
otfice !of 
the Recorder 
of 
Alameda 
Co.. pec of.Id beg at a point 
on the e line of Pearl st 207 
1-6 ft s fm Linconl a\. th 
s 
67V> ft by 140 ft c, por 
blk 8-131 and imps 
3 74 


1051 H K Starkweather, pers prop.. 2 41 
1061 Anr.ie J Ward—In Havs & 
Capcrton Tract, 
map filed 


of record In the oflice of the 
Recorder of Alfimeda 
Co.. 
pee of Id beg at a. point on 
the w line of Versailles ave 
70 ft P fm Lincoln ave, th 
s 70 ft by 141 ft w, por of 
blk 8-331, and imps 
10 72 


BLOCK 132. 


1128 Sarah 
Robp'tson—~-ce of 
Id 
beg at a pt on the e line of 
Broadway 550 ft s fm Cen- 
tral a\e th s 33 4-12 ft by 
110 2-12 ft e, por blk 132. 
and !m:ts 
9 61 


1128 Saiah Robertson—Pf i s prop. 
2 47 


1130 John Gale — Pee of Id beg at 
a pt on the e 1 of Broadway 
st tils S-12 ft s fm Central 
ave, th s 33 4-12 ft by 140 
2-12 
ft, e por blk 132, and 


imps 
13 18 ) 
1132 Minnie Meyers—Pee of Id beg 
at a point on the e line of 
Broadway 5S3 4-12 ft s fm 
Central ave, th s 33 4-12 ft 
by 140 3-12 ft e por blk 132, 
and imps 
t 36 


BLOCK 133. 
t 


1247 Lillie 
B 
Stedman—In 
Ala- 
mcda 
Park 
Homestead, 
map filed of record In the 
office 
of the 
Recorder oi 
' Alame'da Co. lot 
C blk 44- 


133. and imps 
S 21 


1247 Llllie B Stedman—pers prop 3 46 


, 
,„%££&,1!"' 


1273 Frefl' *W Stowerl—In Alame- 
da'Park 
Homestead, map 
filed of record in the office 
of the Kecoider of Alame- 
da Co., i 3V4 ft of lot D blk 
21-134 
1 92 


1274 Mars' 
Greer—In 
AKmeda 
Park Homestead, map filed 
of record In the office of the 
Recorder 
of Alarneda Co., 
lot C. blk 23-134, and imps 
8 36 


1305 Mary M Davis—In 
Alameda 
Park Hd. map filed of rec- 
ord in the 
office of 
the 
Recorder of Alameda 
Co . 
pee of Id beg at e -point on 
the w line of Park ave 48^2 
' 


ft s fm the ne cor of lot 
"A" 
blk 
CO Alameda park 


Hd. th s 48% ft. w 157 11-12 
ft, 
n 481-12 ft. 
e 15710-12 


ft to beg, por of lots A ar.d 
B blk 20-134 and imps . . . . 5 13 


1307 McK F 
Bishop—In Alameda 
Park Homestead, map fi.ed 
of record in the ottrce of the 
Recorder of Alameda Co.. 
lot B. blk 19-134 
6 22 


1318 Mrs. Charles H 
Paxson—-In 


« Alameda Park Homestead, 
map filed of yecoid in the 
office of the Recorder of Al- 
ameda Co-., lot 6 Dlk 46-134 
and 
Imps 
• .... 6 83 


1350 Helen F WIncheil—In 
Ala- 
mecla 
Park 
Homestead, 


map filed of record in the 
office 
of 
the 
Recorder 
of 
Alameds Co . n 33 1-3 ft of 
lot D blk 55-134, and imps.. 1 75 


1353 George H Meyer—In Alame- 
da Park Homestead, map 
filed of record In the 
office 
of the Recorder of Alame- 
da Co., s 33 1-3 ft of lot C, 
blk 36-134 
and imps 
1213 


1353 George H 
Meyer—pers prop 
3 46 


1372 Clarence A Howard—In 
Al- 
ameda 
Park 
-Homestead, 
map filed of record in the 
oflice 
of the 
Recorder of 
Alnmeda Co., n 25 ft of lot 
A and s 20 ft of lot B, blk 
51-134. and imps 
3 31 


1396 Jennie E Allsop—In Alame- 
da Park 
Homestead 
map 


filed of record 
In 
the of- 
fice of the Recoidcr of Al- 
ameda Co. s 30 ft of lot B, 
' 
and n 30 ft of lot A blk 58- 
134. and imiis 
2 95 


3396 Jenr.le 
E 
Allsop—pers 
prop 
2 47 i 


1408 August E Nelson—In Alamecla 
I 
Park Homestead, mnp - 
filed 
i 


of record in the 
office 
of 
the Recorder of 
AlamPda 
Co.. n 30 ft of lot A and s 
10 ft of lot B, talk 60-131 and 
imps 


BLOCK 
135. 


1414 Justice M Reynolds—Pee of 


Id beg at a pom1- yii the s 
line of Central ave 60 ft e 
fin Resent st th e 57 31-100 
ft s 133 68-300 ft w 56 9-1-! 
ft n 147 ft to beg. por blk 
133 and Imps 
6 9 8 


1416 Maria L Troost—Pee 
of Id 


b*g 
at 
a 
neiint 
on 
the 


e line of Recent st 141 ft s 
im Central ave, th s 50 ft by 
116 9-12 ft e nor blk 135 
3 4 4 1 


1421 Maiia 
L 
Tl cost—Pee 
of 
Id 
j 


beg at a pt on the e line of 
Recent st 1?1 ft s fm 
Cen- 


tral a\c. th s 85 52-100 ft- 
by 316 9-12 ft e por blk 135 
and 
Imps 
IS 62 


BLOCK 138. 


por blk S-140 
18 SO 


17G9 W Mathc-ws — In li nds ad- 
jacent, map filed c' record 
In. the office of the tecoider 
of Alameda Co, p. e of li 
beg at a point on t ic e line 
of Oak st 166 8-12 ft s fm 
San Jose ave. th 
334-12 
ft bv 112 G-12 ft e, por bi's 
Q-140 and Imps .. .. :. •• 6 97 


BLOCK 
142. 


1S01 E 
A Kove- — In 
3ellevu3 
Tract, map filed of 
rec- 
oid In the office of the Re- 
corder of Alameda < 'o, lot s, 
blk A-142, and imps 
»1 
1820 Lillle I E Dengel—11 Belle- 
vue Tract, map file of rec- 
ord In the office of the Re- 
corder of Alameda Co. lot 
24. blk A-142, imps and pp 3 48 


1S35 John W Dickie — 1 i Belle- 
vue Tract, map flle of rec- 
ord in 'the office of the Re- 
corder of Alameda Co. e 43 
4-1J ft of lots 1, 
, 5. blk 
B-142, and imps 
4 01 | 


1835 John W Dickie—Per; prop.. 
6 41 


183S Arabelle Smith — In Bellevue 
Tract, map filed e t record 
in the office of the Recorder 
of Alameda Co. lo 
23, blk 


B-142, trnus and pi 
3 45 


1S45 Ole Olsen—"in Bellev e Tract, 


map 
fifed of recor 1 in tht= 


office 
of the 
Rcc irder of 
Ala.mcda Co. lot 9 blk B- 
1-1J. and imps 
1 40 


1845 Ole Oisen—Pels pror 
2 47 


1S57 E B and M L Barn II — In 
Bellevue Tract, ma > filed of 
i ecord in the 
oftic - of 
the 
Recorder of Alamec* Co. lot 
20 and s 10 It of >• t 18, blk 
B-142. and imps 
2 04 


1S57 E B and M L. B.ir\ ell—;icrs 


prop 
4 44 
1858 L J Holton—Mortga :te'« in- 
terest 
in 
Belltvu 
Tract, 
map filed of reco: I in th« 
office 
ot 
the 
RPC ucler of 


Alameda Co. lot .'0 ami s 10 
ft of Jot IS, bll: E 14J .. . 4 7 60 


1S69 Jennie H Farrar—I i Belle- 
vue Tiact. ntao fik 1 of rec- 
ot d in the office 01 the RP- 
LOidpr of Al.'.mtda Co, e 45 
ft of lots 2 4 and 
>. blk B- 


14J. and imps 
14 96 


1875 Juiia C. Merwin — n Boll^- 
vuc Tract, map hlc 1 of rec- 
ord In t.he office- o" the Rf=- 
eoicit;- of Alameda Co, pee 
of Id beg at a nt on the s 
line of Clinton ave S3 G-12 ft 
w fm Cedar st. U w 40 ft 
by 
320 ft s, por 
• ik C-142 
and 
im;i& 
. 
7 29 


1S75 Julia C Merwin — j'ers prop..4 44 
1S90 Mary E Kogei= — li Kellevue 
Tiact. ma j filed of recoid In 
the 
office: of the Recorder 


of Aiameda Co, let 14, blk 
C-142 and Imps 
2 34 


2 41 


i 1614 Pacific Coast Savings Union— 


In lands adjacent, map filed 
of record in the oflice of the 
Recorder of Alameda 
Co.. 


lot 
13 and 
n 
14 ~\-U 
ft 


of lot J2. blk 40-138.;.. .. 45 


BLOCK 139. 
i 


170S Morris Roach — In lands ad- 
j 


jacent, map filed of record 
in the office of the Recorder 
of Alaroeda Co, lot 5 blk T- 
139, and imps .. .'. 
20 38 


1711 R B Tappan — Mortgagee's 


interest 
in lands adjacent, 


map fllcd of record in the 
office 
of 
the 
Recorder of 


Alameda Co. lot 6, Wk T- 
139 
62 15 


BLOCK 140. 


1735 Albert Arents — In lands ad- 


jacent, map filed of record 
in the office of the Recoider 
of Alameda Co, pee of Id 
beg at a point on the -w line 
of Park st 35 ft n fm *San 
Antonio 
ave. 
th 
n 6012- 


100 ft, w 104 25-100 ft. s 
60 ft, e 99 5-100 
ft to beg. 


BLOCK 143 


194S Herman A Unna — In lanls 


adjacent, 
map 
flip I of 
rec- 


oid in the office o 
the Re- 


coider of Alamedn Co. n 30 
ft of s GO ft of lo s 10 and 
11. In c £ of blk 
-143, and 


imps 
3 43 


1948 H.'rman A i'nr.a—P< rs piop.. 
2 47 


1954 Miiigaret A Ha.field -In lands 
' adjacent 
map file 1 of 
rec- 


ord in the office o 
the Re- 


corder of Alainecl 
Co. lot 


4. In w 
V4 blk 
K-143, 
and 


Imps 
'. 
32 88 


2003 O S Linden — In l.u ds adjac- 
] 


cnt. 
man filed of i-ecoid in 


the 
oflice 
of the 
RecordiM 


of Alamcda Co, lot S. in w'i 
blk P-143, and 
Im is, 
11 45 


2024 A MnirloU—In land: adjacent 
\ 


map filed of reco d in the 
ofhce 
of 
the 
Re order of 


AlairPda Co, lot 3 In e % of 
blk P-143 and im; s 
12 OS 


2033 Cyrus Cleaes—In laid adjac- 


ent, 
mnp filed of recoid In 


the office of the R -corder of 
A'ameda Co. lot 7 in e % of 
blk P-143 and poi 
tax 
1902 
4 50 


2035 Alfred Field—In lar If, adjac- 


ent, 
map rtle-d of recoid in 


the office of the R colder of 
Alameda Co, lots 
and 9 in 


e 'A of blk P-143, and Imps 
9 14 


2035 Alfred 
Field—Pels 
>rop 
4 4 4 


2109 V4rgil T Na-hl — In lands ad- 
jacent, map filed of record 


of Alameda Co. 1. t 13 e ti 
blk C-144 and imr } 
24 02 


2110 Emanuel Levy — In lands ad- 
jacent, map filed of record 
in the office of thr Recorder 
of Alamed-a: Co. T 33 1-3 ft 
of lot 16 In e 'A 'Ik C-144, 
Imps 
6 90 


2I3S Wt liam and Louise 
Thomp- 
son—In lands adjB^ent, rrap 
filed of record in the 
office 


of the Recorder o Alamoda 
Co. lot.s 3 and 6 li w ^i blk 
O-144, and Imps 
3 5fc 


211S William 
and 
Louis 2 Thomp- 


son—P^rs prop 
2 4 7 


BLOCK 14 . 


2165 W S Ar'ihelm—In lands ad- 
jacent, map filed of recoud 
in the office of th. Recorder* 
of Alameda Co, 'it 12, ulk 
39-145, imps and 
poll 
tax 


1902 
4 50 


2202 Maria C Holsch — In lands 
adjacent, map filoi of record 
In the office of th Recorder 
of Alameda Co, 
->t K. blk 


38-345 
12 07 


2208 Mrs. C H Schnabel—In lands 
adlacent, map fll d of rec- 
ord in the office 
-f thu Re- 
corder of Alamei a Co, lot 
7, blk 34-145, and mps .. .. 28 71 


BLOCK lit! 


2235 Elizabeth M Close - - In lands 
adjacent, map fil d of rec- 
ord In the office 't the Re- 
corder ol Alamed; Co, lo'. 6, 
oik 40-146, anc! 1m is 
3 27 


BLOCK 14'. 


°249 John M Chipchase et al.—In 
Pioneei 
Hd, 
ma i 
filed 
of 
record in th-e ofl ce of the 
Recorder 
of 
Al Tned i Co, 


lot 12 in w % of Dlk 11-147, 
and imps 
••. 
9 34 


2251 William 
W 
R 
Hatch—In 
Pioneer Hd. 
ma i 
filed 
of 
record in the ofi ce of'the 
Recorder of 
Alsmeda Co, 


lot 13 tn w 'i of blk H-147, 
and imps 
40 26 


2285 H F Muhihausen - In Pio- 
neer Hd, map fil-d of iec- 
o^-d in the oflice >f the 
Re- 
col dei 
of 
A lame la 
Co, 
w 


40 ft of lot a in •/ V4 of blk 
L-347. and imps 
6 73 


23 20 Frank M Leland— n Pioneer 
H'd. 
map 
filed 
of 
rec- 


ord i-i the office )f the Re- 
co'-dcr of Alame, a Co . lot 
14 in e te of-,blk L-147, and 
Imps 
9 75 
2323 Grace 
Ingraham — Mortga- 
gee's interest in Moneer Hd 
map filed of rec ird in the 
office 
of 
the 
R -corder of 
Alameda Co.. lot 16 In P % 
of blk L-147 
35 64 
23"S Mrs T H -Be-nton— n Bellevue 
Tract 
man filed of record 
in the office of tl e Recorder 
of Alame'da Co.. lot 4, blk 
D-147. Imps and pp 
, 2 4 7 


23SO Susie F Benton—I i Bellevue 
Tract, map filed of record 
in the office of tl e Recorder 
of Alamcda Co.. lot 5. blk 
D-147 
2 34 


23S2 Julia C Merwin — 1 i Bellevue 
Tract, map filed of record 
In the office of tl e Reco-dei 
of Alameda Co.. lot 7, blk 
D-147, and 
imps 
£ 36 


BLOCK I S . 


2490 William H Pollar 1—In 
Pio- 
neer Homestead, map tiled 
of record in the c i:ice of the 
Recorder of 
Al Tneda Co . 
lot 5, In e y- blk E-148 and 
irnos 
2 62 


2499 J 
G 
Marcy—II 
Pioneer 
Homestead, map 
fllod 
of 
record in the 01 Ice of the 
Recorder -ol 
A; imeda Co., 
e H of lot 12 in e % of blk 
E-14S. and lmps> 
1 74 
2309 H D Noble et 
1—Mortga- 
gees' Int 
in Pi >neer 
Hd, 


map filed of re< ord in trie 
office of the Rec< rder of Al- 
ameda Co.. pee c f Id beg at 
a point on the Sv lint ot 
Walnut st 63 4- 2 ft n fm 
Encinal ave th i 38 ft by 
300 ft w por lots 8 and 9 In 
e V- blk E-14S 
770 
2513 Neal J 
McKeon— n Pioneer 
Homestead, 
ma • 
filed 
of 
record in the o Ice of the 
Recorder of Al .;neda Co. 
lot 17 In e % o blk E-H8 
and imps 
."... 744 
251J Neal J McKeon—lira prop... S 9« 


2514 Florence M Hanna, Mortga- 
gees' interest 
in Pioneer 
Homestead, map 
filed 
of 
record in the office of the 
Recorder of Alameda Co., 
lot 17 in E % of blk E-148. 28 25 


•~ 
BLOCK 149. 


2557 George H and Clianes L Po- 
rep—In lands adjacent to 
town of Encinal. map filed 
of record in the 
ofhce of 
the Recorder 
of Alameda , 
Co., lot 13 blk 25-149 
12 07 


2D75 R Thompson—In lands adja- 
'cent to 
town 
of Encinal, 
map uled of record in the 
office of the Recorder of Al- 
ameda Co., lots 13 and 14 
blk 19-149 and Imps 
4 0 2 7 


2580 Mary A Bullrnan—In 
lands 
adjacent to town oz Enci- 
nal, map filed of record in 
the office' of the 
Recoider 
of Alameda Co., w 33 1-12 ft 
of lot 3, 
blk 
J4-149, 
and 
imps 
3 10 


2582 Olof Errickson et al—In lands 
adjacent to town of Enci- 
nai." map filed of record in 
the office of the 
Recorder 


of Alameda Co., w 27 ft 
of lot 7. bill 24-149 and Imps 5 90 
25SS Virginia 
Balinlorth—Mortga- 
gees' interest in lands adja- 
cent to town 
of 
Encinal, 
map filed of record in tho 
oflice of the Recorder of Al- 
ameda Co.. pec of Id bcs at 
a point on the w line of 
Walnut st 105 ft n fm Hail- 
road ave, th n 45 ft by 123 
ft w per blk 24-149 
14 89 


2615 Alice K Coole;—In lands ad- 
jacent to town of Encinal, 
map 
fi.ed of 
i ecord in 
the 


office of the 
Recorder 
of 
^ 
-Alameda Co., e % of lot 15 
blk 
20-149 and 
imp's 


2627 Benjamin 
H 
Co-mint—In 
Lands Adjacent to Town of 
of 
Enema!, 
map 
filed 
of 
recoid in the office of the 
Recorder of 
Alameda Co., 
lot 3. blk 23-119 and imps.. 


BLOCK 150. 


2653 Capital Building 
and 
Loan 
Association—In 
Lands Ad- 


jacent to Town of Encinal, 
map filed of recoid in the 
ofhce of the Recorder of Al- 
ameda Co. pee of Id beg at 
a 
point on the n 
line of 


Clement 
ave 
1JO 
ft 
e 
fm 


Willow st tn e 30 ft by 130 
ft n, yor lots 7, S a:ld 11, 
blk 
15-150 
and 
imps 


2657 Laure H Rue—In Lane's Ad- 


jaqent to Town of Kiicnial, 
map filed of record in the 
oflice of 
the 
Recorder 
of 


Alameda Co . pee of Id beg 
at a point on the n line of 
Clement 
avp 
210 ft 
u 
fin 


Willow .st th e 30 ft by 130 
ft n 
por lot 5 blk 16-150, 


imps and pp 


2662 Henry A Hellwegen In lands 


Adjacent \o Town of Encl- 
nal, 
map filed or recoid in 


the ofhce of the Recorder of 
Alamcda Co.. 
lice of Id beg- 


at a poliu on the n line of 
Clement ave 270 
fc 
e fm 


Willow st th e .10 ft by 130 
ft n pul of lots 3 and 4, blk 
33-150, and ,mps 


2667 Julia ' M. 
Rauei—In 
Lands 


Adjacent to Town of Encl- 
nal, 
map filed of record in 


the office of the Recorder of 
Alamod.i 
Co, 
tract 
of Id. 


bounded n by plots 3 ana 
6 as per partition map of 
Alamcda marsh land, e by 
plot 3 of said map s by At- 
lantic a\e and w by plot 6 
of said map; 
por blk 13-150. 
9 75 


2686 Charles A Johnson—In Lands 


Adjacent to Town of EnPi- 
nal. map filed ot record !n 
the offi( e of the Recorder of 
A'.ameda Co , pee of Id 
bes 


at the so cor of Willow st 
and Clement avp, th e 30 ft 
by 150 ft s, por blk 16-150, 
and 
Imps 
2 98 


2686 Charles A Johnson—Pers prop 
2 4* 


2690 J A Leonaid—In Lands Ad- 
jacent to Town of Encinal. 
map filed of record in the 
pfflcie of 
the 
Recorder of 


Alamefla Co.. pee of Id beg 
at a point on the s line of 
Clement ave 
120 ft 
e tm 


Willow st, th e 30 n 
by 


3 28 


2694 George W Craddock-In Lanc» 
Adjacent to Town of Enci- 
nal, pee of Id beg at a point 
on the s line of Clement ave 
60 ft w fm 
Mulberry st. 
th w 30 ft by 130 ft s, por 
blk 16-150. and Imps 
1 42 


2713 F C Roberts—In Lands Ad- 
jacent to Town of Encinal, 
map 
filed of record in the 


ojnce of 
the 
Recorder of 
Alarnerla Co., pee of Id beg 
at a point on the s line of 
Eagle ave S4 ft e fm Willow 
st. th e 42 ft bj 1J5 ft s 
por lots 13 and 14, blk 17- 
150 and imps..' 
• .. . B 04 


273 S Henr\ Koch—In 
Lands 
Ad- 
jacent to Town of Encinal, 
map tiled of record in the 
office 
of the 
Recorder 
of 
A'.ameda Co.. pee of Id oeg 
at a point on the s line of 
Eagle a\e 210 ft e fm Wil- 
low st. the e 42 ft by 350 ft 
s , por lots 17 and IS, blk 
17-160. and Imps 
2 7 4 


2740 Ida P Hancock-In Lands Ad- 
jacent to Town of Encinal, 
map filed of record In the 
office of 
the 
Recorder 
of 
Alameda Co., pee of Id bee 
at .1 point on the s line, of 
Eagle avenue 44 
ft 
e fm 


"Willow st, th P 40 ft by 125 
ft fc. por lots 12 and 13, blk 
17-150, and imps 
6 28 


BLOCK 151. 


'SI4 Ella E Pro.sser — In Lands 
Adjacent to Town of En- 
cinal, map filed of record in 
the 
office of the Recorder 


of Alameda Co. e 3~'a ft of 
lot 15. In w 
V4 blk 11-161. 
and Imps 
4 51 
2811 Ella E Prosper—Pers prop.. 9 38 
2816 Agnes E Lubt'r — in l^ands 
Adjacent to Town of En- 
clr.al, map fl!c-d of record 
in the office of the Record"r 
of Alameda Co, e 25 ft of lot 
16 and w 32% ft of lot 15. 
In w M: blk M-lol. and imps 10 60 


2S30 Ella J Smith — In Lands Ad- 
jacent to Town of Encinal, 
map fllcd of record in the 
office 
ot the Recorder of 
Alameda Co, s, 120 ft of lot 
S. In e % but M-151, and 
imps 
1 36 


2831 M J Hawley — Mortgagee's 
interest In Lands Adjacent 
to Town of Encinal, 
map 


filed of record in the 
of- 


fice of the Recolder of Ala- 
meda Co, s 1JO ft of lot 8, In 
e 14 blk M-151 
22 08 


2S3G Raymond Huber — In Lands 


Adjacent to Town of Encin- 
al, map filled of i ecord in 
the office of the Recorder of 
Alameda Co n 30 ft of lota 
7. S, and !), in e H blk M- 
151. and Imp." 
* 19 
2S53 Theresa H Uolcher—In Lands 
Adjacent to Town of En- 
clnal, map 
filed of record 


in the office of the Recorder 
of Alameda Co. lot 8 in w 
V4 of blk N-151, and 
Imps 
5 81 


2S53 Theresa H Melcher—Pe'rs prop 2 47 
2900 J H Spark—In Lands Adjac- 
ent 
to Town 01 Encinal. 
map filed ot record in the 
office 
of the 
Recorder 
of 
Alameda Co. pee of Id beg 
at a point oa the s line of 
Clinton ave 
.150 
ft 
e 
fm 
Chestnut st, th e 33 1-3 ft 
by s to bay of San Fran- 
cisco, por blk 0-151, and 
imps 
1 74 


2905 A W Nash — Mortgagee's in- 
terest In Lands Adjacent to 
Town of Encinal. map Bled 
of i ecord in the 
office of 
the Recorder of Alameda Co, 
lots 1 and 2. blk 78-151.... 1219 


2906 J E Johnston — In Lands Ad- 
jacent to Town of Encinal, 
map filed of record in the 
office 
of 
th? Recorder of 
Alameda Co, lot 3. blk 78-151 
and imps 
7 L9 


BLOCK 152. 


3979 A Shattuck — In Lands Ad- 
jacent to Town of Encinal, 
map filed of record In the 
oflice of the .Recorder of 
Alameda Co, e % lot 5 in w 
V, of blk F-162, and traps.. 2 38 


ULOCK 
153. 


3024 Phoebe J Throop — In Lands 
Adjacent to Town of Enoinal 
man filed of record in the 


office 
of the 
Recorder of 
Alameda Co, pee of Id beg 
at a pt on the s line of 
Buena Vista ave Sf.O ft e fm 
Che'stnut 
st, the e 25 ft, s 


39 ft. w 1 ft, s 46 ft, e 1 ft, 
s 65 2-12 ft, w 25 ft, n 160 
2-12 ft to beg. por lot 11, blk 
4-153, a.'.** imps 


3032 John Sorensen 
— In Lands 
Adjacent to Town of Encin- 
al, map filed of record in 
tile office* of the 
Recorder 
of Alameda Co, lot 2, blk 
11-153. and imps 
3032 
John Sorensen—-Pers prop.. 


3037 George Botschelder— In Liinds 
Adjacent to Town of En- 
cinal, map filed of record 
Jn 
the 
office • of 
the 
Re- 
corder of Alamed.i Co. lot 
7, blk 11-153, Imp- and poll 
tax 1902 
3.052 E and A Julian — In Lands 
Adjacent to Town of Encin- 
al. map (lied of record in 
the office of the R- corder of 
Alameda Oo, w 35 ft of lot 
3. blk 5-153, and Imps 
3068 John O'Connell — In Lands 
Adjacent to Town of 
En- 


cinal, map filed ot record In 
the 
office of the Bccorder 


of Alameda Co, ic.ts 12 and 
13, blk 5-153, and imps 


3090 Mary C Keainey — In Lands 
Adjacent to Towi of En- 
cinal, map filed ol i coord in 
the oflice the Hi corder of 
Alameda Co, lot 10, blk 6- 
153, and imps 


3112 Himy T Mot in. — In Lands 
Adjacent to Tow-i of 
En- 
cinal. map filed oi recoi d in 
the 
office of the Recorder 


of Alar.ieda Co. lot 16, blk 
3-r?3, nr.d imps 


3112 Henry 
T Morris—1'ers prop 


BLOCK 154. 


3122 Susan C Clark — In Lands 


Adjacent 
to 
Tow i of En- 


cinal, 
Sub 
of 
I lies 
1. 
2. 


3. 
map 
filed 
of 
record 


in the office nf tr-n Rtoo; ti- 
er of Alameda C", w 2S ft 
of 
lot 
3, bioclc 
i-154. 
and 


imps 


3142 Goo. Be W Ft Ink — In Lands 


Adjacent to Town of Encin- 
al. sub of bits 1. 2, 3, map 
filed of i econl in the oflice 
of the Kccotder o' Alameda 
Co. lot 4. blk 2-151 


3167 Jennie Gates — In Lands Ad- 


jacent to Town of Kueinal, 
Sub 
Siiivcy. 
map 
nlcd of 


record in the oflice of 
the 


Recorder of A.arr.<-dn Co, w 
34 7-1J fl of & 12" ft of 
lot 


7. blk 13-154. an< 
Imps 


3170 Fcnercia 
Ml kr — In 
lands 


Adjacent 
to 
Town 
of 


Encinal, Sub 
Su'vey,, map 


filed of record in thp otlice 
f.f the Recoidc-r of Alameda 
Co. pee of Id beg at a point 
on thp n line of Engle a % e 
34 7-12 ft w fm 
Willow bt. 


til w .(4 7-12 ft bv 120 ft n 
poi- lots 7 and fc, blk 13-154 


and imps 


! 3197 J A C and Isabella R Dil'ks— 


In Lands Adjacent to Town 
of Enclnal, Sub Sui\ey. map 
filed of recoid in tne office 
of the Reco.-e'er of Alamed.L 
Co, lot 14. blk 1.-1G4, imps 
and poll tax 1902 


BLOCK i:.5 


3211 Thomas E Gay — In Bart- 


iett 50-aci'p Tiact 
map tlli?d 


of recoid in the office of the 
Recorder ul Alain- da Co. pee 
of Id beg .\t thp s\v cor of 
San Antonio 
av< 
and 
La- 


fayette st, the w 44 ft bv s 
150 ft. por blk 11-155. and 
imps 


3222 San 
Francisco 
Savings Vn- 


lon — In 
Bartl<-tt 50-ac.e 


Tract, map filed of record 
in 
the 
office 
o: 
the 
Re- 


corder of Alamoda Co, pee 
of Id br£ at a p"int on the 
s line of San Antonio ave 
118 ft P fm Unli'n st. th e 
40 ft by 150 ft s, por blk 11- 
155, and imps 


3230 David D Sutphen — In Bart« 


lett 30-acre Tract 
map tiled 


of record in th" oflice of 
the 
Recorder 
o: 
Alameda 


Co,- pee of-'ld" beg- "at a point 
on the n line ol San 
JOBC 


ave 
17C ft w fm Lafayette 


st, th w 44 ft bv 150 ft n, 
por blk 11-155, and 
fmps.. 


3230 David D Sutphen—Pers prop 
3261 WInfred B nai.mL-i—In Bart- 
lett 50-acre Tract, map filed 
of tecoid in the office of the 
Recorder 
of 
Alameda Co. 
lot 4, blk 35-155, and imps.. 


3265 James M Taylor — In Bart- 
lett 50-acrc Tiact. map filed 
of record 
i'l the 
oflice 
of 
the Recorder o' Alameda 
s 
Co, lot 5, blk 15-] 55, and 
imps 


3265 James M. Ta\ lor--Pers prop 
3283 Joseph 
A. 
Leonard 
Com- 
pany (a corporation) — In 
Bartlett 50-acre Tract, sub 
of blk-s 16. 17, 1\ man filed 
of record in the office of the 
Recorder of Alameda Co, lot 
19, ')lk 17-155 
.-. 


3283 Joseph A Leonard 
Company, 
(a corporation) — In Bart- 
lett 50-acre Tract, sub 'of 
lots 10, 17, 18, map 
Hied 


of record in the "fflcc of the 
Recorder 
of 
Alameda Co, 
lot 20, blk 
17-135 


1 43 
4 44 


4 60 


3 05 


2 20 


3 -'! 
2 41 


1 74 


IS 53 


20 5S 


9 14 
3 46 


10 21 


10 23 


6 05 
4 41 


3 28 


BLOCK 136. 


3324 First Congregation il—In Bart- 
lett 50-acrc Tract, map filed 
of record in the office of the 
Recoider 
of 
Alameda Co, 
lots 1 and 2 blk 3-156, and 
imps 
6 


3345 R F Clark—In 
liartlett 50- 
acre Tract, map nu'u of rec- 
ord in the office of the Re- 
corder of A^ame'la Co.. e 48 
ft of n 48 ft ol lot 11, blk 
5-156 
1 


3361 Helen V Pa)mpr-li Bartk-tt 50 


acre Tract, map filed of rec- 
ord In the,office of the Re- 
corder of Alame'la Co.. n 42 
ft of s 92 ft of !> ts 9, 10 and 
11 
blk 
5-156 
-' 


3353 Helen V Palmer- In Bartlett 


50-acre 
Tract, 
map filed 


of 
i ecord 
in 
the 
of- 


fice of the 
Rec< i der of Al- 


ameda Co.. 
.s 30 ft of lots 9, 
' 


10 and 
11. blk 
5-156 
14 84' 


3362 Mary H Eldridpre-MorlKasee'H 


Interest In B n i t l e t t 50-acre 
Tract map filed of lecoid in 
oflice 
of 
the 
Recorder of 


Alameda Co.. 
p e of Id beff 


at a point on tiio w line of 
Lafayette st 
10 i-12 ft n fm 


Eminnl ave. 
th n 4(i S-12 ft 


by w 10S ft w. por of lots 16, 
17 and 
18, blk 
6-156 
7 


BLOCK 157. 


E. 
Leonatd—In 
3451 Annie 
E. 
Leontud—In 
Bar- 
lett 
50-acre 
Tract. 
map 


filed of record in the 
office 


of the Recorder of Aiameda 
Co., 
pee of Id b"g at u point 


on the w line of I'nlon st 
320 ft s fm Clinton ave, 
th 


s about 65 ft sw about 255 
ft. 
n about 13P ft. lie 230 


ft to beg. 
por blk 16-157 
9 75 


BLOCK ,58. 


3500 Win. 
Ludemar.n--In Bartlett 


60-acre Tract, map filed of 
record In the 
office of 
the 


Recorder of Al.uncda 
Co., 


lot 6. blk 7-158, rt.id imps.. 20 62 


3601 F M P Deas—In Bartlett 50- 
acre Tract. 
m tp filed of 


record In the 
office of 
the 


Recorder 
of 
AInmeda, Cu.. 


lots 7 and S, blk 7-155, and 
Imps 
IS 231 


3501 F M P Deas—-P< rs prop.... 
? 47 


3512 H 
H 
HJne—In 
Oak 
Park 


Tract, man filed of record 
in the office of t-he Recorder 
of Alameda Co . pee of Id 
beg- at a point on the e line 
of Grand street 30 ft s fm 
Encinal ave, 
tho s 30 -ft by 


in& ft, e por Jots 4 and 3, 
blk G-168. and imps 
1369 


3519 F 
Deardorf—In 
OUK 
Park 
Tract, map filed of record 
In the office of the Record- 
er of Alameda 
Co.. 
lot 8, 
blk G-158. and Imps 
27 69 


BLOCK 159. 


3595 James 
Tyson — in 
Oak 
Park Tract, map filed of 
record in the ofnce of the 
Recorder 
of Alameda Co., 
fractional lots 12 and 13, 
blk U-159 
6 97 


BLOCK 160. 


3«29 M A 
Llttleeld—Mortgagee's 
Interest' In Oak Park Tract, 
man filed ot rocnrd In th* 


office of the Recorder of Al- 
ameda Co.. 
lot 9. blk D-160 19 7t 


3637 Mary E 
Schouten—In 
Oak 


Park 
Tract, map filed of 


record in the 
office of the 


Recorder of Alameda 
Co.. 


lot 4. blk E- 160 and imps,.129 97 


3637 Marv E Schcuten—Pers prop 3 19 
3665 Alex 
Honpmann—Mortga- 


gee's interest In Oak Park 
Tract, map 
filed 
of record 
the office of the 
Recorder 


of Alameda 
Co.. 
pee of lei 


beg at a iiolnt on tho s line 
o! Enclnal ave 200 ft w fm 
Paru St. th w 10! ft s. 110 ft 
w. 50 ft s 35 ft. e 154 ft. n 
145 ft to bef;, por blk 1-160 31 SS 


BLOCK 
161. 


3707 Katie L Jones—In Town of 


Encinai. map filed of rec- 
ord 
In the 
office 
of 
the 


Recorder of 
Alamcda Co . 


pee ot Id bes at a point on 
the e line of Lafayette st 113 
ft 
s- fm 
Pacific 
ave. 
th 
s 


37 ft 
by 10S ft 
e, portion 


blk 33-161. . nd imps 
4 21 


3740 Board 
of Missions 
of 
the 
Methodist Episcopal church 


— 
Moi t^.uxee s 
interest 


in , Town of F.ivlnal. 
map 


nled of record in the office 
of the Recoider of Alameda, 
Co. 
pee of Id beg nt the 


ne cor of Santa Claia ave 
and L'nlon st, th e 60 ft by 
S7 ft n. 1101 of blk 19-ltil.. 15 tl 


3744 Board 
of Trustees 
o: 
the 


Methodist Episcopal church 
Soulh. pec of Id beg at a pt 
on tho c line of I'nion s-t 
i.7 ft n fin Santa Clara 
avp, 


th n 63 ft by 
i.O ft c 
por 


Uli 
19-1C1 
and 
imps 
28 26 


377S Samuel Taj lor—In 
Town of 


Kncinal. map filed of rpcord 
in tile otlice of tne Recorder 
of Alnmeda Co., pcc 
of Id 


bpg at a point on the w line 
of Ch.es.tmit st J')7 6-12 ft n 
fm 
Santa darn 
ave. 
th n 


1J4 ft b> 10S ft. w poi oik 
32-161. and 
Imp- 
12 53 


BLOCK 162. 


3822 Felix Piano—In Town of En- 


cinal, 
(sub 
Mnvey) 
map 


tiled 
of record 
In 
tho 
of- 


lice of the Recorder ot Al- 
meHla Co . n 30 ft oi lots IS, 
19 ami J.i, blk 
6S-lfi2 
S 11 


3S27 C W 
Lillii-—In Town of 
En- 


cinal 
(st.b 
sm^ev) 
map 


fikd 
of i-oi-ird in tl-c 
office 


of the- Recorder of AUtnpd.t 
Co. lots 2.1 and 
21. Lilt 5S- 


30J. and imps 
11 2t 


3S36 Flunk 
X 
Thoma. 
In 
Town 


of 
Kni-mcil. 
map 
HK'd of 


ipcoul in the office of 
the 
Rccoidnr 
of 
Alamcda 
Co.. 


pep of Id bee al a pt on the 
p line ot 
Lafavouo 
st 90 


ft s fn1 ClPiriilt avp. 
th 
n 


30 ft by 
H>8 ft 
e por 
blk 


G(i-l(t2. "anil imps 
3 12 


3S62 K 
L 
nu'iMhio —In To«n 
of 
nncinal 
map lll"d of i ecord 


in the ofl.cr- of tho Rpconl- 
pl- of Alamcda Co.. 
lut.s ."i, 


G and 
w 2 ft of lot 
7. blk 


4S-1G2 
1- °7 


3865 Andrew R Jackson—In Town 


of Wnci'-ial. map I'lcil of I-PC- 
oirt !n the ofiic-p ot 1110 Re- i 
(Older 
of 
Alan-.ccla 
Oo. 
s 


40 It 
of lots ]'{ to 
16 blk 


4b-H)J 
and 
imps 
i 40 


3870 Citizens 
TSuildlllg 
and 
Loan 


Association — 
Mm tpugec * 


Interest in Town of llncmal. 
map l!K'd of i'cord in the 
office 
of 
the- 
Recorder 
of 


Alamoda Co., lots 17 to JO. 
blk 
4S-162 
, - • • • ; " 
9 '5 


3575 Capitol HulKlm--: nrd Loan_As- 


soci.aion. in Town of IMK-I- 
nal, mat) tiled of record in 
the 
otlice of 
tlie 
R.-cotdoi- 


of Alameda Co 
n 32 ft of 


lot.s I.I, 14 and 18, blk 49-1G.', 
and 
imps 


3877 Capitol 
Building 
and 
Loan 


A.ssocialion — In 
) own 
of 


Kncinal. map Died of record 
In 
tho 
office- 
of 
tho 
m1- 


corcU'i- of 
Alnmoda 
t'o., 
s 


3" ft of n 64 ft of lots 13. 
14 
ar.d 
15. blk 
49-162 
and 


imps 
* 


BLOCK 
163. 


3961 P P Cubery-ln Fasking's Park 
Re-sub 
of 
lot 
32. 
map 


filed of lecoid. in the office 
of the Rppordi'i of Alameda 
Co.. 
lot 7, blk 32-163. 
and 


J_.tll. 
.' 
O JJl 


396° H K Field'— Mo-tg-agee-s. in- 


tc-icsl 
in 
Packing's Park 


Tract, re-sub ot lot 32. map 
filed of recoid in the 
ofTlco • 


of the RecordiM of Alamcda 
Co. lot 7. blk 3J-163 . . . . . 


39C3 Marcuste 
and ^ R rmmol — 
In 


s-uta of lot 32, map 
tiled of 


i-eco-.d m 
Hie offlcp 
»f tho 


llooonler of Alnmrtl.i Co. lot 
S, blk 32-163. and imps 


BLOCK 1G4. 


399G M T S lilowi — In Town of 


Kncinal. map filed of 
rec- 


oid in the otllce of the Re- 
corelPi 
of Alan'pda Co, pep 


of Id bc-B at the so cor of 
liucna Vina a\u and Grand 
bt 
th s GO ft by 
IDS ft e. 


por of blk 42-1U4. and 
Imp.* 


4030 Anna K Mit.hell - I n 'J own 


of U.u in.il. map nled ot rec- 
ord in the office of the Re- 
coider of Alamcrla Co. pee 
of Id bpg at the ne cur of 
B-acna Vista me and Grand 
f-t. th n 93 ft by US ft e, 
por bU 5:-lG4. and imps.. 20_ 37 


4030 Anna 
X 
AiitchcK-Pers prop 


4036 S R Hack-It — In Town ot 


Encinal. map 
tiled of 
rec- 


ord In the office of the Re- 
corder of Alameda Co. lot 
5 
oik 51-164 
and 
imps 


4041 Wl'liam Y Club — In Town of 
Enclnal. map filed of record 


"v 
in the office of 'he Recoider 
of Alams-da Co. lot 13, blk 
61-164. and Imps 
• • 


4043 Florence A 
Patterson 
— 
In 


Town of Kncinal. map filed 
of icAid in the office- of the 
Recoider 
of 
Alumeda 
Co. 


lot.s 11 and 15. blk 51-HM.and 
imps 


4062 J holzel — In Town of fcn- 


cir.al, map 
lile-e1 of record In 


the efiice of the Recorder ol 
Alamedn Co, n 25 ft of s 7o 
ft 
of 
lots 
13 
to 
16, blk 


5G-1G1 
• 


40G3 Frank 
SIKa — In Town of 


Encinal. map filed ef record 
in the 
i ffice of the Rpcoider 


of A'.amcda Co. .s J3 ft of n 
50 ft 
cif lot* 17 to 
JO. blk 


Bi;-lG4, and impt- 


40G6 Nellie A Hlckcns — In Town 


of Enclnal. map filed of 
rec- 


ord In the office of the f.e- 
coldpr of Aiameda Co. lot in 
and s 26 It of lots 13 to 16 
blk 56-161 
«* 


BLOCK 165. 


4136 Katie Kirt-clibraun — Jn Town 


of Kncinal map filed of 
rec- 


01 cl in the 
offi 'e of the Ro- 


coider of Alanr-da Co, n 100 
ft of lots 13 to 16, blk 38- 
lljo, and impb 
2 04 


BLOCK 1613. 


4132 Helen 
V 
Palme r—pee 
of Id 


beg at the sw cor of Pacific 
ave and Pai-u st, th s 60 ft 
by 110 ft deep w, por of blk 


4170 C H HPnnlngs"— In Encinal 


Home 
Lots, 
map filed of 


re-cord in the oflice of 
the 


Recorder of Al.iAcda Co, lot 
43 and n 20 ft of lot 44, blk 
166 and imps 
• • 
4 51 


4174 Daniel Meyer — In Enclnal 


Home Lots, 
map filed of 


record in 
tVie/ oflice of 
the 


Recorder of Alameda Co, lot 
64, blk 166 
6 51 


BLOCK 168. 


4222 Cynthia E Robinson —In Bay 
Side Tract, map filed of rec- 
ord in the office of the Re- 
corder of Alameda Co, s 40 
ft of lot 5 and n 10 ft of lot 
0, blk 168 
6 04 


4224 W E Brown—Pee of tide land 
bd n by high land of Ala- 
meda, e by Id of G. F. All- 
ni-dt, s by tido land survey, 
and w by land of C Mein- 
ecke, poi- blk 168 
I S * 


4225 Robert B Mitchell — In Bay 
Side Tract, map filed of rec- 
ord in the office of the Re- 
corder of Alameda Co, s 40 
ft of lot 6 and n 35 ft of lot 
7, blk 168 and imps 
66. 7i 


4426 Anna C Redman — In Bay 


• Side Tract, map flled of rec- 
ord in the office of the Re- 
corder of Alameda Co, lot 1Z 
and n Va of Jot i* blk IM. 


15 91 


5 3« 


4 18 


2 47 


2 64 


2 35 


4 74, 


3 74 


4S 


SATURDAY EVENING 
OAKLAND TRIBUNE 
JUNE 4, 1904 
. 


f 


4564 


4365 


Imps and pp 
12 3J 


Horace . S 
Beaton—In Fitch 
Tract, map nled of record in 
the office ot the Recorder of 
Alameda Co. pee of- Id beg 
at the se cor of Sherman 
st and Clinton ave, th s 60 
it liy an average depth of 
160 ft w, por of blk 1-16?.. 5 90 
Horace 
S 
Staton—In Fitch 
Tract, map filed of record 
fn the office of the Recorder 
of Alameda Co.' pee of Id 
beg at a pt on the e line 
of Sherman st 90 ft s fm 
Clinton ave, th s 100 ft, e 
96 ft, ne about 100 ft, w :-25 
ft to beg, por blk 1-168.. .. 4 39 


BLOCK 169. 


4287 G ,W Bennett—In Pacific Land 


Inv. Co. Tract, map filed of 
record 
in the 
office of the - 
Recorder 
of Alameda C'o. 


lots 4 and 5, blk 6-169, and 
Imps 
8 84 


4288 D Greenleaf—Mortgagee's In- 
terest in Pi.cific Land Iiv 
Co. Tract, map filed of rfc- 
ord In the office of the Re- 
corder of Alameda Co, lutt* 
4 and 
5. blk 
6-itiU 
62 16 


4291 W 
A Muller — In 
Pacific 


Land Inv Co 
Tract, 
-m.ip 


fileel of record in the ofi:co 
of 
the 
Recorder 
of 
Ala- 


meda Co. lot 9, blk 6-1.19, 
and imps 
22 30 


BLOCK 171. 


4337 Ruch W Crane- — In Teutcn- 


ia Park Hd. map filed of 
record In the office of tne 
Recorder 
eif Alameda C'o, 
pee of Id beg at a point on 
the e line of St. Charles, st 
367 6-12 ft s fm Kings a-'e, 
th 
.<• 07 6-12 ft by 150 ft e 


por of blk 7-171. anel impt-.. 
6 37 


4337 Ruch W Crane— Pers prop.. 
4 44 


4339 Virginia w Smiley—Mortgas- 


<>e'.s 
interest 
in 
Teutoi ia 


Park Hd, map filed of rec- 
ord In the oflice of the Re- 
corder of Alameda Co. rcc 
of !el beg iit a point on the 
e line of St Charles st, ;-.67 
6-12 ft s fm Kings ave, th 
t 676-12 ft by 150 ft e. por 
blk 
j-171 
IS 90 


4350 Elizabeth A Rf-mmel--Jn Teu- 


te,nu Park Hd, map file-d of 
rec'ir-d m 
the 
office 
of 
the 


Re-e-eirelci 
of 
Alcimedo, 
Co. 
pee of .'anil beg at a po,nt 
em trie w line of St Chcir.es 
st 27", 1-6 ft s fm Kings a p. 
th s 1110 ft by 126 ft vv, por 
blk 171, an-i imps 
20 14 


BLOCK 173. 


43S:; .John II Delnlngvi- — In Filth 


Tiact 
map 
fileil of iece.nl 


in the efficc of the rfecoruer 
of Alameila C'o. s I in ft o:" 
lots 1. 2 and J 
nnel •: 1.1 ft 


ot lots 4 ariel 7. Hk 25- 72 
1 58 


43'JIP Ctinrh.i llan.'-oi. — !n I'ow. is 


'-'i-cict map 
iilid of i eeorel i:i 


the ofr.ce of the Recorder of 
Alamirlci Co. iot 0, i l k 17:;. 
and 
imps 
7 ^0 


43H9 Conch.i 
: .arson — Pel s 
pi Dp 4 41 


BLOCK 171. 


444S Hans II 
Holmes—In I'owi rs 


Tract, map filed of ncord In 
the office eil the Ree order of 
Alameda C'o 
pee e>. lei log 
at 
a 
poiyii 
on 
flic 
s 


line 
ot 
j'ailfK 
ave 
10 


ft 
e fm Stanton -.t 
th 
e 


H O f i - 1 2 ft by 
125 ft -s, por 


hlk E-171. ami Imps . 
" "0 


4490 A F C « r i n » — - I n Povveis Tl; ct 


map 
liitci uf i i i c i u in the 


eitliee 
of 
the- 
Ricei-iler 
of 


Alameda Co, pee or' Id l>.'g 
at 
a nt on the .. line of 


Stand n st loo j7-luii ft < -m 
Bui na Virata ave. th s 32 
f t , 


c 
KM 2-3 
ft. 
n 
41 ft. 
vv- l 8- 


1-1J f(. :. 1) ft. 
w :I2 ft to 


beg. i or of lots 7 and 6 I.Ik 
H-17-1. and imps 
6 67 


4401 Kncin.il 
Building 
and 
I.oin 


As-soci.-ition 
— 
MortgriKc-'s 


int. ren 
In I'owi- 
Ti.i -t, 


ma > fileel of 
ree-uid 
in the 


ofliie 
of 
the 
Ktcoiiiir of 


A.,line K.I Cu. pee of Id li-i^ 
at a pom: on the e line of 
Staiitnn ft 101- i'7-luli ft i 'm 
Huin.i Vista ave'. th s 3" ft 
e 
101 2-:i ft. 
n 
.11 
ft. 
iv 


i'if> (-1J ft. .- 0 ft. w 32 I t to 
I H K . por 
of lots 7 and 
S. 


blk 
11-171 
]; 83 


BLOCK 176. 


4515 Hemv Mease r — Moi tsagi 's 


I n t e i c s t 
i'i 
Fitch 
Tr,l--t. 


map 
fil-d of ueen-d in 
the 


office 
of 
l hi 
Ree-ori:cr 
of 


Al.,meela Cu. 'ots 17 and !S 
blk B-176 
3 i; 


BLOCK 17S. 


4'590 \Vllilnn) 
H 
McCorm.-iok-In 
Htch Tract, 
rrnp 
filed 
of 


ivc.irel in (he oflie,' uf Pie 
H"coidei- 
eif Alnmeda 
C->.. 


lots 23 ana 
24. blk 
21-lTif, 


and imps 
25 PC 


BLOCK 179. 


4019 Mary II 
Kldriilce—In 
Filth 


T r a i t , m.ip 
filed 
ef 
r ec rd 


In ihe office of the Rnconler 
of Aiami'il-i Co . lots, !5. 16 
and 
11 10 ft of lot 17. 
Mk 


26-]7:i anel imps 
29 20 


4263 Joseph and Kmelle W-liter- In 


Fitrli Tract, 
map fll"el nf 


rece.d In the offlct 
of the 
Reioider of 
Alameda 
Co, 


lots .(9 and 
30 
bl1! 
UK-179 
imps and 
poll tax 
1902, . 
4 50 


19 4 5 , 


4 3 1 


BLOCK IS.'. 


M K linrbrn— In Kltcli Trn 


mar fllrd of renrd in the 
flee 
of 
the 
Recorder 


Alamrda C'o.. lots 15 to 
blk 20-1:2. and 
imps 


M 
P: Herbert —Pers prop.. 


M K Hcihprt—In Filch Tra 
map Mind of record 
in 1 


ofllro 
of 
the 
Ret-ordei 
AI.imt.dn Co., lots 17 to 
mid e 25 ft of lot 51. blk " 
182 


71 70 
10 3b 


4 C6 


15 38 


3 4fi 


26 40 


RLOCK lt>3. 


•!6!tl Lotie Ill-own —In Fitcl. Tra' .. 


map 
tiled of record in t.ie 


office of 
the 
Reroi'Jer ot 


Alainedn C'".. lut 17 and 
8 


15 ft nf lot 
16. blk 27-1.S3. 
and imps 


1654 Lotnc Brown—Pers nroo.. 
4701 llmlly J 
Moiinev—In 
Fit -J, 


Tract, map 
Jilcd of record 


111 the office of the Record- 
er .if Alamoda t'o. 
]nt^ '7 


and 2S. blk 27-183 a-id imps 


4.20 P' A Hunter—In Fitch Tra. t. 


map 
tiled of re-cord in t.ie 
oOicr of the Recorder of Al- 
arm da Co. lot 54 blk 27-1S3, 
and imps 


BLOCK 1S5. 


4760 Henrj 
Wiener — Mortgage 's 


Interest In Taylor & Paw 
Train, map filed of record 
in the office of the Recorder 
nf Alameda Co.. lots 6 a-id 
7 
hlk 
B-lSo 
BLOCK 186. 


4764 Columbus Bartlett—In 
Fifh 
Tract, map filed of record 
In the office of the Rccord-'r 
of Alameda Co.. lots 55 ai.d 
M blk 19-1S6 


BLOCK 187. 


48M C \V Rattltz—Mortgagee's in- 
terest in Fitch Tract, map 
filed of record in the 
of- 


fice of the Recorder of Al i- 
meda Co., lot 34 blk 28-1S7. 


BL»CK 188. 


4887 Puget Sound Lumber Comp.i- 


ny—In Taylor & Page Tn t, 
map 
filed of record" In the 


office 
of 
the 
Recorder 
of 


Alameda Co.. w 33 1-3 ft of 
lot 11. blk 34-188. and Imps 26 40 
4889 E A Kober—In Taylor & patje 
Tract, map filed of rpcn-d 
in the office of the Record -r 
of Alameda 
Co.. lot 8. w 


25 ft of lot 7 and e 21 ft of 
lot 9. blk 34-188 
190 


BLOCK 189. 


4902 T B Draper—In Page Trac. 
map filed of record in the 
office 
of 
the 
Recorder of 


Alarneda Co., lots 7 and S. 
blk E-189 


1917 John A and Alice M Hurley — 


In Taylor & Page Tract, 
map filed of record in tl.e 
office of the 
Recorder 
if 


Alameda Co. s 18 9-12 ft of 
lot 10 and n 12 6-12 ft of lot 
11, blk E-18!) and Imps... . 


BLOCK 190. 


4930 Lyman H Barber—In 
Flu-h 
Tract, map Jtled of recoi d 


3 38 


8 36 


In "the office of the Record- 
er of Alameda Co., lot 20, 
blk 18-190, and imps 
120 


BLOCK 191. ' 


4969 Alfred Powor—Mortgagee's In- 
terest 
in 
Encinal 'Park 
Tract, w 35 ft of lot 85, 
blk 191 
31 3J 


4972 Frank W Marston—In Enci- 
nal Park Tract, map filed 
of record In the office of the 
Recorder of Alameda 
Co., 
s 30 ft of lot 86, bib 191 
and imps.. .:... 
5 9 7 


4972 Frank W Marston*—Pers prop 2 47 


BLOCK 192, 


4981 JohnA Early-InTaylor & Page 
Tract, map died of record 
in the office of the Record- 
er of Alameda Co., lot 15 
and s 10 ft of lots 16 to 
21, blk G-192, Imps and poll 
tax 
1902 
4 60 


5006 Martha A Roller—In Taylor & 
Page Tract, map filed of 
record In the office of the 
Recorder of Alameda Co., lot 
16, blfc K-192. and imps 
9 6« 


BLOCK 103. 


5019 W H Jenkins—In Taylor & 
Page Tract. re-subdivision, 
map filed of record In the 
orfice of 
the Recorder 
of 


Alarneda Co. lot I and n V2 
of Iot2. blk H-193. imps and 
poll 
tax 
1902 
4 60 


5028 Samuel Dinkelspiel—in Taylor 
6 Page Tract, in resubdi- 
vlsicn of lot 9, blk H-193.. 1 67 


BLOCK 194. 


6036 L 
Blm—In 
Enclnal 
Park 
Tract, map filed of record 
in the office of tne Record- 
er of Alameda Co., n 60 ft 
of lots 91 and 92, blk 194, 
and Imps 
-. .. 9 61 


5067 James K Hamilton—In Encl- 
nal Park Tract, map filed 
of record 
in the 
office of 


the Recorder 
of 
Alameda 


Co., lot 109 hlk 194. imps 
and poll tax 1902 
4 6 0 


5072 Julia A Shelby— In 
Enclnal 
Park Tract, map filed 
of 
record in the office of the 
Recorder of 
Alameda Co., 


lot 116. bik 194 and imps.. 


5086 Geoigianna Crane—In 
Enci- 


nal Park Tract, map fileel of 
receird In the office of the 
ecnrder of Alameda Co.. lot 
12-i, hlk 194 and Imps 
3 43 


50SK Georglanna Crane—Pers 
jrop 
2 47 


5105 Capital Building 
and 
Loan 


Association — In 
Encinal 
Park 
Tract, map 
Tiled 
or 


record In the office of the 
Recorder of Alameda 
Co., 


s 40 ft of lot 142 blk 194, 
and 
imps 
12 80 
5113 H L Miller—In Enclnal Park 
Tract, map filed of record 
in the office ot the Recorder 
of Alamcda Co.. lot 147. blk 
194 and 
imps 
-I 67 


nllfi 11 L llille-r—Per-s prop 
4 44 


5130 F J Pope—In 
Enclnal Park 
Tract, map filed of record 
in the office of the Recorder 
ot" Alameda Co.. w 25 ft of 
lot 
1(12. blk 194. imps 
and 


poll tax 190-' 
4 60 


BLOCK 19-.. 


5137 Oliver Moore—Pee of Id 
beg 
nt a pt on the south line of 
Santa Clara ave (14 10-12 tt 
e 
fiom 
AuKlilnbaugh 223- 


iicre Tract, th s 136 8-12 f- 
e 50 ft th n 135 5-y4-12 ft, 
vv 50 ft to beg. por blk 105. 
imps and poll tax 1902 
4 50 


5159 Frank L Kato. Pee of Id beg 
iit a pt on the north line of 
Tayloi ave 267 ft east from 
McPhetson st th e 8,1 ft by 
123 S'/i-li ft, n por blk 19r>, 
and 
imps 
12 07 


5166 S Howard Swing — In Vis- 


cher Tract, map filed of rec- 
ord 111 the office of the 
Re- 


e-oider of Alameda Cu. s 74 
ft ot lots 1, 2, and 
3, blk 


HIS. Imps and 
poll tax 1902 i 50 


5170 Blanche W Paulsen — Mort- 
gagee's interest in Vischer 
Tract, n 37 ft of lots 1. 2. 
anel 3. blk 195 
12 07 


5192 Alice 
A 
Relfe—In 
Vischer 
Tract, map nled of record 
In the uflice uf the Recorder 
of Alameda Co. lots 39 and 


"40. i)H: 1:15, and imps.. 
.. 


5192 Alice A llelfe—Pers prop 
i.llio H 
H 
Vollrner — In Vischer 
Tract, map 
filed of lecord 


in the oflice of the Recorder 
of Alamida Co. lot 43, blk 


. 195. and 
imps 
14 39 


,1221 William J Smltii and Isabella 


Kelley — In Viscller Tract, 
map 
filed of record in the 


eiffice 
of 
the 
Recorder 
of 


Aiamtda Co. lots- 1. 2. 3, and 
4. blk A-195. and 
Imps- 
2 06 


5238 Thomas J Fahey — In Visch- 


er Tract, map liiecl of record 
In the office of the Rcc-order 
of Alameelu Co. vv 35 ft of 
lot 11. blk A-195, Imps] and 
poll tax 
100J 
4 50 


BLOCK 196. 


5307 Mary T Lewis — In Encinal 
Park 
Ttact, 
map 
filed of 


recorel in the 
office of the 


Recorder 
of 
Alameda Co, 


lot JS. blk 196, and imps.. .. 


5307 Mary T 
Lewis—Pers prop.. 


5323 F E Baker — In Enclnal Park 


Tract, map 
nled of record 


In the 
office 
of 
the 
Re- 


corder of Alameda 
Co, n 


41 6-12 ft of s S3 ft of lots 
40 anil 41. blk 136, and Imps 


6343 Frederick 
Richie — In 
En- 


clnal Park Tract, map liled 
of recoid in the office of the 
Recorder 
of 
Alameda 
Co, 


lot oS. blk 
191',. and imps.. 


3343 Frederick 
Riehle—Pers prop 


BLOCK 197. 


5334 William Edwards—In Chapln 


Tract, map filed of record 
In the office of the Recorder 
of Alameda Co. pee tif 3d 
beg at a point on the n line 
of R R ave 1166-11! ft e frn 
Chapin St. the e 334-12 ft 
by 100 ft r., por blk Q-197, 
anel imps 


5354 William Edwards—Pers prop 
6367 S A Chajiln—In Chapin Tract, 


map filed of record in the 
office 
of 
the 
Recorder of 
Alameda Co. lots 1, 2, 3, and 
4. blk 6-197 


5367 S A Chaiiin—In Chapin Tract. 


map filed of record in the 
oflice 
of 
the 
Recorder 
of 


Alamedii Co, w 100 ft of lots 
7 and 
8. blk 6-197 


536S Mary C DodJ — In Chapln 


Tract, map 
filed of record 


in Ihe office of the Recoi der 
of Alnmeda Co, lots 5, ti and 
e 50 ft of lots 7 and 8, blk 
6-197, and Imps 


5372 S A Chnpln—In Chapin Tract, 


map filed of record in the 
office 
of 
the 
Recorder of 


Alameda Co, lots 11 and 12 
bik 6-197 


5372 S A Chapin—In Chapin Tract, 


map filed of record in the 
office 
of 
the 
Recorder of 


Alameda Co, s 50 ft of lots 
13 to 16, blk 6-197 .. .. .'. 


5375 S A Chapin—In Chapin Tract, 


mnp filed of record in the 
office 
of 
thu 
Recorder of 


Alameda Co. lots 1, 2, 11 
and 12, blk 7-197 


0382 Mary Morrison — In Bartlett 
Tract. , near Mastick 
Sta- 


tion, map filed of record in 
the 
office of the Recorder 
of Alameda Co, lot S, blk 
J-197, and Imps 


6381 R A Pickett — In Bartlett 
Tract, near Mastick Station, 
map filed of record in the 
office 
of 
the 
Recorder of 


Alameda Co. w 4 41-100 ft 
of lot 
!>, blk K-197 


6400 Mary 
C. 
Dodd—In 
Bartlett 
Tract, 
near 
Mastick, map 


filed of record in the 
office 


of the Recorder of Alameda 
Co. lot S, blk K-197 .. 
.. 


5420 William G Stahl — In Bart- 


lett 
Tract, near Mastick, 


map filed of record In the 
office 
of 
the 
Recorder of 


Alameda Co, pee of Id beg 
at a pt on the w line of St 
Charles st 50 ft s fm Bue- 
na Vista ave. th s 50 (t by 
129 11-12 ft 
-w, p'or lots 14, 


15 and 16. blk L-197 


342" Sadie M Smith — In Bartlett 
Tract 
near 
Mastick, map 


filed of record in the office 
of the Recorder of Alameda 
Co, pee of id beg at a point 
on the r. line of R R ave 
101 1-4 ft w fm St. Charles 
st. th vv 68 ft by 150 ft n, 
por blk M-197. and Imps.. 
Also, In Bartlett Tract, near 


Mastick. . e 35 ft of lot' 1, 
blk M-197 
' .. 1 90 


5427 Sadie M Smith—Pers prop.. 4 4* 
3428 Ann M Hutchlnson—Mortgag- 


ee's 
Interest 
In 
Bartlett 
Tract 
near 
Mastick, map 


filed of record in the offict 
of the Recorder of Alameda 
Co, pee of Id beg at a point 
on the n line of R R ave, 
101 1-4 ft w fm St. Charles 
st, th w 68 ft by J50 ft n. 
por blk M-197, and e 35 ft 
of lot 1. blk M-197 
15 91 


5436 M 
H 
Eldrldge—In Bartlett 
Tract 
neai 
Mastick, map 


filed of record in the office 
of the Recorder of Alameda 
Co, pee of Id beig at a point 
on the s line of Pacific ave 
1361-4 ft w fm St Charles 
st, th w 74 8-12 ft by 150 
ft s, por blk M-197 
7 19 


5443 H S Fisher — In Taylor & 
Page Tract, map filed of 
record In the office of the 
Recorder 
of 
Alameda Co, 


lot 6, blk J, 197, and Imps 1 11 


BLOCK 198. 


5464 George H Mastick — In Chap- 


in Tract,- map filed of rec- 
ord in the office of the Re- 
corder of Aiameda Co, lots 
29 to 
34. blk 1-198, imps 


and poll tax 1902 
4 60 


5467 Mary K Wood — In Chapin 
Tract, map filed of record in 
the 
office of the 
Recorder 


of Alameda Co, lots 1, 2, 
and w 50 ft of lots 35 and 36, 
blk 4-198 
2 94 


6469 Annie R Wood — In Chapin 


Tract, map filed of record 
in the office of the Record- 
er of Alameda Co, lots 3, 4 
and e 50 ft of lots 35 and 
36, blk 4-198 
2 OS 


* BLOCK 199. 


5473 E W and L E Reynolds—In 


Chapin Tract, map filed of 
recoid in the office of the 
Recorder 
of 
Alameda Co, 


lots 7 and S, blk 5-199, and 
imps 
2 12 


6481 John Grecnwell — In Chapln 


Tract, map filed pf recctd 
in the office of the Recorder 
of Alameda Co, lots 25 and 
26. b'.k 5-199, and imps 
1 74 


5481 John Greenwell — Pers prop 2 47 
5483 Henry T. Seagrave—In Chap- 


in Tract, map tiled of rec- 
ord in the office of the Re- 
corder of A'.ameda Co, lot 
27. blk 5-199, and Imps.. .. 6 00 


6485 Victoria McDonald — In Cha- 


pin tract, map filed of rec- 
ord in the office cf the Re- 
corder of Alamcda Co, lot 
28. blk 5-109 
2 81 


6-186 S A Chapin—In Chapin Tract, 


map filed of record in the 
office 
of 
the 
Recorder 
of 


Alameda Co, lots 29 to 34 
b:k 6-193 
15 30 


B491 S A Chapin—In Chapin Tract 


map filed of record In the 
office 
of the 
Recorder of 


Alameda Co., lots 5 to 22, Ik 
8-19ii 


6492 G T 
Gray—Mortgagee's 
in- 


terest in Chapin Tract, map 
filed of record in the 
office 


of the Recorder of Al.ime- 
ela Co.. lots 5 to 22, blk 8- 
199 
16 91 


BLOCK 200. 


5500 Oakland Paving Company—In 


Oak Shaele Tract, map filed 


•» of record in the office of the 


Recorder of Alameda Co., 
lot 
&. blk 20-200 
419 


5612 A M Armitage—In Oak Shade 
Tract, map filed of record 
in the office of the Record- 
er of Alameda Co . lot 11 
anel w 14 ft of :ot 
12. blk 


21-200. and'impo 
6 75 


r.514 W E Brown—In Oak 
Shade 
Tract, map 
filed of rocoid 


In the eiffice of the Recorder 
of Alameda Co.. e 11 ft of 
lot L'. blk 21-200 
1 87 


5514 W E Brown—In Oak Shade 
Tract, map filed of record in 
the 
office 
of the 
Reco-e!er 


of Alameda-Co., e 7.1 ft of 
lots 13, 14 and 
15. blk _'l- 


200 
_ 
1 87 


BLOCK 204. 


T.5M Louis Ritzau—Pee 
r/f Id be-g 


at a pt on the north line of 
Taylor ave 
167 fa vvebt fm 


McPheison st th west 50 ft 


by 110 ft n, por blk 16-204 


and 
imp.s 
14 61 


5591 Charles 
F 
Radlng—Mortga- 


gee'.-- interest in a pee of 
Id beg at a pt on the north 
line of Taylor ave 
167 ft 


west from McPherson st th 
w 30 ft by 110 r. 
pen- blk 
16-J04 
3 97 


E616 S Fisher—In OKK Sh.-.ele Tract 
map filed of record In the 
office of the Recorder of Al- 
ameda Co . Ids 3, 4, 5 and 6 
blk 
17-20-1 
9 34 


5925 


6941 


5959 


5959 
5962 


5962 
59S4 


30 09 


25 77 


4 44 


651 
2 47 


1 66 
2 47 


14 So 


5705 John 
Rober tson—Pee 
ol 
id 
beg at H pt on the north 
line of R R ai'e (i7 ft w fiom 
Wood st th w 33 ft by 100 ft 
n, por blk 207, anel imps,. 
3 12 


BLOCK 20S. 


f>720 German Savings 
and 
Lean 
Society—Pee of Id bepr at a 
pt on the south line of Cen- 
tral ave 320 ft' vv>st 
fiom 


Prospect st extended th w 
150 ft. s 150 f., vv 85 ft. n 
IGO ft. w 50 ft. s to sho:e 
line of Bay. e to a point 
sw ,174 ft from pt of beg. 
th 
ne 
574 ft 
to 
beg-, 
por 
btti 208, and imps 
10904 


BLOCK 209. 


6751 J H Wade—Pee- of m ceg at a 


pt on the 
south 
line of 
Haight ave 32S 5-12 ft east 
frcm Webster st. th e ,15 ft 
by 132 li-12 ft s, por blk 209, 
and imps 
76 


676'1 F Reschert—In Rldelell Tract, 


map filed of lecord ir. the 
office 
of 
the 
Recorder 
of 


Alameda Co.. e 50 ft of lots 
1 to 6. blk C-209. and imps, 
except 3101- of lot 6 assessed 
to S Hoxle et al 
8 70 


r,774 Lutheran Christ 
Church—In 


Hiddell Tract, map filed of 
recoid 
in the office of the 


Recorder of Alameda 
Co., 
Pec of Id bee at a point on 
the south line of Haight av 
130 ft e fm Webster st th e 
fO ft by 132 6-12 ft s, 
por 


lots 7 to 11, blk C-209, and 
imps 
3 58 


6787 Mary E 
Owens—In 
Riddell 


Tract, map filed of record 
in the office of the Record- 


, 
er of Aiameda Co.. e 82^2 ft 
of lot 15, blk B-209, and 
imps 
16 68 


6798 James 
W 
Center—Mortga- 
gee's interest 
in 
RIeldcll 
Tract map liled of recotd in 
the office of the Recorder of 
Alameda Co., lot 8, blk A- 
200 
17 46 


BLOCK 210. 


5S25 E 
"Bourglngnon—Pee 
of 
Id 
bee at pt on the west line 
of Prospect st 58 8^-12 ft 
s from Santa Clara ave, th 
s 50 ft by 140 vv. por blk 
210. and 
imps 
5 Sfi 


5S25 E 
Bourningnon—Pers 
prop 
2 47 


5827 E G Lyons 
Company—Mort- 
gagee's Interest in a pee of 
Id beg at a pt on the west 
line of Prospect st 58 S14-12 
ft south from Santa Clara 


i 
ave, the s 50 ft by 140 w, 
° 03 
' 
par blk 210 
18 


i 
BS42 Mason Carnes—Pee of Id bes 


I 
at a pt on the south line 


I 
of R R ave 
160 ft w from 
Prospect St. th w 160 ft by 
265 ft s, por blk 210, and 
00 ' 
Imps 
29 65 


5352 J Scnultz—Pee of Id beg at a 
pt on the 
north 
line of 
Santa Clara ave 170 ft west 
from Prosnect st. th w 50 
.ft by 140 ft n, por blk 210 2 35 


BLOCK 211. 


5S57 Theodore Meetz—Pee of land 


bounded n by marsh land, e 
by Id of E B Mastlek. s by 
Pacific ave. w by Concordia 
st 
(excepting 
therefrom Id 
assessed to C P R R Co., 
L T an J Bruzzone and Ea- 
gle and Buena Vista aves), 
por blk 211 
IS 99 


6S59 Belle 
L 
Semlar—Mortga- 
gee's interest in a pee of id 
bounded n by marsh land, 
e by land of E B Mastick, 
s w Pacific ave. w by Con- 
cordia st (excepting there- 
from land asserssi-n to C. P. 
R R Co.. L T and J Bruz- 
zone and Eagle and Buena 
Vista aves), por blk 211..100 OT 


5 11 


0 06 


5871 J Bufner—Pee of lane bound- , 
ed n by C .P R R, e by Id 
of L Alvarez, s by t R ave 
and w by land ol 
Lydla 
Brandes, por 
blk 
:11 and • 
imps 
3 87 


68SS Annabel 
Buckley—i-c: of W 
beg at a point on tl e north 
line of R R ave 1 ;8 10-12 
ft east from Conce rdla st. 
th east 33 4-12 ft t y 150 ft 
n, por blk 211. imps ind poll 
tax, 
3902, poll tax 3f Paul 


K Buckley 
4 SO 


BLOCK 213. 


F 
and 
M Krabel- Mortga- 
gee's Interest in a nee of 
Id beg at pt on tl e north 
line of Haight ave ;74 3-1J 
ft east from 3d a' e, th e 
32% ft by 120 ft, n por blk 
213 
11 30 


Anna K Denke—Pee t f Id ties 
at a pt on the souti line of 
Haight ave 1S1 ;t « st fiom 
3d ave. 
th e 30 6- 
> ft by 


103 9-1J ft s, por jlk 213, 
and 
imps 
1 11 


Matilda T Hopkins—1 :e of 111 
beg at a point on tl e south 
line of Srtnta Clara ave Jail 
5-12 ft east from 3fj ave, th 
e 4S1£ ft by 150 ft s por blk 
213 and 
imps 


Matilda T Hopkins—1 er prop 
Mary J McGinnis—l-i c of 
lei 
beg at a point on t e south 
line of Santa Clara ave 230 
ft 
west from Wei iter st, 


th west 45 ft by 
50 ft s 


por -blk 213 and h ,ps 
1947 
Mary J McGinnis—p. r prop 
5 43 
Theodore 
Meetz—Pee of 
id 
beg at a pt on tr : south 
line of R R ave 3S] 1-12 ft 
east from i;th st, th • 731/. fi 
s 140 ft. w 40 ft. t 
130"ft. 


w 85 6-12 ft. n 130 6-12 ft, 
e 50 ft. n 140 ft to p of beg. 
por 
blk 213 
30 09 


BLOCK 216. 


6029 Jospph Ireland—In 
t hepard- 
son Tract, map filed of rec- 
ord in the office 01 the Re- 
corder of Alameda -'o.. lots 
11 and 
12, blk A-. 15, and 
imps 


BLOCK 217. 


6072 George W 
Fisher—Ir 
Shop- 


ardson Ti.ict. map filed of 
record 
in the . office- 
of tin- 


Recorder 
of 
AIas:ie- la 
C'o., 
lot 10, blk F-217, a id imps 


BLOCK 21S. 


6081 Amalie Muller—Pee o 
Id beg- 


at a pt on the s line of Cen- 
tral ave at its intersection 
•with the 
P line of Second 


ave (if extended) 
t i e JO-\ 


ft by 195 ft s to pa ent line- 
por of b]k 218. and imps. 


BLOCK 220. 


6176 Gavin Aitchlsor.—In ' 'eutonia 
Park Hcmer'.ead. ir ip filed 
of lecord ir. the 
i nice o' 


the Recorder of Alai U'da Co 
sub 
of lot 9, pec o- Id bef,- 
al a ]it on the s line of 
Sanla Clara ave 181 '1/.-12 ft 
w frm 3d ave. th 
V~ 35 fc 


by 128 ft 
«, por lo 
I), blk 


220. imp.s and 
pp 


6219 F 
F 
Shepard—In 
' eutonia. 
Park Hd, map 
fileel of r,>c- 
ord in the. office, of he Re- 
e-oreler of Alameda. Co., lot 
15, blk 220 and imp : 


BLOCK 221. 


625S Albert 
Arentz—In 
i 


"Muetz property, ma 
of 
record in 
the 
i 


the Recorder 
of 


Cej., lots 14, 15 ant 
221, ard imps 


6266 7. \Vhite—In map of 
. property, map filed 


ord in the office of 
e-order of Alameda ( 
ft of lot 30 and 
w 


lot lil, blk 221, and 
i 


BLOCK 222. 


6313 Isador 
Fromklin—Moi 
ir.ttirest In Damon': 
End Tract, map filec 
ord in the: ofliee of 
colder 
of 
Alamcd 
pee of lei beg- at a p 
n line of Central 
2-3 ft e from 1st n 
50 ft by 125 4-12 fi 
of vv Vi of blk B-2: 


BLOCK 223. 


6356 Thomas 
W 
Steel—PC • of 
lei 


beg at a point on th 
TV line 


of 
Second ave 
!); 3-12 ft 


n fm Santa Clara ive. th 
n 50 ft by 102 ft w. pen- blk 
223, and imps 


BLOCK 225. 


6316 M .H Abbott—Pee of li beg at 


a 
point on the 
n line of 
Pacific 
ave 
100 ft 
vv fm 


2d ave. th n 150 ft bv 
10(1 


ft w, por blk 225... 


BLOCK 220. 


6669 South Pacific Coast Railway 
Company <a corporation)— 
line of single broad gauge 
steam 
railroad, 
beginning 
at ship channel in the Bay 
of San Francisco, and south 
of the United Suites Train- 
ing wall of Oakland 
har- 
bor, running 
thence east- 
erly to the shore line of the 
City of 
Alameda, " thence 
continuing easterly to and 
upon Harrison 
st 
bridge, 
where the north 
boundary 
pf said 
City 
of 
Alameda 
intersects 
samo. 
n. 
total 


distance ot about 3 miles, 
Including roadway, roadbed, 
rails 
and 
local 
rolling 
stock 
1387 62 


6670 South Pacific Coast Railway 
i 


Company 
(a 
corporation) 
—Franchise of 'slcnm rail- 
road broad gauge, over the, 
following described 
course, 
beginr.ing at ship 
channel 


in the Bay of San Francisco 
and s of the United States 
States training wall of Oak- 
land harbor, running thence 
easterly to the shore line 
of the City 
of 
Alameda 
thence continuing 
easterly 
to and upon Harrison street 
bridge -where 
the 
r.orth 


boundary line of said City 
of 
Alamuda. 
intersects 
same 
2367 Sfi 


BERKELEY 


5 82 


3 47 


uip 
of 


i filpd 
ffice of 
J a me elf- 


in blk 


MeetK 


of iv;- 
-he Ri>- 
o., e 2U 
0 ft of 
n ps.... 


gagees 
West 


of r"c- 
he Rc- 
Co.. 
on the 
ive 
191; 
e. til c 
n, por 


7 44 


1 74 


24 i 


1 81 


6411 PrisciTa S Berlin— In 


divlsion 
of 
Haight 


map 
nled of lecord 


office 
of 
the 
Reco 


Alameda Co. lots 34 
35. blk A-J26 


6413 Priscillf, 
S Berlin — Ii 


-divi.sion 
of 
Haight 


map filed of record 
office of the Recurt 
Alameda Co. lots 
17 to 20 and 
24, bl 


642(1 Pacific Coast 
Saving: 


ety — Mortgagees Int 
re-subdivision 
of 


Tract, map f.led o! 
in the office of the J 
of Alamcda Co.. lot 
A -226 


6428 Mary 
Sr-haei-pr — In 


vision of Haight Ttji 
filed of record in tl 
of 
the1 Recorder of 


i 
do Co.. . lot 
32. blk 


] 
and 
imps 


G430 S L and Rufus N o 
resubdivision 
of 
Tract, map filed of r 
the olfice of the Rec 
Alameda. Co ,, 
IOTS 


36. blk A-226, imps 
lax 
1302 


6430 S L and Rufus N Gr 
6444 Oscar Sutro — In resul 


of Haight Tract, m 
of record in 
the c 
the 
Recorder 
of 
j 


Co., :ots 9 to 33 an 
26. blk C-226. and 1 
BLOCK 228. 


6472 P 
J 
Keegan— In 
T. 
Woodstock. 
map 
record in the 
office 


Recorder of Alame 
lots 13 and 14, blk 


BLOCK 22D. 


6476 Joseph Scarfire — In J 


"Woodstock map filed 
ord In 
the 
office 


Recorder 
of Alame. 
Pee of Id beg at the 
of Cyp-ess and 
Dfl 
sts, th n 52 by 111 f 
blk 21-229, and Imps 


TIDE LANDS. 


6538 Henrietta Hennenfield- 
Land 
(undivided 
V 
sec 10 T : S. R 4 
lot IS. contg 5 ncre^ 


6539 R 
Drucker — In 
Tide 


(undivide % inO sec 


• 
S. R 4 W. s % of 
contg 5 acres 


6544 C Meinecke — In Tide 
sec 14. T 2 S. R 4 V 
contg 20 acres 


6564 F Mandler— In 
Tide 
secl9. T 2 S. R 3 W. 
contg 7 acres 


6576 M E Flatt— In 
Tide 


sec 19, T 2 S. R 3 
of lot 28, contg 10 ; 


657C M E Flntt — In Tide La 
30. T 2 S. R 3 W. i 
and 5 and por lying 
of lot 
14. contg 34 
acres 


6605 N 
J 
Marti nachl-^-Ir 
Lands. Sec 30, T 2 S. 
n Vi of lot 16. contg 1 
acres 


6606 A E Valois — Mortgagi 
terest in Tide Lan- 
30. T 2 S. R 3 W. 
lot 16, contg 10 55-11 


6610 Perry 
Twogood — In 
Lands. Sec 10. T 2 S. 
w '£ of lot 26. contg 


6644 James Hamilton — In 
Alameda Marsh Lan 
tiled of record In th 
of the Recorder of ^ 
Co.. Tract 10, eo:.cg 
acres 


665S Samuel A Chapin — in 


Alameda *-Mar.sh Lan 
filed of record in t:i 
of the Recorder of 
C, Tract 26. contg 
acres 


6666 Eliza A K: oil— In tnup 


meda Marsh Land, 
ed of record in the e 
the 
Recorder 
of A 


Co., Tract 38, 05-1' 


esub- 
Tract 
in '-lit 
del- 
of 


37 and 
l 15 


resub- 
Tract. 
in Ihe 


er of 


to 5. 
: A-J2b 26 39 
Soci- 
rest in 
Haifcht 
record 
ecortler 
SO, 
blk 


osubdi- 
-t. map 
e oflice 
Alamc- 


A-220, 


ant — In 
Haight 
cord in 
-rder nf 
31 and 
nd poll 


3 20 


2 47 
mt — Pp 
livision 
ip filed 
Tlce of 
lameda 
1 22 to 
nps ---- 11610 


wn 
of 
iled of 
of 
the 


a 
Co., 
9-228.. 
3 52 


jwn of 
of re-c- 
of 
the 
'a Co.. 
ne cor 
.'enport 
e, por 


Tide 
int.) 
. sv.of 
. . . 


Lands 


10.. T 2 
lot 18, 
Lands 
. lot 1, 


Lands, 
lot 3V-, 
.". 


Lands. 
V. s y, 
cres... 
ids sec 
.ts 3. 4 
i of r'd 


20-100 


Tide 
R 3 W 
i 50-100 


s 83 


1 87 


1 SS 


s 3G ' 


»'s in- 


- K. 
Sec 
l % of 
) acrps 


Tide 
R 3 W 
1 acres 
lap of 
1. 
map 
; office 
lame-la 


30-100 


nap of 
1. 
map 


• office 
lameda 
30-100 


jf Ala- 
tap fil- 
ffice of 
ameda 
0 acres 


] 04 


3 20 


2 S2 


7 9 0 


7 90 , 


M 


BLOCK 1. 


' 8002 Michael Walsh—In 
map 
of 


the I M Wentworth Boot & 
Shoe Go's Tract, map riled 
of record in the office of 
the Recorder 
or 
Alameda 
Co 
lot 2. blk 1 


8002 Michael Walsh—In 
map 
of 


the I M Wentworth Boot & 
Shop Co's Tract, map filed 
cf record in the office of the 
Recorder 
of Alameda Co., 
lot 3. blk 1 and Imps 


BLOCK 5. 


8019 David Jacks—In map of the 
I M 
Wentworth 
Boot 
& 


Shoe Go's Tract, map filed 
of record in -..e otnce of the 
Recorder 
of Alameda 
Co., 


lot 16, blk 5 


BLOCK 32. 


8044 D H Brims eit al trustee, in 


B 
L & 
T 
Improvement 
Assn, Tract "B, 
map Bled 


of record in the office of the 
Recorder 
of Alameda 
Co., 
lot 
1, blk 12 


8044 D H Bruns et al, trustee—In 
B I. & T Improvement Assn 
Tract "B." map filed of rec- 
in the oflice of the -Recorder 
or Alameda Co., lot 2, blk 


8044 D H Bruns et al, trustee—Iii 
B L & T Improvement Assn 
Tract 
"B," 
map filed of 
record in the office 
of 
the 


Recorder of Alameela 
Co., 
lot 3. talk 12 


8044 D H Bruns et ai, trustee—in 
B L £ T Improvement Assn, 
Tract 
"B," 
map filed of 
record in the office of the 
Recotder of Alameda 
Co., 
lot 4. blk 12 


8044 ID H Bruns et al, trustee!—In 
B L & T Improvement Assn. 
Tract 
"B," 
map filed of 


record in the office 
of 
the 
Recorder of Alamedi. 
Co., 
iot 5, blk 12 


8044 D H Bruns et al, trustee—In 
B L & T Improvement Assn, 
Tract 
"B," 
map filed of 


record in the office 
of 
the 


Recorder of Alameda 
Co , 
lot 6, blk 12 


8044 D H Bruns ct al, trustee—In 
B L & T Improvement Assn, 
Tract 
"B." 
map 
filed of 


record in the oflice 
of 
the 


Recorder of Alameda 
Co , 
lot 7. blk 12 


8044 D II Bruns et al, trustee—In 
E L & T Improvement Assn, 
Tract 
"B," 
map filed of 


record in the office 
of 
the 


Recorder of Alamedd 
Co., 
lot 8. blk 12 


8044 D H Bruns ct al. trustee—In 
B L & T Improvement Assn. 
Tract 
"B." 
map filed of 


record in the office 
of 
the 


Recorder of Alameda 
Co., 


lot 9, blk 12 


8044 D H Bruns ct'al, trustee—In 
B L & T Improvement Assn, 
Trect 
"B." 
map filed of 
record in the office 
of 
the 


Recorder of Aiameda 
Co., 


lot 1C, blk 12 


8044 D H Bruns- et al, trustee—In 
B L & T Improvement Assn, 
Tract 
"B." 
map 
tiled of 


record in the office 
of 
the 


Recorder of Alameda 
Co., 


lot 20. blk 12 


S045 D H Bruns et al 
trustee—In 
B L &. T Improvement Assn 
Tract "B." 
map 
filed 
of 


record in the office ot the 
Recorder of Alameda 
Co.. 


lot 13, blk 12 


5045 D H. Bruns et al 
trustee—In 
B L & T Improvement Assn 
Tract "B." 
map filed of 
record 111 the 
office of 
the 


Recorder of Alameda 
Co., 


lot 14, blk 12 


8046 D H Bruns et al. trustee—In 
B L & T Improvement Assn 
Tract "B," 
map 
filed 
of 
record in the oflice of the 
Recorder of Alamcda. 
Co., , 


lot 17, blk 13 


5046 D H Bruns et al 
trustee—In 
B L & T Improvement Assn 
Tract "B," 
map 
nled 
of 


i-fcord in the 
oflice cf 
thfc 


Recorder of Alameda 
Co., 
lot 18. blk 
12 


S046 D H Bruns et al 
trustee—In 
B L & T Improvement As5n 
Tract "B," 
map 
filed 
of 


recoid In the oflice of the 
Recorder of Alan.eda 
Co., 


lot 19, blk 12 


8047 D II Bruns et al. trustee—In 
B L & T improvement Assn 
Tract "B," 
map 
riled 
of 
record in the 
office of the 


Recorder of Aiameda 
Co., 


lot 21, blk 12 


8048 D H Bruns et al. trustee—In 


B L & T Improvement Assn 
Tract "B," 
map 
nled 
of 
record in the ofllcc of the 
Recorder of Alametla 
Co., 
lot'22. blk 12 


8049 D H Bruns. et al. trustee—In 
B L & T Improvement As.sn 
Tract "B," 
map filed of 
record in the office of the 
Recorder of Alameda 
Co., 


lot 23, blk 12 


8049 D H Bruns, et al. trustee—In 
3 L & T Impiovemer.t Assn 
Tract "B," 
map filed of 
record ir. the 
office of the 
Recorder of Alameda 
Co., 


lot 24. blk 12 


8050 D H Bruns et al. trustee—In 
B L & T Improve:-.:ciH Assn 
Tract "B." 
map 
filed 
of 
record ir. the 
office of the 
Recorder of Alnmcila 
Co., 


lot 25. blk 12 


8050 D H Bruns et al. ti-.-.stee—lu 
B L & T Improvement Assn 
Tract "B," 
map 
r.:ed 
of 
reco-d in the 
office of the 
Recorder cf Alarneda 
Co., 


lot 26. blk 12.' 


8033 D H Bruns et al. trustee—In 
B L & T Improvement Assn 
Tract "13," 
map 
- tiled 
of 
record In the 
offic* of the 
Recoi der of Alameela 
Co., 


lot 39, blk 12 


8054 D H Bruns et al. trustee—In 
B L & T Improvement Assn 
Tract "B." 
map filed of 
record in the oflic- of the 
Recorder of Alameela 
Co., 
lot 23. blk 12 


S054 D H Bruns et al. tru.-,iee—In 


B L & T Improvement Assn 
Tract "B." 
map 
tiled 
of 


lecord 
in the 
offic>- of the 
Rocoider of Alametla 
Co., 


lot SO, blk 
32 


8034 D H Bruns et al. trustee—In 


B L & T Improvement Assn 
Tract "B." 
map filed ot 


lecord in the office of the 
Recorder of Alameela 
Co.. 
lot 31. blk 12 


8054 D H Bruns et al. trustee—In 
B L & T Improvement Assn 
Tract "B," 
mnp filed of 


record in the ofi'c- of the 
Recorder of Alameda 
Co., 
lot 32, blk 12 


80o4 D H Bruns et al. trustee—In 


B L & T Improvement Assn 
Tract "B," 
map 
nled 
of 


record in the oflice of the 
Recorder of Alameda 
Co., 


• lot 33, blk 12 


S054 D H Bruns et al. trus-ee—In 
B L & T Improveme-- Assn 
Tract "B," 
map 
tiled 
of 
record in the office of the 
Recorder of Alameda 
Co., 


1 03 


71 


94 


93, 


94 


83 


93 


93 


94 


94 


93 


72 


lot 34, but 13 
72 


8054 D H Bruns et til. tinotee—In 
B L & T Improvement ASJSII 
Tract 
"B," 
map filed of 
record In the oftlce of the 
Recorder of Alain.'ua 
Co.. 
lot 35. bill 12 
72 


8054 D H Bruns et ul. ti ustee—In 


B L & T Improvement Assn 
Tract "B," 
map filed of 
record in the orne e of the 
Recorder 
or? Atam-'da 
Co., 


lot 36. blk 12 
72 


8054 D H Bruns et al. ti ustce—In 
B L & T Improvement Assn 
Tract "B." 
map 
filed of 
record In the oflie -• of 
the 


Recorder 
of Alam,-da 
Co., 


lot 
37. blk 
12 
72 


8055 D H Bruns et al. tl ustee—In 
B L & T Improver.,ent Ass-i 
Tract "B," 
map 
filed of 
record 
In the office, 
of the 


Recorder of Alain.-da 
Co., 
lot 40. blk 12 
71 


805G D II Bruns et al. trustee—In 
B L & T Improven,ent Assn 
Tract "B," 
map 
filed of 
record 
in ihe office 
of the 


Reeoreler 
of 
Alumeda Co.. 


lot 41, blk 12 
72 


8056 D H Bruns et ill. ti ustee—In 


B L & T linproveirent Assn 
Tract "B," 
m-ip 
lilt d of 


re-cord 
in the offit * 
of 
the 


Recorder 
ot 
A'ameda Co . 


lot 
42 
blk 
12 
72 


SOoiJ D H Bruns et al. trustee—Jn 
B L ive T Improven ent Assn 
Tract 
"H." 
map 
filed of 


record 
in flic oflie - 
uf the 


Ree-order 
of 
Alamcda Co.. 


lot 43. blk 12 
12 


8057 D H Bruns ct al. ti ustee—In 
B L it T linproveirent Assn 
Tract "B," 
map 
lileei of 
record 
in the o"ic ' 
of the 


Recorder 
o? Alaneda Co., 


lot 
44, blk 
12 
72 


8057'E> IT Bru-is et ul 
ti ustee—In 
B L & T Improv en>em Assn 
Tract "B," 
map 
hleel of 
record 
in tile- ofile - 
of the. 


Recorder 
ol 
Alameda Co., 


lot 45, blk 12 
71 


8057 D 
H 
Bru-.is 
et 
al—In 


B L & T Improvement Assn 
Tract 
"B," 
niap filed of 


recorel 
in Ihe ofiic-1 
of the 


Recordei 
of 
Alameda Co., 


lot 
46. bl.. 12 
72 


8057 D 
H 
Bruns 
• et 
al—In 
B L & T Improven,ent Assn 
Tract "B," 
map 
filed of 
record 
in the offie 
1,' 'of the 


Recordei 
of 
Alur.ieda Co., 


lot 47, blk 12 
72 


8057 D H Bruns et al ti ustee—In 
B L & T Improvement Assn 
Tiact "B," 
map 
lileei of 


record 
in the eifilc-' 
of the 


Recorder 
of 
Alameda Co., 


lot 48. blk 
12 
72 


8057 D H Bruns et al 
ti ustee—In 
B L fc T Improvement Assn 
Tract "B," 
map 
tiled of 


record 
in the otfic-1 
of the 
Recorder 
of 
Alameda Co., 


lot 49, blk 12. nii'l Imps..:l4n 361 


8057 D IT Bruns et al. tlusice—111 
i 
B L & T Improv en.ent Assn 
j 


Tract 
"B," 
map 
filed 
of 
I 


record 
in the 
offi. e of the 
Recorder 
of 
Alameda Co.. 


lot BO. b'.k 12 
71 


8057 D .H Bruns et ul. tius'.ee—In 
B L & T Improvement Assn 
Tr-act 
"B, ' 
map 
tiled of 


record 
in the 
offi -e of the 


Reci-irtler 
of 
Alameda Co., 
lot 51, blk 12 
71 


8057 D H Bruns et al. ti ustee—In 
B L & T Improvement Assn 
Tract 
"B," 
map filed of 
recoid 
in the 
ort;,-e of the 
Recorder 
of 
Alameda Co.. 


lot 62, blk 12 
7J 
8058 D H Bruns et al, ti ustee—In 
B L & T Improvement Assn 
Tract "B," 
map 
tiled of 
record 
in the 
ofil.-e of the 


Recorder 
of 
Alameda Co., 


lot IS. blk 12 
33 


8058 D H Bruns et al. ti ustee—In 
B L & T Improvement Assn 
Tract "B," 
map filed of 


record 'in the 
ofii.-e of the 
Recorder 
of 
Alnmeda Co., 


lot 16, blk 12 
93 


8060 Sarah 
M 
Thras-chi r — In 
B L & 
T 
Imp- ovemetn 


Assn Tract "B". 
map filed 


of record in the oflice of the 
Recorder of Alameda. Co, lot 
38, blk 12 
71 


8061 D H Cruiis et al, f ustee — 
In B L & T Imp-ovement 
Assn Tract "IJ," nap 
tiled 


of record 
In the 
office 
of 


the Recorder ol Alameda Co, 
lot 12, blk 12 
94 


BLOCK 13. 


8063 Pedro L Young—In map of 
Park Home Tract, map filed 
of record ir. the 
office of 


the 
Recorder of 
Alumeeia 


Co, lot 3, blk 33 
1 57 


8063 Pemo L Young — li map of 


Home Park Tract, laap filed 
of 
record in 
the. 
office 
of 


the 
Recorder 
of Alameda 


Co, lot 4. bli: 13 
1 57 


8068 Katie Malcolm—In 
map 
of 
Park Home Tract, map filed 
uf 
record 
in 
the 
e'ffice 
of 


the 
Recorder of Alameda 


Co., lot 14, blk 13, and imps 3 70 


8068 Katie 
Malcolm—Pel- 
prop.. 11 bO 


BLOCK 14. 


8075 redto L Youny — In map of 


Home Park Tiact. map tiled 
of record in the 
ofilce of 
the 
Recorder 
of Alamedei 


Co, lot 7, blk 14 
1 57 


8075 Pedro L Young — Ii 
mnp of 


Hume Park Ttaet, map liled 
of record 
m 
the 
offie-e of 


the 
Recorder 
cf Alamed;i, 


Co, lot 8, blk 14 
1 51, 


BLOCK 21. 


8007 Maria L Shimins — In Map 


of the 1 M Wentvvo' th, BOOL 
&. Shoe 
Co's 
Ti cl, 
map 


iileel of recorel In 
i he 
office 


of rhe Recorder 
of 
Ala- 
meJa Co, lot 5, blK 21.. .. 
2 64 


S097 
Maria L Shimins — In Map 
ot the I M Wentvvoi th. Boot 
&. Shoe 
Co's 
Tr. ct, 
map 


fileel of recorel in the 
office 
ot the Recuide'i- 
of 
Ala- 


metla Co, lot C, blk 21.. .. 
2 B4 


S097 
Maria L Shimins — In Map 
of the I M Welitwo 1 th, Boot 
&. Shoe 
Co's 
Tr.'Ct, 
map 


filed ot' record in ihe office 
of the Recotder 
of 
Ala- 


meda Co, lot 7. bll. 21 
2 64 


S007 
Maria L Shimins — In Map 
ot the 1 M Wentvvo1 th, Bojt 
it Shoe 
Co's 
Tr.jct. map 


riled of record in "lie office 
of the Recoi der 
of 
Ala- 


meda Co, lot t. bll 
2 
2 61 


8097 
Maria L Shimins — In Map 
uf the; I M Wentwo- th, Hoot 
& Shoe 
Co's 
Tr, ct, map 


filed of record In I he 
office 


of the Recorder 
>f Ala- 


' 
meelH Cu, loi 9, blk 21 
2 64 


8097 
Maria L Siilmins — In Map 
of the 1 M ^Ycntwo: th. 13oot 
& Shoe 
Cu's 
Trj ct, 
map 


.lied ot record in ihe office 
of the Recorder 
if 
Ala- 


meda Co, lo: lu, bl'. 21 .... 
2 G3 


8097 
Maria L Shimins — In Map 
of the I M Wi.lltvvo.th. Hoot 
& Shoe 
Go's 
Tr.ict, 
map 


nled ot record in ihe o.-lice 
of the Hecordci 
if 
A:U- 


mcda Co. lot 11, blk 21 
2 64 


S097 
Maria L Shimins — In Map 
of the I M WetiP,vo- th, Boot 
& Stiue 
Cos 
Tr.ict, map 


hied of record in Hie oflice 
of the Recorder 
it 
Ala- 
meda Co, lot 12. bl! 21 .... 
^ 63 


8097 
Maria L Shimins — In Map 
of the 1 M Weiltwo th. Bout 
& Sho_- 
Co's 
Triii. map 


filed of rtcurd in ne 
oitico 
of the Recorder 
il 
Ala- 


meda Co. lot IS, bll 21 
2 6-i 


8097 Marie L Shimins—In map of 


the I M Weiuvv en-til Boot <i 
Shoe Co's Tract, map 
filed 


of record in the ofh. i, of the 
Recorder of Alame.ia Co, 
lot 14, blk 21 
2 63 


BLOCK 25. 


8121 Amelia Peters— In Map of the 


I 
M 
Wemvvoith. 
no-it 
& 


Shoe; Co's Tract, n ap 
filed 


of re'cord In th£. ofiii e of the 
Recorder of Alamed.i Co lot 
26 and s lo ft 
of 
lot 27, 


Recorder 
of Alameda 
Co 


lot 37. blk 2S. and imps, and 
lots 36. 38 and 39, blk 28 ---- 
8159 Frank E Deach— Pers prop.. 


BLOCK 29. 


S166 A A Fink— In B L & T Im- 


provement Assn 
Tract B, 


map 
riled of record in the 


e'fflce 
o! 
the 
Ri-coidcr of 


Alameda Co. lot :',. blk 29.. 
S169 Annie L Jensen — In B L & 


T Improvement ASMI Tract, 
B. map Jili-d of re- end in the 
om, „ ,,f the Ue.-ord -: 
of 


AUnu-d.i Co, lot 
I 
I :'• ",... 
SIM Pour Kjiiijn — In B L *.- T 


Impr.-n-emi nt Assn Tra,-l B, 
ma, i 
11].- d 
oi- i-ecut-d in 
the 


ollie-i" of ;!,," Recorder of .'.la- 
me-da c.i. lot 4S, Mk Ji) 
and 


imps. uKo lots 
4S and 50, 
blk 29 
.............. 


BLOCK 31. 


8197 C Dnurr.edll- In B !. & T 


tirovom in .\--sn. Tract 
mail til- ;1 uf loe-iird 
in 


eithce 
..t 
tlie 
Kicoxn-i- 


Aldmeel.i Co.. s ,'H ti e)t 
1 to 10 inc. bik :;1 and i 


BLOCK 31-. 


8J06 Li'Ute P Dllgic: -In B I. 


Imprm-.'num 
A^n. 
T 
'H." map 
tih-d ,it reeoi 


'he ollice ol t|.0 Kee-o 
of Alamcda Co. ,ot 


3 00 
11 SO 


1 03 


1 03 


Itn- 
"B " 


t!:e> 


- 
of 


lots 


imps 


,t T 
iact 
.der 
blk 


S200 J.e.iiis'p UilKivi-— in ii 'L'&'T 


Iinp_rove.nem 
As>n, 
Tiact 
'B." mail til, d ot ii-cord in 
the office of I lie Kiviider of 
Al.uncda Co., n '. of lot 16 
bllv 3 2 
. . 


8206 Louis i' Dllgler— In H I,"i"T 


Improvement 
Assn. 
Tract 
"B." 
map tiled nt ree.iid in 


the 
office of the Recoi d, r of 


Alameda 
Co , lot 
30, 
blk 
32 anel imps 
....... 


S20S James P.iine— In B L & T in'. 


provemeiu AS-MI, Tract 
"B," 


map 
filed of record in the 


office of the Hecoider of Al- 
ameda Co., lot 
IS, blk 32 


and lot 19, blk 32 and imps 
and pp 
.................. 


SJIO tjalvatoie Moreti — In B I, & T 


Impiuv. mcnt Asm, Tract B 
m.ip tiled of receird In the 
office of the Recorder of M- 


-..,„ 
anu-da Co, lot JI, blk 32.. 


«-'10 balvntoie Mon-n— In B L & T 


ImpiuvemciH Atsn. Tract B 
map 
tiled of icce.rd 111 the 


oflice of the Hecoider of Al- 


„„, 
ameel.1 Co. lot 20, blk 32.. 


S-14 Salv.noro Moresi — In B L <t T 


Impiovemcnt 
Assn, 
Tract 


"B." map filed of record in 
the> office 
of 
the 
Recorder 


of Alameda Co.. iot 27. blk 


8-'16 G Rossi and'ci-,' AndVrxoii— 


Mo:tg,igic's interest in B 1, 
it 
T Improveme-nt 
As.sn, 


Tract 
• B," 
map 
filed 
of 


iccord In the office of 
the 


Receii-dei- of Alamcda 1^0., lot 
2S, blk 32 
............. 


S-'1S O 
Leuschne>|--Morlea,Ti>e>'Y 'inl 


tt'i-est in B L & T improve- 
rnnit 
Assn. 
Tiact 
--R " 


mail filed of record 
in llie 


oflice of the Uecei, der of Al- 
anieda Co.. lot 
211 blk 
;(2 . . 


BLOCK ;i:;. 


SOJf) A P N-obl,.— in B L & T Im- 


provement Assn, Tract B, 
mail hied of reeorel in the 
office 
nf 
the- 
Recorder 
of 


Alnmeda Co., lot 10, blk 33 
anel imps 
...... 


S22S Be-rkelpy Hank of Savings— 


Mortgagee's 
Intel est 
in 
B 


L ik T Improvement Assn. 
I ruet "IV map filed of rec- 
ord in the otllce of the Re- 
corder of Ahimefl.i Co.. lots 


- 
1 2 " " 
1 


1 57 


1 03 


1 58 


1 03 


2 88 


6 84 


John 


Impr 
B. 


BLOCK 34. 


H.iberlan— In B L & T 


vement 
A^n, 
Tract 
, 
B. 
map nlod 
Of rrram in 


the odicc of tl.e Recorder of 
Alamed.i e?o.. lou C 7 
S 


;). 1" and 
12, blk 
ill- aNo 


leu 11. blk 
=4 an,] Imps 


8210 A Hllll!.idc-MortB"Ree..'s 
Inl 


tere-M in B L & T Improve- 
ment 
Assn. 
Ti-.-ft 
"13 " 
map 
liled of rocord in tlie 


office 
of 
the 
Hecorder 
of 
A,,l"TP,o"1 Co.. lots 28. 2U and 
30, blk 34 
................ 


BLOCK S5. 


S2I3 Coiilliientiii 
Rulldln^- «t Loan 


A-isn— Mortgagee'!, 
interest 


In B I. & T Improvement 
ASMI. Tiaet 
B. 
n-,i'i 
tiled 
"f ie>cnid in the ollieie" of thi> 
Recoider of 
Ainmed.i 
Co.. 


lot 1 and 
w 7 6-12 of lot "' 
hlk 
35 
...... 


8244 Thomas Clenry— In B l'/&'i; 


Improvement ASM-. Tract B 
map 
lileei of record in the 


nllii'f 
of 
the 
RecordPi- 
of 


Abiir.ed.-i Co.. lot :: and c 18 
6-12, ft 
of 
lot 
2. blk 
3.1 


also the w IS li-u ft of lot 
4. blk 
35, and 
imps 
...... 


BLOCK 37. 


8272 William Cahill— In B L ft T 


Improveme 111 
A.S.MI. 
Tract 
"B." m.ip tiled of record hi 
the office of tl>e Recorder of 
Alameda Co. 
lot 6. blk 37 


8272 William Cahill- -In li ], & -r 


Improvpinrut 
Assn. 
Tract 


"H," map tiled of record in 
Ihe offiie of the Recorder of 
Aldmeda Co.. lot 7, blk 37 


8272 William Cahill— In B L * T 


Improvement 
Assn. 
Tract 


"B." map nled of record In 
the office) of the Recorder of 
Alamcda Co.. lot R, blk 
37 


8272 William CHhlll— In B J, & T 


Improvemeiil 
AS.MI. 
Tract 


"K " map tiled of record in 
the office of the Recorder eif 
Alnmeda Cn.. lot 
!>. blk 
.17 


S272 Wllllcim fahill— In B L * T 


Impr.ivpmtdiii 
ASNII. 
Tract 


"B." mar 
Illeil of record In 
the office of the Recorder of 
Alameda Co., kit 10 bik 37 


S 13 


2 11 


2 10 


S292 


8336 


S.>36 


8336 


blk 25 .. 
Amelia Pet 
•Per.- prop.. 


BLOCK 28. 


8150 Frank E Deach — In Map of 


the I M "Wcntwortl! Boot & 
Shoe Co's Tract, map filed 
of record in the- oifl. e of the 
Recorder 
of Alarm Oa 
Co. 
lots 11, 12, 13, anc 14, blk 
28 


8159 Frank E Deach — In Map of 


the I M Went-north Boot & 
fohoe Co'fa Tract, t?'ap filed 
of record in the offi' e of the 


3 17 


Robert C, Graham—In B L & 
T Improvement A.^sn. Tiact 
"B.". mn]) 
filed of ;ee..-rd in 
the office of the Recoi'ler n' 
Aiameda Co, lot J3. 14 anel 
16. blk 3S 
1 Ot 
lames J Gufr-icv—In B L & T 


Improvement 
As: n. 
Tract 


"B." 
man 
111. rl of record in 


the offces of t i i e l;._eordpr of 
Ala nine 1.1 Co 
lot IS. blk 38 
1 57 
Jdmes J f l a f f n i y — I n 
B L & 


T Tmpi oveine'it A--«n. Tract 
"B." 
n-.'iii filed of record In 


the 
C'fiiee of the 
Recorder 


of Ai.inieda Co. lot 13, blk 
38 
1 6T 


BLOCK -17. 


Joseph Michel—In 1! L & T 


Imp! ovement Assn Tract R 
Re-sub. ni;m filed eif rceord 
In the nfilce of the Recorder 
or Alameda C. lot 6 blk 47. 
•mil imps 
10 11 


Jos,Mih Michel—In I! L & T 


Imprnveme<nt As«n Tract R. 
Re-sub, map 
fill el of record 


in the ofiiee of the Recorder 
of Al.imeil-i r i lot 6. Mk 47 1 57 
Joseph 
.Michel-.In 1! J. £ T 


tniji-ovemenl Assn Tract B. 
R"-Mil>. map 
lileei of i t c - i r d 


in the oiiici of the- P-eennler 
of Alnmed.- Cu. lot 7. bik 47 
and 
imp', 
10 II 


Jo«.:>h Michel—in It L 
<v.- T 


I m n i o v e n u n t Assn T:ar-t B. 
Re-sub, map 
Illcel nt i-..eor'I 


in (he oflice of thr Recorder 
of Alamed.i. C.i. loi R. I l l ; 4 7 ' 1 5T 


Je.seiih Michel- In H L & T 


Impr- vcment As«n Tract Tl. 
Rr--siib. map 
i'lie-d of i.-:-ord 


in the ofiic" of the R"c irdor 
of A'ar".i»(U Co. Kit ?. lj!k 47 
nnd imps 
10 12 
Joseph Michel—Jn li L & T 


Imp! ovcine nt A>sr Trad B. 
Re-sub, mnp fiU d of i-eoord 
in the oflice of the Kecorder 
of Alameila C'o. Int 10. blk 47 1 67 


BLOCK 4f- 


8315 Welles W',itmo:e-l-i B L & 
T Impro* enu-nt A. s:i. Tr.-tct 
R. map liled of record in the 
office of the Recorder of Al- 
ameil.-t Co..l ols 7', 8. 9 and 
10. bik 
(R 


8363Julla A A Tucker—In B L & 
T 
Improvement 
Assn, 


Tract B. map fiice) of record 
in the oflice of the Recorder 
of Alameda Co.. lot 33. blk 
48 
S353Ju!!a A A Tuclcer—In B L & 
T Improvement Assn, Tract 


<i 


1 87 


P 
-3> 
1 & 


^ 


TR^BIJKE 


1 03 


B. map 
flled 
of record in / - 


the office of the Recorder of / 
Alarneda Co., lot 34, blk 48 ' l 67 


BLOCK t\>. 
/ 


1366 David Newman—In B L & I1 


Improvement 
Assn. 
Tract 


B. map filed of record in 
the office of the Recorder of 
Alamt-da Co.; n 75 ft of lot 
7, oik 49 
i 0, 


S366 David Newman—In B L, '& T 


Improvement 
Assn, 
Tract' 


B, map filed of 
record In 


the offlce of the Recorder of 


8366 David Newman—In B £/ & T 


Improvement 
Asan. 
Tract 


B, map filed of 
record in 


the office of the Recorder of 
Alameda Co., n 76 tt of lot 


J3E6 Davjd Newman—in B L & T. 


Improvement 
Assn. 
Tract 


B, map flled. of 
record in 


the office of the Recorder of 
Alameda Co., n 75 ft of lot 
10, blk 49, ana Imps 
„ 3)5 


BLOCK 61. 


1368 J T Tracey—In B L & T Im- 


provement Assn, Tract B, 
map flled .of record 
In the • 


offlce of the Recorder of Al- 
ameda Co.. portion 
of lot 


not assessed to R P Wright 
and State of California, lot 
10. blk 51; also that por of 
lot not 'assessed 
tu 
S D 


Walker; lot 9, blk 51 
and 
Imps 
i 
3 18 


BLOCK 55. 


M02 Auguste Huillade — Mortgi- 
see's interest in B L & T 
Improvement 
Assn. 
Tract 


B. map flled of record in 
office 
of 
the 
Recorder of 


Alameda Co., lots C, 7 and 8. 
blk 
55 
14 40 


•410 Joseph Devon—In B L & T 


Improvement 
Assn. 
Tract 


B. map filed of 
record in 


the offlce of the Recorder of 
Alameda Co.. lot 26. blk 55 2 10 


8410 Joseph Devon—In B L & T 


Improvement 
Asn. Tract 


B. map filed of record in tie 
office of the Recorder of Al- 
ameda Co., lot 27. blk 55.. 
2 10 


8412 Joseph A and Ann E Shipe — 


In B L & T Improvement 
ABSII. Tract B, map flled of 
record in the 
offlce of tne 


Recorder 
of Alameda C)., 


lots 29 and 31. blk 55. alsc. 
lot 30. bll: 55. and imps 
2 29 


8213 G Thomson—Mortgagee's 
i-i- 


tertst in B L & T Improve- 
ment Ahsn. Tract B. map 
flled 
of record 111 me 
office 


of the Recorder of AlHnr1- 
da Co . lots 29. 30 and M. 
blk 
55 
20 09 


BLOCK N. 


8479 R Peicy Wright—In B L & T 


Improvement 
Assn. 
Tract 


B. map filed of record in tne 
office of the 
Recoid'M- 
of 


Alameda Co.. entire blk N 
2 63 


BLOCK P. 


8480 R Percy Wright—In B L & T 
Improvement 
A.ct=n. 
Tract 


B. map filed of reeord i:i t le 
office of the Recorder 
of 


Alameda Co.. entire blk P 
3 71 


BLOCK fil. 


8489 J E Phillips—In B L ft T Im- 
provement 
Aspn. Tract 
^. 


map fil^d nf record in t ic 
offl( p nf the Recorder of Al- 
ameda Co , pee nf Id bepr it 


f 
a point in the w I of S;tn 
Pablo r i \ e 133 ^-12 ft n fm 
-Delaware st, 
th n .".o ft 
1-y 


135 ft 
w. 
por 
hlk 
"51, 
H> d 


imps 
6 56 


BLOCK 62. 


8497 Louis F Dun.'ind—In B L & T 


Improvemer. t 
Afcsn. 
Tran 


B, map filed of record in ths 
office 
of th'1 
Tlec-Tcler 
of 


Alameda Co., lot 
7, blk 
'',2 
4 24 


BLOCK 63. 


S519 L J 
Shrader—In B L & T 


Improvement 
Assn, 
Tract 


B. rrap filed of record in fie 
office 
of the 
rtecorder 
of 


Alameda Co.. lot 13, bik .»3 
and imps 
4 61 


8527 W E Young—In B L &• T Im- 


provement Assn. Tract 
B, 
| 


map filed of record 
in tlie 


office (/ the Recorder of Al- 
amecin co. lot 19. blk t;::.. . 
4 24 


RS5S H F Borcher—In 
B L & T 


Impiovement 
Assn. 
Tra-t 


B. map tiled of record in the 
office of the Re.-order of Al- 
ameda Co., lot 
20. blk 
'.3 


and 
imps 
15 Til 


BLOCK 6*. 


S549 E V Rattan—In B 
L 
& T 


Improvement 
Assn. 
Tra-'t 


B. map filed of record in :l'e 
oflice of the R°c-orrlP" of Al- 
ameda Co.. lol I*1 and the s 
G ft 
of 
lot 
20. blk 
B5 
and 


imp: 
4 061 


BLOCK 66. 


8680 W Laakso—In B L & T Im- 


provement 
Assn. Tract 
B, 


map 
filed of record 
in tl.e 


office of the Recorder of Al- 
ameda Co.. lot 23. hlk 6n.. . 
4 23 


BLOCK 6?. 


8683 George O Simmons et al—Tn 


B L & T Improvement Assn. 
Tract B, map filed of reco d 
In the office of tiie Kec-nrd--r 
of Alameda Co . Ints 19 ai d 
20. 
blk 
67 
7 95 


BLOCK 72. 


Mil William Hendrick=on—In B L 
' 
& T 
Improvement 
As?l. 


Tract B. map filed of recoid 
In the office of the Record- r 
of Alameda Co., except that 
por assessed to Sam'! HP: - 
wood, 
lot 
13, bik 
72 a: d 


imps 
5 S4 


8612 C Hf-r.clneks — Mortgagee s 


• interest in B L & T 
Im- 


provement 
Assn 
Ttact 
I1., 


map 
filed of tceord in t i e 


office 
of 
the 
Recordei- cf 


Aiameda 
Co 
except 
th»t 


portion assessed 
to 
Sair'l 


Heywood, lot 1':. blk 72.. . 


BLOCK 74. 


86S2 F B Peterson — Ir. B L t 


Improvement As?n Tract It, 
map filed o'. record in tl e 
office 
of 
the 
Recorder nf 


Alameda Co. lot 1. blk 74. .. 6 38 


8603 John G B and Barbara Groi - 


beck—In B L, & T Improve - 


* 
ment Assn Tract B. 
map 


filed of record in the 
offi. e 


of the Recorder of Alamec a 
Co. lot 2. blk 74, and imi s 
55 


W38 George Tnurr.ann — In B ^ 


&. 
T 
Improvement 
As &n 
Tract B. imp filed of recoid 
in the office of the Recbrdi r 
of Alameda Co, lot 5, blk 7', 
and Imps 
1 57 


BLOCK 75. 


1653 J J dp Silva — In B L & T 


Improvement Assn Tract B 
map filed in the ottle.- of tl.e' 
KeruruVi 
of 
Alampda. 
Cn. 


e M: of lot 14. hlk 75, and 
imps, 
9 59 


8662 Mary Donovan —In B 
1* .t 


T Improvement Assn Trat t 
B. 
map 
filed 
of reeord 
1:1 


the 
uftice uf the Record* r 


of Alameda Co, w 26 tt of let 
1, blk 75, anci imps 
3 00 


. 
BLOCK 76. 


«67 Joseph*Bc-tlencom-t — In B L 


& 
T 
Improvement 
Assn 


Tract B. map filed o! recoid 
in the office of the Kecorc,- 
<T of Alameda Co. lot 3, blk 
76 
.* 5 84 


8667—Joseph Bettincourt—In B 
L. 


& 
T 
Imp: ovement 
Assn 


Tract B. map filed of recoid 
in the office- of the Recoid* r 
of Alameda Co. lot 4, blk 7-;, 
and imps 
3332 


BLOCK 78. 


8715 Mary 
Bone—Mortgagee's in- 
terest in B L & T Improve- 
ment Assn Tract B. map 
filed of record in the oftk e 
of the Recorder of Alame- 
da Co, lol 7. blk 78 
4 06 


8718 Nellie 
Hamilton—Mortgagee s 


Interest in B L & T Im- 
provement 
Assn 
Tract 
It, 


map flled of record in thD 
office of the Recoider of 
Alameda Co lot S, blk 7«.. 
3 99 


§734 Sarah I Lawrence — In B L 


& 
T 
Improvement 
Assn 


Tract B, map flled of rec- 
ord in the offlce of. the Re- 


JUNE 4,1904 


corder of Alameda. Co. w SO 


xft of lot 14,-blk 7S 
638 


j 
BLOCK SO. 


8746 N P Johnson—In B L & T 


Assn Tract B, map filed of 
record in the office of the 
Recorder of Alameda Co, lot 
1. 
blk 80, and imps, and 
lot 2, blk 80 
3 36 


BLOCK 83. 


8777 J Gleadall — Mortgagee's in- 


terest in B L & T improve- 
ment Assn Tra?ct B, map 
flled of record in the 
offlce 


of the Recorder of Alame- 
da Co. lots ID and 16, bifc 
83 
6 84 


BLOCK 86. 


8819 V Wflhelm — Mortgagee's In- 


terest in Map ot the Sis- 
terna Tract, map filed of 
record in the office of 
the 


Recorder of Alameda 
Co, 


pee of Id beg at a point on 
the w ! of fith st, 175 ft n 
fm University ave. th n 25 
ft by 100 ft w. portion of 
block St. 
- 2 63 


BLOCK 89, 


8843 H A Williams — In B L. & T 


Improvement 
Assn 
Tract, 


B. map filed of record In the 
office 
of 
the 
Recorder 
of 


Alameda Co, n 100 ft of lots 
4-5, blk 89, imps and pp 
11 8H 


8844 Joseph Doran — Mortgagee's 


interest in B L & T Im- 
provement 
Assn 'Tiact 
B, 


map filed of record in the 
office 
of 
the 
Recorder 
of 


Alameda Co, N 100 ft of lots 
4 and 5. blk S9 
52 87 


8861 Ruth A Boyd — Mortgagee's 


interest in Tide Lands, map 
filed of record In the 
office 


of the Recorder of Alameda 
Co, £e 4, twp 1. & range 4 w, 
lots 21 and 
22, also sec 4. 


twp 1 s, range 4 w, per of 
lots 20 and 
23 (containing 


72.10 acres) 
53 94 


BLOCK 92. 


8887 Victor Kumennis — In B L 


& 
T 
Improvement 
Assn 


Tract B. map filed of record 
in the. office of the Recorder 
of Alameda Co, lot 17. blk 
92, and imps 
8 51 


BLOCK 93. 


8S99 
W W Butler. Trustee—In B 
L & T Improvement Assn 
Tract B. map filed of reco: d 
in the office of the Recorder 
* 


of Alameda Co, lots 17 and 
IS, blk 93 
9 05' 


BLOCK 94. 


S904 John V Cook—In B L & T Im- 


provement Assn 
Tract 
B, 


map 
filed of record 
in 
the 


office 
of 
the 
Recorder 
of 


Alameda Co. e H of lot 3. 
Dlk 94 
" 
3 74 


BLOCK 96. 


8935 John Sejuhc et al. Trustee— 


In Map 
of 
the 
Sislerna 


Tract, map 
filed 
of 
i-pcnrd 
i 


in the offlce of the Recorder 
I 


of Alameda Co, lot S, blk 33 
5 84 , 


BLOCK 97. 
| 


8956 Chris Johnson—In Map of the 


Sisterna Tract, map filed of 
record in the 
office of the 


Recoider ot 
AUimeda 
Co, 


lot 13, blk 97, and imps 
1 56 


S956 Chris Joh:isan—Per.s prop 
2,76 


BLOCK 99. 


Sfl77 ~E J L Monterichard et al— 


In B L & T Imptovement 
Assn Tract B, map filed of, 
record In the office of 
the 


Recorder 
of 
Alameda Co, 


pee of Id beg at a point on 
the 
s 1 of University 
ave 


50 ft e fm 9th st, th e 60 
ft by 100 ft deep s, por of 
blk 98, and imps 
30 43 


BLOCK 100. 


8996 Metha A Anderson—In B L 


& 
T 
Improvement 
Assn 


Tract B. map filed of record 
in the office of the Recorder 
of Alameda Co, pee 
of Id 


beg at a point on the s 1 


- of University ave 
120 ft 
w 


fm 
San Pablo avp. th 
w 


37 6-12 ft bv 100 ft deep s, 
por blk 100. and imps 
3 62 


9009-A B E 
Underwood—In B L 


& 
T 
Impiovement 
Assn 


Tract B. map filed of rec- 
ord in the offlce of the Re- 
corder of Alameda Co. pee 
of Id beg at a point on w 
1 of San Pablo ave 100 ft n 
fm Additon st. th n 25 ft by 
135 ft deep w, por blk 100, 
an j imps 


9014 Metha Anderson—In B L & 


T Improvement Assn Tract 
B, map filed of record 
in 


the 
offie 
nf 
Ihe 
Recorder 


of 
Alameda 
C'o, p.-e cf 
1:1 


beg at a po.nt on the e 1 
of 10th st 100 ft K fm Uni- 
versity ave 
th s SO ft by 


135 ft e, portion of blk 100 .. 
1 40 


BLOCK 101. 


3021 John Vasey—In 
B L & 
T 


Improvement As?n Tract B, 
map 
filed of record in the 


office 
of the 
Reeordei 
of 


AlamerlT. Co, pep of Id beg 
at a point or tne s 1 of Ad- 
dison st So ft e fm 10th st. 
th 
e 42 6-12 ft hy 118 S-12 


ft s. por blk 101. and imps.. 


9n21 John Vasey—Fers prop 


BLOCK 104. 


9058 T J Pachtz—In Allston Tract, 


map filed 
oC recorr. in 
the 


office 
of 
the 
Recorder of 


Alameda Co. lot 7 and e 5 
,i of lot 6, blk 104 
2 45 


9064 G J Pachtz—In Allston Tract 


map filed of reeo-d in the 
office of the 
Recorder 
of 


Alameda Co, w 35 ft of lot 
6 
blk 
104 
93 


9065 Marj E Pachtz — Moitgagee's 


interest 
in 
A]l«ton 
Tract, 


man filed of record in the 
office of the Recorder of Al- 
ameda Co.. w 55 ft of lot 6, 
hlk 104 
1 58 


BLOCK 105. 


9076 Mary- J 
Jannet—In 
Map of 


the Sisterna Tract, map fil- 
ed of record in the office of 
the Recorder 
oE 
A.ameda 


Co, lot C. blk 105, and irncs 
3 88 


90S4 F F Holtz—Ir, Map of the Sis- 


terna 
Tract 
map filed of 


recoid ir. the 
office of the 


Recorder of Alameda Co. pee 
of Id beg at the ne cor of 
6th st and Allston way, th 
n 50 tt 
bv 120 ft 
deep e, 


por blk 105.' 
6 91 


BLOCK 106 


?099 
Victor E Olsor.—I:/ Map of 
Sisterna Tract, map filed of 
record in Ihe office of 
the 


Recorder 
of Alameda 
Co, 


pee of Id beg at a point on 
the w 1 of Oth st 50 ft s fm 
AdcUson st, th s 50 ft by 100 
ft w. por blk 106. and imps 
2 01 


9104 E Eummekn—In Map of the 


Sistcma Tract, map filed of 
record iu the 
office of 
the 


Recorder of Alameda 
Co.. 


lots 10. 11. 13. 14 and e 9 
ft of lot 15. bik HO.',; also lot 
12. blk 106, and imps.. ,. 
6 91 


BLOCK 107 


9121 J H Tavlor—M-nr,fKagee's 
In- 


terent in B L & T Improve- 
ment 
Assn Tract B. map 


filed of rec-ord in the 
office 


of the Recorder of Alameda 
Co, iot 6, blk 307 
2 29 


9125 C Anderson—In B L & T Im- 


provement Assn 
Tract 
B, 


map 
liltd of tecord 
l-i the 


office 
of 
the 
Recorder 
of 


Alameda Co, lot 9. blk 107, 
and imps 
1 03 


9140 W W Butler. Trustee—In' B 


I. & T Improvement Assn 
Tract B. map filed of record 
in the office of the Recorder 
of Alameda Co. lot 19. blk 
107 
4 78 


BLOCK 108. 


9147 W W Butler, Trustee—in B 


L & T Improvement Assn 
Tract B, map filed of record 
in the office of the Recorder 
of Alameda Co. lot 4. blk 108 5 S4 


9147. W W Butler. Trustee—In B 


L & T Improvement, Assn 
Tract B, map flled of record 


SI 


in the oflice ot the Recorder 
of Alameda Co, lot fi.- blk 108 6 38 
'" 
BLOCK 113. 


t'162-Agnes Wilson—In B L. & T 


Improvement Assn Tract B,' 
map flled of record in the 
offlce 
of 
the 
Recorder ot 


Alamefla Co. lot 3,-blk 113.. 
2 24 


BLOCK 114. 


!>195 Henry Hoben—In B L & T 


Improvement Assn Tract B. 
map filed of record In the 
office 
of 
the 
Recorder of 


Alameda Co, lot 25, bilk 114, 
and imps 
, .... .. 


M95 Henry Hoben — Pers prop.. 


BLOCK. 115. 


f'210 Anna E Beresford — Mort- 


gagee's interest in B L & T 
Improvement AEEII Tract B, 
map filed of record In the 
office 
of 
the 
Recorder of 


Alarneda Co., Jot 2S, blk 115 3 62 


BLOCK 117. 


9231 Frank W Sawyer—In Allston 


Tract, map filed of record 
in the office of the Recorder 
of Alameda Co, lots 1, 2 and 
w % of lo't 3. blk 117 
9 06 


9240 A A Hess—In Allston Tract, 


map filed ot" record in 
the 


office 
of 
the 
Recorder 
of 


Alameda Co. e V- of lot' 3, 
blk 117 
2 11 


9240 A A Hess—In Allston Tract, 


map 
filed of record In the 


office 
of 
the" Recorder of 


Alsmeda Go, w 
V> of lot 4 


blk 117 
" 
2 10 


9241 John W. Stein et al—In All- 


ston Tract, map fiied of rec- 
ord in the office of the Re- 
corder of Alameda Co, lot 
27, blk 117 
4 78 


BLOCK 319. 


9285 Grace E Edson—In B L' & T 


Improvement Assn Tract B, 
ma]) filed of record in the 
oflice 
of 
the 
Recorder of 


Alameda Co. lot 20, bik US 
2 29 


. BLOCK 121.' 


9305 Louis 
Blank 
— Mortgagee's 


Interest in B L & T Im- 
provement 
Assn 
Tract B. 


map flled of record in the 
oflice 
of 
the 
Recorder of 


Alameda Co, por lying n of 
Raymond Tract of lot 25. 
bik 321 
3 18 


BLOCK 123. 


9357 John F Jordhay — In Ray- 


mond Tract. 
map 
filed "of 


i-ecqrd in the oficc of 
the 


Recorder 
of 
Alameda Co, 


lot 12, blk 123. and 
imps,.. 
3 44 


9365 George 
Schitc-fei 
— In Ray- 


mond 
Viael. 
map 
filed 
nf 


record m tl.e ofliee of the 
Recordei- 
ot 
Alameda Co, 


lot 22, bill 323 
2 02 


9365 Geoigc- Sclmefer — In Ray- 


mond Trac!.. map filed of 
record 
in the office of 
the 


Recorder of 
Alameda 
Co, 


lot 23. blk 123 
2 01 


BLOCK 324. 


9382 Annie' E 
Smith 
— In Ray- 


mond Tract, map 
filed of 


record 
tn the 
office, of 
the 


Recorder of Alameda Co.. w 
27 ft of lot 17 and 
the 
e 


J7 ft of lot IS, blk 124 
2 46 


BLOCK 32ij. 


S406 Moii-is Marsh — In Raymond' 


Tract and in B L & T I in- ' 
provemrnt 
Assn Troct 
B, 


map 
filed of reeoid in 
the 


oflice 
of 
tlie 
Rf-corder 
of 


Alamedu Co. lot 7. bik 126 4 24 


3115 Hnmt'Slead 
I oan 
Ar-po.'iation 


In 
Raymond 
Tract. 
map 


filed of lec-nrd in the 
offlce 


of the Recorder of Alameda 
Co.. lot 19, hlk 120 and imps 17 59 


9125 Sarah 
Beadell—In B L & T 


Improvement Assn Tract B. 
ano in Raymond Tract, map 
filed of record in the 
office 


of the Recorder of Alameda. 
Co, pee of Id beg at a point 
on the e line of 5th st, 121 
10U.-12 fl s I'm Bancroft way 
th s 20 ft by 100 ft e, por 
lot 2S. blk 126 
2 12 


BLT1CK 127. 


9!35 G M Mlchaelian — In Ray- 


mond Trad, map filed of 
recoid in the 
office of 
the 


Recorder of Alameda Co. lot 
16, w 20 ft of lot 15, and e 
10 ft of lot 17. blk 327 
3 30 


9145 Citizens 
Building 
and 
Loan 


As,sn—Mortgagee's 
Interest 


in Raymond Tract, map fil- 
ed 
of 
lepord in 
the 
oflice 


of the Recorder of Alame- ' 


• (.a Co. n 1 ft of lot 22 and 


s 3u ft of lot 23. hlk 127.. 
2 73 


BLOCK 12S. 


9159 Ole 
Olson — In 
Raymond 


Tract, map filed of recoid 


" In the office of the Record- 


er of Alameda C'o, w IS ft 
of lot 17 and e 10 ft of lot 
IS. r,lk 32S 
3 17 


BLOCK 132. 


9(93 E M 
Mora—Amended 
Map 


of 
the Avery 
Tract, 
map 


meda Co, lot 10, blk 132.. 
2 11 


flled of record »in the 
office 


ol 
tha 
Recorder of Ala- 


9!93 E M .Moran-Amended map of 


ihe Avery Tiact. map filed 
of reeord in the office of the 
Recorder erf 
Alameda 
Co . 


lot 1.'. blk 
132 
2 10 


BLOCK 133. 


9">19 John Scally—Amended map of 


the Avery Tract, map tiled 
of record :n the offlce of the 
Recoider 
of Alain-da C'o. 


lot 33. blk 333 . and imps.. 
2 11 


91.26 John S Hald—Amended 
map 


of the Avery Tract, 
map 


filed of record In the 
offlce 


of the Recoifier of Alameda 
Co., lot 22. blk 133 
1 35 


9i.26 Jonn S. Halcl—Amended map 


of the Aveiy 
Tract, 
map 


filed of record in the 
offlce 


. of the Recorder of Aiame- 


da Co., lot 
'2'i. blk 133 
3 15 


9.r.27 W.ll'am 
C 
Nicol—Amended 


map of the 
Ave.y 
Tract, 


map filed of record 4n .the 
office of the Recorder of 
ameda Co.. '.ot 2! and 
of lot 25. blk 133 


.'1528 Fidelia 
Robertson—Amended 


map cf 
the 
Avery 
map 


Tract, map filed of record 
in the office of the Recorder 
of Aiameda Co., IDE 26 and/ 
nV6 of lot Kf blk 133 
7 3 17 


9:31 A S Abbott—Amended map of 


- the Avery Tract, map filed 


of record in the office of the 
Recorder 
of Alameda Co., 


lot 30, blk 133 
1 16 


BLOCK 134. 


9C.61 Helen 
Wright—In Haft 
Tract 


map filed of record in the 
ofliee of the Recorder of Al- 
ameda Co.. lot 4, blk 134.. 
SB 


BLOCK 135. 


9r71 Olive Kullber—Amended map 


of the Avery 
Tract, 
map 


filed of record in the 
offlce 


of the 
Recordei- of Alame- 


da Co.. lot 9. blk 135 
1 36 


9."71 Olive Kullberg—Amended map 
- 


of the Avery 
U'I-KCC. 
map 


filed of recoid in the office 
of the Recorder "of Alameda 
Co., lot 10, blk 335 
1 36 


9E85 NiK Oisen—Amended map of 


the Avery Tract, map filed 
of record in the ofr.ce of the 
Recordei 
of Alameda Co., 


Int .'!0, and 31, blk 135 and 
llnpy 
2 2* 


' BLOCK 136. 


9593 First 
English 
Lutheran 


CrAirch—In P-aymond Tract 
map 
filed of record in 
the 


otlice 
of 
the 
Recorder 
of 


Alameda Co. e 25 ft of lot 2 
and 
w 15 ft of ,'ots 3 blk 


136 
3 71 


8COS H R 
Abrahamson—Amended 


map of the 
Avv-*-v 
Tract, 


map filed of record in the 
offlce 
ot" the 
Recorder 
of 


Alameda Co.. lots 
18 
and 


19. blk 
13G imps and 
poll 
'tax 3902 
4 5 0 


BLOCK 13S. 


91.67 Herman 
Schmidt—Amended 


map 
of 
ihp Avei-y Tract, 


map filed ot record in the 
offlce of the Recorder of Al- 
ameda Co.. n 35 ft 'of lot 
iO and s 15 ft ot lot 31, blk 
33S, Rnd imps 
6 S3 


IN PLOT 61. 


9BS3 J F Higgins—In Plot 61. map 


filed of record in the 
office 


of the Recorder of Alameda 
Co.. Pee of Id bee at a pt 


on the « 1 of Dwli ht way •• 
380 16-100 ft e 
fm 
e 1 of 


San Pablo ave, th-e iO ft by 
126 ft deep-s -and i nps 
19 74 


9683 J F Higgins—Pers pr .p 
2 76 


IN BRYANT Tfi; CT. 


9710 A B Henrickson—In Bryant 


Tract, map filed of record 
in the offlce of the I ecorclei 
of Alameda Co., w 
0 ft ol 
lot 16, blk A- and lo 26 blk 
A and imps 
2 47 


9719 Charles 
Verrey—In 
Bryant 


Tract, map flled of record 
in the office of the I ecorder 
of-Alameda Co., lot IS, blk 
B and imps 
2 12 


9738 John A 
Broman—In 
Bryant 


Tract, map filed of record 
in the oflice of the E ecorder 
of Alameda Co.. lot IS, blk 
D and 
imps 
2 11 


9766 Ellen 
L 
Stone—111 
Bryant 


Tract, map filed of r cord in 
; in the office of the I ecorder 


of Alameda Co.. *ot 7, hlk 
H and imps, also n 
0 ft of 
lot S. bl!-: H 
:... 1 86 


9774 R Fahy—In 
Bryant 
Tract, 


map filed of record in the 
office of the Recorde 
of Al- 


ameda Co.. lot 16. ' Ik H.. 
3 IS" 


9783 Emily F 
Haney—In 
Bryant 


Tract, map filed of record 
in the office of the F ecorder 
of Alameda Co., lot 30, blk 


, 
H 
3 70 


IN PLOT «:. 


9824 Tsmael Ysungu an .111 divided 


1-3 
interest 
in. 
J )hn 
A 


Ysunga. 
ail 
undivi led 2-3- 


Interest in Plot 
(!l 
map 


filed of record in th' oflice 
of the Recorder of 
.< lameda 


Co.. pec of id beg at i point 
I 


on the 
c 
I of San 
PE o'o ave 
'< 


S:13 S-12 ft iv f'-om f 1 of 
! 


Plot (.::. th 
n 40 7-" 2 ft. 
e 
" 


142 ft. s 31 ft. w 3-3 ft ,to 
i 


beg. and 
imps 
4 43, 


In the offlce of the Record- 
ei- of Alameda Co, lot 2. blk 
1. and imps 


10165 Dora Geetzman — Pers prop 
10176 George Brayle—In Case Tract. 


2 S3 
2 76 


3 19 


2/1" 


2 63 


2 «3 


4 06 
2 76 


IN STATE UNIVERSITY HD NO 2. 


9S70 T A Lore1—Mortgagee' 
Inter- 


est In State University Hd 
No 2. map filed of r> cord in 
the 
offlce 
of the 
Freorder 


of Alameda Co . lot 6. LIk 


9885 Regina. Sigmur.d and Carle 


Bcc-1—An 
undivided 
*'•* in- 


lerest In State 
Un versity 


Hri No 2. map med 
Df rec- 


ord in the office of 
he Re- 


corder of Alameda (_j.. & W 
lot 3. blk 3 


98SS J 11 Sims—in State U liversi- 


ty Hd No -. map 
iled of 


record in the nfTice uf 
the 


Recorder 
of 
Alr-mc. a Co., 


lot 5, blk 3 


0889 Mrs. 
Nellie 
McCal hy—In 


State T'nivprsity Hd No 2. 
map 
filed of record 
in tre 


offlce 
of 
the 
Reco der 
of 


Alameda Co.. lot 6. Jlk 3.. 


IN FINK TRAC '. 


9915 Peter G King—In Fin'. Tract 


map 
tiled of record in 
the 


office 
cf 
tlie 
RPPOI ior 
of 


Alamedi 
Co.. 
Tra t 
of 


'and 
bounded 
i 
by 


Int 
.12 and 
Id 
of 
- arv 
C 


Rease", c bv 
irj of 
lary C 


Rea.se'- 
and 
Spauld ig' 
==t, 


s bv Bancroft wa;. ai d w by 
California 
s't 


63 


4 2 4 ' 


12 261 


I 


9 13 


9 41 


11 72 


9992 


IN SPAULDING Tl ACT 


9917 A A Fink—In Spn-.i.air, ; Tract 


map tied of record 
.n 
tne 


ofhYe of the. RpcordPi of Al* 
ameda Co.. that por lying s 
nl" Bancroft 
way 
of lot 41 


blk 1 
3 1! ! 


9920 L 
B 
Corbalev—MnriJT-w's 


interest in Spaulding Tract, 
sjb of lots 3. 
-I 
'. and 
S. 


map 
filed of record i-i 
the 


offlce of the Rpcordei nf Al- 
amedu C'o.. lots A tn 1> ine, 
and 
n 37 68-100 ft of lot E, 


blk 3 
6 74 


9940 E 
Kurpachoff—In 
Sr luiding 


Tract, map flled o; r( :ord In 
in the office of the E -corJer 
of Alameda Co , s ?,' ft of 
lot 3 a'icl n 13 i't o 
lot 6. 


blk 4 find imps 
4 89 


9941 Eliza 
Nickoloff—Mori ;agec's 


interest -n Spaulding Traet. 
map fi'ecl of record 
in 
the 


offlce of the Recordei of Al- 
ameda. Co.. s 37 ft of lot 
3 and n 13 ft of lot ' . blk 4 
6 26 


IN MAP OF VALLEY RO iD TRACT 


9952 Marv 
L 
Sweet—Tn 
* lap 
of 


Valley 
Road 
Tract 
map 


flled of record in th 
offi'-e 


of the Recorder of A ameda 
Co. pee of Id 
beg 
at 
a 


point 
on 
the 
w 
1 


of Vallev Pt 
225 
f 
n 
fm 


Poe St. th n 47 ft b> w 397 
ft more or less to i ght of 
• 


wav of California a: d Ne- 
vada Rail Road, por blk A 5 84 


IN M'GEH TR/CT. 


9971 Catharine 
Danahy—T'nrtga- 


gee's 
interest 
in 
McGee 


TractT map 
Hied of lecovd 


in the offlce of the R -corder 
of Alameda Co.. pec 
of Id 


beg at ihe sw cor o" Addi- 
son and 
Grove 'Sts. th 
w 


121 
25-100 ft 
by 
171 deep 


south, por of blk 1 


9972 R 
G 
Reynolds—In 
McGee 


Trac'. map fileu of re -ord in 
the 
office 
of the 
R Border 


of Alameda Co.. pc< of Id 
bpg at a point on liv s 1 of 
AdcUson st 124 3-12 f 
w fm 


Sherman 
st, 
tl- w 
4 9-12 


ft by 1''9 ft deep sou h, pr>r 
hlk "l 
• • • 
99S9 Joseph J McLellan—In McGee 


Tract, map flled of reeo'd 
in the office of the. R cord»r 
of Alameda Co . lot S. blk 
2 and imps 
; •„•' 
J J McLellan — In 
McG"e 


Tract, map iijefl of re -ord in 
the offlce of the Reco d°c '-.f 
Alameda Co. lot 9. bl . ... - 


9393 Fred F Connoi — Mor* ragee s 


interest 
in 
McGee Tract, 


map filed of reeord in the 
office 
of the 
Recorc ?r 
of 


Alameda Co, lot 9. 
Ik 2 . . 


9995 Joseph J 
Cairoll—In 
McG-° 


• Tract, map 
filed 
of 
record 


in the office of the I ecord- 
er of Alameda Co, 
ot 14. 


blk 2 


10001 Home Mutua' Insuranc. Com- 
pany — Mortgagee's i iterest 
in McGee Tract, lots IS, 19 
and 23. blk 2 


10003 E J, W E. and A S ?anke.r 


in McGee Tract, ma > filed 
of 
record 
in 
the 
ol ice of 


- the 
-Recorder 
of 
A ameda 


Co. pec of Id beg at . point 
on the n 1 of Allsto i way. 
120 ft e fm Grant s . th e 
SO ft. th n parallel -w th w 1 
of Mary st 
110 ft 
to cen- 


ter of Strawberry cr. ek. th 
w along the center 
ine of 


said 
creek, 
followir ? 
the 


meanderlngs 
to a p 'int in 


center 1 of same 10 t in a 
straight line fm e line lot 13, 
t i s 100 ft to n 1 of Vllston 
way and pt of beg; icrtion 
of blk 2. and imps 
1 21 


10002 E J. W E and A S BE nker— 


Fers prop 
2 76 


10044 Thomas 
Ryan — In 
MeGee 


Tract, map filed of record 
in Ihe offlce of the I ecord- 
er of A'.ameda Co, f 28 f t 
of w 32 ft of lot 2, h'.k 5 4 24 


10065 Alice C Wood 
— In 
McGee • 


Tract, map filed of record 
in the office of the record- 
er of Alameda Co. lot S, blk 
11. imps and pp.. 
2 76 


10084 Augusta E Herrick — n Me- 


Gee Tract in Re-Subr ivision 
of 12. map 
filed of re ord In 


the 
offlce 
of the 
R- cordcr 


of Alamecla Co. lot 1, oik 12. 
nnd imps 
5 13 


10093 Sarah E Ward — In McGee 


Tiact, in Re-Subdivi: ion nf 
12 
map 
filed 
of rec >rd m 


the 
office 
of the 
R- corder 


ot Alameda Co. lot 
0, bik 


12. anfl imps 
3 63 


I0l04 W R EH!" — In McGee Tract 


in Re-Subdivision of 31. map 
filerl of record in tht 
office 


ot the Recorder of A ameda 
Co lot 10. blk 12. an i imps 6 06 


10104 W R Eilis—Pers prop 
3 33 


10107 A E Searle — In McGet Tract 


in Re-Subnivision of ilk ].!. 
map filed of record 
n the 


office 
of 
tlie Recor er 
oE 


Alameda Co. lot 19K ar \ imps 16 52 


IN CASE THAC: . 


10164 William 
Heafey—Mori agee's 


interest in Case Trac . map 
filed of record in th, 
office- 


of the Recoider of 
ilame- 


de Co, lots 1 and 
L'O blk 1 1 85 


10165 Dora 
Geetzman — Ii 
Case 


Tract, 'map filed of record 


map filed of record in the 
office 
of the 
Recorder 
of 


Alameda Co, lot 17. blk 1.. 


10190 A R Palmer — In Case Tract, 


map filed of record in the 
office 
of 
the 
Recorder of 


Alameda Co. lot 1. blk 3.. 


10190 A R Palmer — In Case Tract, 


map filed of record In the 
office of 
the 
Recorder 
of 


Alameda Co. lot 2. blk 3 ---- 


10190 A R Pa_lrner — In Case Tract, 


map filed. of record in the 
office 
of 
the 
Recorder of 


Alameda Co, lot 3.- blk 3 ---- 


10191 John W Floud-In Case Tract, 


map filed of fecord in the 
office 
of thy 
Recorder - of 


Alameda Co, lot 4. blk 3.. 


IN CRYSTAL, SPRINGS TRACT. 


10210 Prudence Building and Loan 


A&sociation — Mortgagee's 
interest in Cryst.il Springs 
Tract, m.ip filed of record 
in the office of the Recoider 
of Alameda Co. lot 1. blk B ' 


10221 Mmy 
Monroe — In 
Crystal 


Springs Tract, map filed of 
record in the 
office of the 


Recorder 
of 
Al.imeda Co^ 


lot 9. hlk E. and imps.... 


10221 Mary Monroe — Pers prop.. 


IN HARDY TRACT. 


10276 C F Taylo -- In Hnrdy Tract. 


map filed ot record in the 
office 
of 
the 
Recorder of 


Alameda. Co, pee of Id beg ai 
a point on the n 1 of 1-Jns- 
lol st l'2; ft w fm Slier- 
man 
yt. th w 75 ft by 1J5 


ft n. por range 2 
Also m Hurdy Tract, 
map 


filed of record in the 
office 


of the Recoidei of Ai;Lmeda 
Co, pee of Id beg at a point 
(ni the s 1 of' De. aware st 
150 ft \v fm Sherman st. th 
w 77Vj ft by 135 ft deep s, 
poi range 
~ 
.............. 


10279 Elizabeth She.-man — In Hardy 


tract, in Subdidson Range 
,) and 4. map 
tiled of recoro 


in the office of the Recorder 


; 
of Alameila Co., lot 3, range 


1 
3, and imps 
......... 


' 10323 Mary A Farren — In Hardy 


i , 
Tiact, 
in 
Subdivision 
of 


range 5, b. 7. map filed of 
record :n the ofi.ee of the 
Recordei 
of 
Alameda Co, 


!ot G. rangd o 
............ 
13 32 | 


10332 Mary E Rhodes — In H.irdy 


Vrr.ct. 
in 
Subdivision 
of 


langc 5. 6, 7, map riled of 
leeord in 
the- 
ufTrc-u of 
the 


Recorder 
of 
Alameda Co, 


pee of Id bep at a point oil 
the s 1 of Bristol St. MO ft 
w fm Grant st. 
t.i w 
Go ft 


bv 
125 fL 
deep 
s. portion 


ranse 5, 
.............. 


1034T Nellie B Trlpp — 
III Hardy 


Tiact. 
in 
Subdivision 
uf 


langcs o. H. 7, m;ip filed of 
lecord in the. ofi'ce of 
the 


Rpcordei' 
of 
A.ameda 
Co, 


lot 11. ''ange 6. a'ld imps.. 


1036.? Mary E Rhodes — In Hardy 


Tiact. 
in 
Subdivision 


langes 5. ri. 7, map 
[iled of 


, ecord in the 
off.ee of (he 


Recorder 
of 
Alameda 
Co. 


lot 36. lanse- 5 
.......... 


! 10391 W Shane — In Haidy Tract, in 


Subdivision 
of 
ranges 
7.S. 


map "tiled of record ir 
the 


offiiv. 
of 
the 
Recorder of 


Alameda Co, pep o. Id beg 
at 
a 
point 
on 
the 
e 1 of 


Hamilton 
st 
90 I't s 
fin 


Delaware st. th s 
<5 ft by 


11-D ft e. por 
of lots U, 
V 


and 
\Y. range 8 


D 
: 
s 17 


10780 Maggie 
Rooney—In 
Rooney 


Tract, map 
filed 
of 
rec- 


' ord in the office of the Re- 


corder of Alameda Co.. lot 
11. bik D 
3 IS 


IN TEACHERS' STATE UNIVERSITY 


. HOMESTEAD 
ASSN. 


1079D Emil Sender — In Teachers' 
x - 
State University 
fid Assn, 


map filed of record in the 
office of the Recorder of Al- 
ameda Co., lot 2. blk 2 
32 65 


10794 Robert 
Leike—In 
Teachers' 


State University 
I'd Assn. 


.^ 
man, filed of record in 
the 


t 
office of the Record' r of Al- 


. ameda "Co. lot 4, blk 2 
7 40 


10797 J Kastle—In Teachers' State 
i 


University Hd 
Assn, map 


filed of record in the 
office 


of the Recorder of Alameda 
Co.. e 80 R of s 
4 of lot 


1, blk 3 
7 98 


IN EDITH TRACT. 


10904 C 
Overholtaer—In 
Edith 


Tract, map filed of record 
in the office of the Recorder 
of Alameda Co.. let 2, blk 
D. imps and 
pp 
2 76 


10S16 Mir.crva C n-iriws — tn Edith 


Tract, map filed -of 
record 


in the ofl'ce cT tl-.o Recorder 
f Alan.cda Co., lol 15. blk 
D 
3 71 


IN STATE 
UNIVERSITY 


CIATION" NO 1. 


HD ASSO- 


10944 L S Tracey—In State Univer- 


sity Hd 
Association 
No 4. 


map filed of record in the 
offlce of the Record, r of Al- 
ameda Co.. e 60 ft of w 100 
ft of lot S. blk 2 mul imps 
5 13 


10963 T W 
Painter—In 
rt-ate Uni- 


versity Hd Associat'on No 4 
map flled of recon' in the 
office 
of 
the 
Rectraer of 


Alameda Co., w 50 ft of lot 
6. blk 3 
3 10 


IN LEVISON TRACT. 


, 11041 Golden Reward 
Oil and 
De- 


«a ] 
velopmeirt 
Company — In 


, 
Levison Tract, map 
filed of 


record 
In the 
offic. 
of 
the 


I 
Recorder of 
Alameda 
Co , 
! 
lot 26. blk B.. 
. 
4 1'.; 


11043 A D Fraser—Ir. Levison Tract 
„. 
' 
Tract, map filed of lecord in 


-D os) 
the offlce of the Rei order of 
Alameda Co , lot 2-. blk B 
1 67 


IN DOMIXGO PERALTA HD. 


11057 George Mickleson—In Domin- 


go Peralta HoriesU ad, map 
filed of record in fie oflice 
of the Recorder of Ala.me- 
da Co.. tiact of Id bounded 
n bv Hopkins st. e by Id of 
C C Judson (executor) s by 
Rose st, 
w 
by Id of Clara 
_ _ i 


Ready, por lot 9, and imps f 
IN CHP.ISTIANIA 'I RAGT. 


11073 H 
J 
Agaid—111 
Cliristiama. 


9 74 


1045 


11 54 


7 98 


4 14 


1 92 


3 71 


1 94 ', 


96 


12 97 


Harriet 
Harding — In Hardy 


Traut. in Subdivision ranges 
30.11, 
map 
f i l e ] ' of 
:ecoi-d 


m the office of the Recorder 
nf Alameda Co, lot 1. range 
11 
' 


10451 Charles E 
Waicl—'n 
Hardy 


Tract. 
in 
Subdivision 
of 


range 32. map filed .if record 
in the offlce of the Recorder 
nf Alameda Co, lot C. range 
12. and imps 


10475 Anton o McMillan — Mortgag- 


ee's interest in Hardy Tract 
map flled of record in the 
office 
of 
the 
Recorder of 


Alameda Co entire range 14 43 66 


IN SHAW TRACT. 


10571 J D Bennett— 111 Shaw Tract, 


map filed of record in the 
office 
of 
the 
Recorder of 


Alameda Co. lot 21, blk 9, 
and imps 


IN PLOT 61. 


10574 E 
Pfaukuchen—In 
Plot 
64 


map 
filed 
of 
record 
in 


the 
oflice 
3f 
the 
Re- 


corder 
of 
Alameda 
Co. 


tract of Id bd n by Univer- 
sity ave. e by 
1,1 of 
Geo 


Stirirg. s by Id of J 
W 


Bran nan 
w hy Id of 
De- 


benture Company and Esth- 
er 
O'Rourke, 
containing 


33-100 acres 


IN- GARFIELD TRACT. 


10598 H Sine.. Sr—In Garfield Tract, 


map 
filed 
of record 
.11 
the 


office 
of 
the J^ecorder of 


Alameda Co. w 29 55-100 ft 
of lot 9 


10599 Pacific 
Lumber 
Company — 


In Garfield Tract, map flled 
of record 
in 
the 
office 
of 


the 
Recorder of 
Alameda 


Co. e 25 ft of lot 9 


IN REESE TRACT. 


10606 W F Brock—In Reese Tract. 


. map tiled of re-cord in the 


offlce 
of 
the 
Recorder of 


Alameda Co. lot 12, talk A.. 


IN- CURTIS TRACT. 


10616 R Marben—In Curtis Tract- 


map filed of record in 
the 


offlce 
of the 
Recorder 
of 


A.lameda Co. lot 3. blk 3 
and imps 


10523 Mary Cary—In Curtis Tract- 


map 
filed of leeord in the 


office 
of 
the 
Recorder of 


Alameda Co. iot 9, blk 3 
and imps.. .. 


10662 Robert 
C Corlifs—In ' Curt"'s 


Tract, m subdivision of blk 
? map filed of record in th» 
office 
of 
the 
Recorder 
of 


Cn,-o ^AIameda Co.. lot F. blk S.. 
106,S Carrie 
M 
Davis—In 
Curtis 


Tract, in subdivision of hlk 
S. map filed of lecord in the/ 
office of the Recorder of Al- 


10686 Alice Neff—In 
Curtis Tract, 


in subdivision of blk 11, map 
flled of record In the 
office 


Nsf the Recorder of Alamedm 
Co.. e 30 ft of lot 13-A, blk 


19698 Eliza 
J 
Acton—In 
'Curtis 


Tract, map filed of record 
In the office of the Recorder 
at Alameda Co , pee of Id 
beg at the sw cor of Curtis 
and Folsoni st. th w 300 ft 
by 271 20-100 ft deep south. 
por blk 13, and imps 


IN ROONEY TRACT. 


10735 Donohue-Kelly Banking Co.— 
' 


In Hooney Tract, map 
filed 


of lecord in the office of the 
Recorder 
of Alameda Co.. 


e 75 50-100 ft of lots 7 and 
8 
hlk 
A 
13 3" 


10739 Maggie 
Rooney—In 
Rooney 


Tract. map flled of record 
in the office of the Recorder 
of Alameda Co., lot 15, blk 
A 
$3 


10748 Eliza Va=py—In Rooney 'Tract 


map filed of reeoid 
in the 


office 
of 
the 
Her-orcier 
of 


Alameda Co.. lot S. blk B, 
and 
imps 
10 63 


10760 Donohue-Kelly Banking Co— 


In Rooney Tract, map filed 
of 
record in . the 
office of 


the 
Recorder 
of Alameda. 


Co. lot 10. blk B 
4 24 


10759 Donolrie-Kelly Bunking Co— 


In Rooney Tract, map filed 
of.i-ecord in the offic- of the 
Recorder 
of Alameda Co., 


lot 6. blk C 
4 2 4 


10770 Donohue-Kelly Banking 
Co., 


In Rooney Tract, map filed 
of record in the offlce of the 
Recorder 
of Aiampda Co., 


lot 17. blk C 
-r 
2 "63 


10773 Donohue-Kelly 
Banking Co- 


in Rooney Tract, map filed 
of record in the office of the 
Recorder of Alameda Co., 
fractional lot 2. oik D.. .. 
6 38 


10780 Maggie 
Rooney—In 
Rooney 


Tract, map filed of record- 
In the office of the Recorder 
cf Alameda. Co., lot 10, blk 


filed or recoia 
ot tlie Ko-porder 
Co . lol '!" 
hlk 


Tiact. map 
in the ofti.--: 
of Alame-da 
A 
.'. 


1KT3 C H Neuhaus—In Christiania 


Traet. map tile.I of l e.-ord in 
the 
offie 
of 
the 
Recorder 


of Alameoa. Co., lo 
6, bIK 


r 
B 
1 67 


110SS W \V Van Arsdale—I'i Cbfs- 


t i n i A 
Tract, 
map 
lil^.l 
of 


reronl in the 
off PC of 
the 


Reporder 
of 
Al:ir.i((iL Co., 


lot 2S. blk B 
1 5» 


11C97 E 
W 
Wood waul-In 
C'lrii- 


SMIV'R 
Tract, 
mnp 
fil'd.of 


lecord 
in the 
offk-, 
n-' the 


Rec-ndrer of 
Alamc*:l Co., 


lot 
10. I'"'. B. . . . 
1 57 


11097 1i 
W 
\Vjoilwanl--ln 
Chrisli 


ania Ttaet 
map 
filed 
of 


re.-old in the 
nffiee nf HIP 


Recorder 
nf 
A l a m < d a 
C'o. 


Jot -41. blk 
B 
1 56 


11103 Phil'es Griftin—In 
Ch'lstlanla 


Tract, map filed 
o- 
record 


in the office nf the Ueoo'-der 
of Alameda Co . lot 
41-. blk 


B 
1 38 


11103 Phihe... Griffin—In 
Cl-ristiania 


Tract, man 
filed 
ot 
record 


in the oflice nf the Recorder 
nf Alameda Co.. lol 49. bik 
B 
1 57 


11109 P 
Fitzgerald—In 
Chrlstlaiila 


Tract map filed of i.'ecid In 
the 
offlce 
of 
the 
lipcorcier 


nf Alameda Co.. lot 61. blk 
B 
1 57 
11120 C H Neuhaus—In Christiania , 


Tract, map 
filed 
ot record 


in the office of the Recorder 
of Alameda Co. 
lot 11. blk 


C 
1 0 4 


11120 C H Neuhaus— In Chilstiani 


Traet.. map fl'ed ol record 
in the nffiee nf the Recorder 
of Alameda Co.. lot -0. blk 
C' 
1 04 


13133 R M Robertson . .In Or istiar.la 


Tract, map filerl ot record 
in the offlr-p of the Recordpr 
of Alameda Co.. To1 
4. *blk 
D 
: 
2 11 


IN CURTIS THAi'T. 


11141-A Fannie A Miller—Ii, Curtis 


Tract, map 
filed 
ot 
record 


Ir. the nfiir.e. of ilit: Recorder 
of Alameda Co., pc" of Id 
beg ar a point on t h e n 
1 of "Bay Pt 90 3-12 ft wool 
fm Che=tnut st 
th w 24 ft 


bv 100 ft deep, n po; lion h'.k 
10 
2 H 


11141-B J 
Rechenberger—fn 
Curtis 


Tract, map filed ot 
record 


in the office of thP Recorder 
of Alameda OP.. pr» of 
Id 


beg at a point on tr" r 1 of 
Bay 
st 
314 T>-12 ft 
west 


Chestnut =t. th w \2 ft bv 
135^,, ft dep north, portion 
blk "10 
5 31 


IN PROPERTY 
OF 
C VTHERINE 


I 
SCHMIDT. 


11145 The McCarthy 
Comr-uiy—In 


Property 
of 
C ithorln" 


i 
Schmidt 
map filed of record 


i 
in the offlce of the Recorder 


I 
of Alameda Co. pro of 
Id 


| 
beg at pt on the e line of 
S;icramer.to st 200 -'t s fm 


I 
Rosy st. 
th 
s 
15? 4-12 ft 


record in the 
office of the 


Recorder 
of 
Alameda 
Co. 


lot 19, blk 1454. and imps.. 17 


11409 Emma V Matigon—In 
Blake 


Tract No. 2, man filed of 
record 
in the 
offlce of the 


Recorder 
of 
Alameda Co. 


lot 31, blk 1454. and imps.. 
7 


11423 W E Tyrrel — In B.ake Tract 


No. 
'2. map 
filed 
ct" ircnrd 


in the office of the Recorder 
of Alameda Co. w L. of lot 
35, blk 3454. nnd imps 
5 


11422 W E Tyrrel — IVrs prop... 3 
11430 Frank 
D Elwell — In 
K; ike 


Tract No. i. 
ma-) filed of 


record in the oflire of 4he 
Recorder 
of 
Alamecla. 
Co. 


lot 3!>. blk 1434.. and imps.. 11 


IN LEONARD TRACT. 


11457 Charles E Black—In Leonard 


Tract, map 
filed of roc-ord 


in the ortice. of the Recorder 
of Alameda Co. lot 10. blk B, 
and 
imps 
1- 


11457 Charles E Black 
Pers prop 1 


IN HILLEGASS TRACT (MAP NO. 
11504 David B Hunter—In Hiliegass 


Tract 
(Map No. 3), 
map 


filed of record in the 
oflice 


of tile Recorder of Alameda 
Co, lot S. blk A. aid imps.. 1! 


11504 David B Hunter — Pers Prop ! 
11517 H W Di-mins — Morluagce's 


interest in Hstleg i*s Tiact 
I Map No. 3). ma;i Hod ol 
record in the 
otfi -e uf the 


Recordei- 
of 
Alaiaeoa 
Co. 


lot 24. i.Ik A 
IS 


11654 Hairiet I'.oycr — In lliliesass 


Tract ( M a p 
No. 3). 
map 


titec. of reccrri m the 
efiice 


of tile K'-cordei ol Alameda 
Co. lot 3, blk C, and imps.. 4:: 


11654 Harriet Poyt-r — Pel's prop.. 


IN KEARNi;\- TRACT. 


1169" George- Str.'.i - 
In 
Kearney 


T';u-t. 
ri-ii> nk 1 of record 


in th. 
oIl'L-e of the K;eorJer 


nf Alu'll. ua Co, lol 1. hlk 1. 
imp:- and 
poll tax l'.i»2.. .. 


11GC4 Anihonv L l-'.n i is-h - In Kear- 


ney ' i i a - t . m..p 111. d of iec- 
i''d in the o f f u e nf the Ke- 
coi der ol Alameda Cn 
>i 100 


ft of lot S. l)!li 2. and imps 
! liij'J Emily M Mclin.ic —In 
Kear- 


nev Tr.iet. map Iii."l nf rec- 
ord in the n'iiee ul' the Re- 
c older . r" Al.'i'/ip.la Co, .-, 20 
:: of Ior 2. \.iui r 
3U ft of 


Kit ,;. I.ik o 
dwalil 
1: Sci >\—Ir. 
Kear- 


ney 
Tr.i'.t, nrip 
fill «i cf rcc- 


o;t" in ll.e off.re o:' the Re- 
en: cier 
of 
Aiimec-.-i 
C i. 
s 


5ii :t of n S" i t ol' Kit J. blk 
5. ami, i-np:- 
6 


11654 UchMiltl 
!; S. <•!. y—IVrs plop 


IN n A T l ' J I h I U J K K TRACT. 


13li60 Peler G Kl"." — 
I-i 
lialeh- 


elder 
7"r::et. 
map 
li'rd 
of 


recoid 
in t h e n!ln-p of 
the 


Hi-c-o <>•• 
n: 
\l:u.i<-da 


lor 
_' 
l.l'c \ 
. . . 


04 
02 
S). 


51 
OJ 


11634 


6 15 


4 60 


S 7« 


16 64 


81 
02 


3 13 


Si 
IX 


i 316S7 P 


l/MVi:i:siI ' Y 


! 
by 191^-12 ft 


4 42 i 11147 J F Tapiey—In 


85 


5 31 


11 


6 15 


Property 
of 


Catherine 
Schmidt 
map 


filed of record in tt e office 
of the Recorder of .^lampcla 
Co.. pee of Id be? al a point 
or. the e line of &ae-am<=nto 
Kt 352 4-12 
ft 
s 
f-n Ros* 


st 
th s 80 ft by '91 6-13 


ft e 
' * 24 


IN PERALTA PARK. 


11531 John 
Mulraney—In 
Peralta 


Park, map filed of record 
in Ihe offlce of the Recorder 
of Alameda Co.. w 50 ft of 
lot 9 and imps 
f JT 
11231 Jonh J Mulraney—Pers prop 2 .6 
31'46 D A 
Macdonaid—In 
Peralta 
Park, map filed of record in 
the 
offlce 
of the 
Recorder 


of Alameda Co. w 77 8-100 
ft of lot 15, imps fid pp.. 
9 °5 


11256 Goldberg. 
Bowen 
am". Com- 


pany—In 
Map 
of 
Peralta 


Park, Southern Annex, map 
filed of record in tl 5 offlce 
of 
the 
Recorder 
of Ala- 


meda Co. lot 15 
3 71 


1I'58 Goldberg, Bowen and Com- 


pany — In Map of Peralta 
Park. Southern Ann- x, map 
filed of record In ti.9 office 
of 
the 
Recorder rf 
Al,-- 


meda Co, lot 17 
3 .1 


IN WAVERLY 
PLACE 


11277 Hugh King—In Waverly Place 


map of record flled in the 
office 
of 
the 
Recorder 
of 


Alameda Co, lot, 4, blk A.. 1 67 


PLOT 68. 


11327 J F Craig — Mortgagee's in- 
terest in por'of Plot SS, map 
filed of record in tl e office 
of the Recorder of Alameda 
Co. pee of Id beg at a point 
on the 
n line of Blake st, 


256 62-300 
ft 
w 
fm 
Shat- 


tuck ave, th w 50 ft by 129 
65-100 ft n 
12 62 


. 
&TEEL TRACT. 


11353 Ids 
M J.,e Gal — I-i Steel 


Tract, map filed of record 
In the offlce of 'the Recorder 
of Alameda Co, PC" o f ' Id 
beg at a point on the s line 
of 
Blake 
st 
50 ft 
w 
fm 


Fulton St. th w 50 fl by 135 
ft s. per of lot's 1 an 1 2. blk 
1427. and 
imps 
15 61 


IN BLAKE TRACT NO. 2.. 


11402 jSmma L Gillehan—Ir. 
Blake 
Tract No. 2. map filed of 
record in the office of the 
Recorder of Alamecla 
Co, 


lot 18, blk 1464. and imps.. 13 88 


11402 Emma L Gillehan—IP 
Blake 


Tract £fo. 2, map filed of 


- l i;;!r,| 


t;-,, 
]ut 


,,! 


'! 
tin!,) n - l'i 
I 'ravei s>ty 


Terbaee. m.'p Il.rd 01 reenui 
ill 111- ofti.'r nl tl P Hoc.il Jer 
of Ai.in.rda 
i '" 
lo- 2. . . . 
13 45 


33RS7 P 
(J 
Galpm - I i 
l"n^e;.Mtv 


Terrae.-. m , p nle.l ,,f record 
ir, fie c-ni.-e "I tl-" Reeni-der 
of Al im.Va C. 
lot :: 
13 45 


11I5S7 P 
i; ' tijip. 


Terrace, n 
in th.'anlii 
of Alnin. el i Co 
].it I 
13 -K 


336S7 P 
i ; 
( i a l . i i n - In 
l ' n n 11 M I V 


T.-ri ii-.'. n..n 
1-le.l nf i,.<-ni.1 


in t l - ' - nltii-f .-< Hi.' K.'c.ird' r 
iif A . ' i i n e . l . I 1.. 
Int 
it . . . . IS 19 


336S7 3' 
C 
t;,il-.n 
in l'i i\, I - M V 


TPI-I-.-II-I.. m.<i> lilp.l nf i.-ciiril 
In the nfli 
I tin- It.-i-o. .ici- 


of Alampp* t ' . in: 7 
19 93 


116S7 P 
(j 
Galpn.- In 
I ' n i v i - i t y 


Terrar. 
m ip nlp-1 of rec'-rd 


in the nl1i(.- of t!-e rtepni ,|,T 
of 
AlHllu-da 
i "o. 
l i t 
S. 
4 i,2 


11710 Adele c' Joseph-In 1'nh .>r.-itv 


Terrace, 
map 
liaci 
of ive- 


ord IP the olh.'e o! ihe R . - 
.-order nf 
Alamen.- Cn t h a t 


pur lying p of a 1 irawn fm 
Make No. _'9 io Moke 15 
por 


of lot 1 f 
i 37 


IN BERKELEY PROPERTY. 


11729 J F Sim.-—In Borkf py Pri.p- 


erty. 
map 
filed 
<.]" 
i-pcniii 


in tlie cMlee 01 Th" Pecnider' 
of A l a m e l n Co. lot 4. blk B. 
and :mp*. and n 5" fl of lot 
5. blk B 
332 33 


11729 J F Sims -- I'PIS pinp . . . 
II SO 


11731 John F Sims; — In Berkeley 


Property, map 
file"! of i.'c- 


ord in tlu nlh.-e of tlie Re- 
corder of Aiameda Co s 50 
ft of lot 3. blk B 
43 2B 


11732 Peter (J Kins -. In Be-k. ley 


Pioperty. map filed 
of 
i <>.•"- 


urr] hi the office u' 
111.'- Rp- 


corclpr nf AlaniPda Co. e 300 
ft. of lot 6. blk B 
37 77 


31744 Eric O Lindhl.in. — In Rerk»lcy 


3Jroppr-.>. map 
fiie.i of 
JPI-- 


or.1 in the offlO'> o:' the. Re- 
corder 
of 
Alanuda 
Co. lot 


11. I.IK B 
47 97 


1177(5 E K Rliieoiit 
— In Berk.'loy 


Property, in.);) lilc-l of 
:e,_- 


ord in tile off.-p o- file Re- 
eimlPi of AUn-.rda Cn, s SO 
ft 
of 
lot 
25, 
oik p. 
and 


:mps. . ' 
10 57 


11786 G-ace 
N 
Da.\ — In 
Berkeley 


Property, map 
filed nf ipr'- 


oid 
1-1 The ofl1c» nr tl.rs Re- 


corder of Alampda Co., lot 
34. blk 
K and 
imps 
44 SB" 


IN BEXTON PR*_.f-'ERTY 


11S05 Frederick C Roberts—In Ben- 


ton r'ropprt\. mai. nip.] o f , 
record in the 
offkp "of fie 


Recorder 
of 
Aldr.crln 
C'o , 


lot 2 a i d imps and lot 3 
51 81 


1182! Clinton D i v — I n Benon Prn- 


perty. m,,p filed ot record in 
the 
nffipf 
of 
th.- 
Rc-c order 


of Aldin^da C-j 
Ira 22.. .. 11 21 


33821 Clinton Day—In Rerton Pro- 


perty, 
map 
file.J 
..t 
rer-ord 


in Hie oflice of the recorder 
of Alampria. Co.. lo' L'3 
11 29 


BERRY 
BANGS TRACT. 


13S73 Louisa E l^rehm—T>n-y Bangs 


Tract 
map tii.-d of record in 


In the office of thr- He^order 
of Alameda Co., l.it .'! blk 
A 
16 6J 


11904 M 
S 
Austin—Berry 
.Bangs 


Tract, map filed of record 
in 
the 
office 
or 
ihe 
Re- 


corder of Alameda Co.. lot 
1, blk C 
7 84 


13S09 R 
A 
Bern'—Bern- 
Bangs 
Tract, map flled of record 
in the office of tha Recorder 
of Alameda Co., lot 5. blk 
C 
6 74 


11912 Wll'.lam A Town-Berry Bangs 


Tract, map filed of record 
in the. office of the Recorder 
of Alameda Co., lot 7, biK 
C 
10 T6 


11926 Clara B Bailey—Berry Bangs 


Tract, map flled or record In 
in the offlce of the Recorder 
of Alameda Co.. lot 22, blk 
C 
16 63 


IN COLLEGE 
HOMESTEAD 


11974 R W W 
Cryan—Mortgagee's 


'merest, in College Home- 
ptea-3. map 
flled 
of record 


in tne 
office 
of the 
Re- 


corder of Alameda Co. pee 
of Id b>s at the ne cor of 
Shattuc.c " ave 
and 
Dwight 


way, th n on Shattuck ave. 
90 "l 1-:; 12 ft. e 121 9-12 
ft, £ 45 
ft, 
iv about 2 ft. 


s 45 ft. w 122 3-12 ft to beg, 
por lots 1 and 2. btk 3 
30331 


11976 F J Stlmson—Mortgagee's in- 


terest, in 
College 
Home- 


.itead. map filed of record 


* 
in the offlce of the Recorder 
of 
Alameda co. pee of id 


beg at the ne cor of Shat- 
tuck avo and Dwisht way, 
th n on Shattuck avp 90 1 
3-3 12 ft, c 121 9-1.! ft, s 45 
ft, w about 2 ft, s 45 ft. w 
1%2 3-32 ft to beg, por lots 
1 and 2. hlk 3 
Ill 6* 


11984 George A Mattern—In College 


Homestead, map 
filed 
of 


record in the 
office of the 


Recorder of 
Alameda 
eo, 


pee of 13 beg at a :)l un the 
n 1 of Dwight 
w ly 50 ft 


w fm Fulton st, th w 50 ft 
by 135 it n. p«r of lot 4. blk 
3 and 
imps 
13 32 


11894 George. A Mattern—Pers prop 
G 15 


11989 P. C. 
Simpson—In 
College 


Homestead, map 
filed 
or 


record In the 
office of the 


Recorder of 
Alameda 
co, 


pee of Id beg at a pt on 
t 


the w I of Fulton st 1S5 ft 
' 


n fm Dwight way, th n 40 
ift by 150 ft w, por of lot 4. 


SATURDAY EVENING 
4, 


blk S, and Imps 
16 04 
119*1 E L £ 
Glllehan—In College 
Homestead, «iap fll •<! 
ot 
record in th*- office of the 
Recorder of Alameda- '.o. pee 
of la bes at the nw coi- ot 
Haste st and Fulton st, th 
n SO ft ty 150 It w dei p, por 
Of blk 3 and 
Imps 
23 80 
11900 Louisa 
E Price—In 
College 
Homestead, 
map fll>;d of 
record in the oifteo of the 
Recorder -ol 
Alameda co, 
pee of Id beg at a pt on the 
t I of Channlng way 200 ft 
w fm Fulton ,st. th v. 50 ft 
by 270 It s, por blk 3 and 
Imps 
40 96 
12000 Louisa E Price—Fers prop ..3 33 
18003 M Dougery-'In College Home- 
stead, map filed of record 
in the office, of the Record- 
er of A'ameda co, pc<- of Id 
beg at a p't on the t 1 of 
Channing way 300 ft w fm 
Fulton st, th w 50 ft by 135 
ft s. por Wk 3 
13 ST 
U020 B 
F 
Arnold—In 
College 
Homestead, 
map filed of 
record In the office of the 
Recorder of 
Alameda co, 
w 60 ft of s •!£ lot 3, blk 4, - 
Imps and poll tax for 1902.. 16 96 
1J020 B F Arnold—Pers prop 
2 76 


12022 H N and A A Miner—In Col- 
lege Homesiead, jnap filed 
of i ecord in the- office of the 
Recorder of 
Alameda cp, 
e BO ft of w 160 ft or i >>•• ot . 
lot 3, blk 4 and Imps."... 9 13 
U040 LilHe 
Clark—In 
College 
Homestead, map 
filed 
of 


record in the office of the 
Recorder of 
Alameda co. 
pee of Id beg at a. pt on the 
w I of Ellsworth st Ml ft s 
fm Haste st th s 40 ft by 
350 ft deep w. por lot 4, blk 
4, anJ Imps 
3346 


12040 Llllle Clirk—Pers projj 
5 02 


12048 R H 
Warfleld—In 
College 
Homestead, map 
filed 
of 
of record in the office of the 
Recorder 
of 
Alame-la co. 


F 


ee of Id beg at the se cor 
Ellsworth and Haste sts. 


th s 65 ft by 150 ft e, por 
of blk 5 
15 61 
U87S R-R and Ada A' Patterson—" 
In College Homestead, map 
filed of record In the office 
of the Recorder of Alameda 
Co, n -16 8->2 St of lot J., blk 
6 and imps, poll ta* for 
1902 
4 50 
U08S Jullua Salsbcrger—In College 
Homestead, map 
filrd 
of 


record Jn the office of the 
Recorder o? jMamed i 
co. 


pee of Id beg at the i.w cor 
of Dwfght way and 'Jhoate 
st, th w 50 ft by 13"i ft n 
deep, por of lot 4, blK 6 
10 57 


121£3 Fanny V Marsh—Mortf agee's 


interest, in College Home- 
stead, map diet! of record 
)n the office of tho Recorder 
of Alameda co. pee of Id b<ra 
at a pt on the s 1 of Haste 
st 175 ft e fm Bowditch. 
th e C2 6-J2 ft by 120 ft 
deep s. por lot 2. bllt S 
3 3S 


12124 Oecar G Dornin—In 
College 


Homestead, map filed of re- 
cord in the 
office 
of 
the 
Recorder of 
Alame'Ia co'. 


w 25 U of lot 2. blk 8 and e 
60 ft of s, ^ of lot 1, blk a 
and 
imps 
15 0« 
13129 Grace 
W Dav—In 
College 
Homestead, map flted of ro- 
cord in the office of t'ie Re- 
corder of Alameda co, w 125 
ft of s 135 ft of lot 3, blk 
S 
27 4S 


IN SHAFTER PRO!ERTY 


12139 L H Slj—In 
Shafts) 
Prop- 
erty, re sub of lot; 
7-8, 


map ftlcd of record In the 
office 
of 
the 
Recorder of 


Alameda co, w 20 ft of lot 
9, blk S 
3 96 


1S139 L H Sly—In Shatter i-iop- 
erty, re sub of lots, 7-1, map 
filed of recoid in thr 
ofrke 


of the Reco-der of A ameda 
co. e K ft of lot S, blk S and 
Imp1* 
23 SO 


12149 W C Blasdel—In Shaftei Prop- 
ertv, re sub of lots 7-3, map 
filed of lerord in fhr 
office 
of the Recoidcr of A'amoda 
co w 20 ft of lot 8 aad the . 
e 25 ft of lot 7, blk i 
24 56 


'IN COLLEGE HOMESTEAD 


12161 S 
M 
Meyers—In 
<~oliege 


Homestead, 
map fl eel 
of 


record in the 
office of the • 
Recorder ot 
Alamec'a 
co, 


w 50 ft of the n *'z o-t lot 3, 
blk 0, and Imps 
2S 56 


I216S F 
T 
Duhllng—In 
College 
Homestead, in sub of lots 
1-2, map filed of record In 
the office of the Rtcordor 
of Alamedn co. lot H. blk 9. 
and Imps 
9 76 


J21S8—P T Dull ring—Pers 1'rop . 3 90 
12201 Florence H Thick—In '"-ollef-e 
Homestead, map hied of re- 
rord in the oftice ff 
the 
Recorder of 
Alnme(°a 
co. 


c BO ft of b ',4 of lot S, blk 
9, and imps 
. . . 
. . B 64 


IN BEAVER TRACT 


12249 F H Beaier—In Beaver Tract, 


map filed of roeora In the 
office o' the Recor-ler of 
Alameda co. lot 4. bile 1-11 
1] 30 


12254 Maggie J Hazlctt—In Beaver 
Tract. map filed of lecoid 
in the (fflce of the R< rordor 
of Alameda co, lot 15. blk 
1-11. and imps 
7 34 


12274 Juliet C Lotejov—In 
Beaver 


Tittct. man filed of tecord 
in th* offi\': of the R c-order 
of Alameda co. lot 
,1). blk 
2-11, and imps 
2f 30 


12374 Juliet C Lotejoy—Pets prop . t 02 
32276 Thomas I; Bishop—In Beaver 
'I'mct, mail filed of tecord 
In the ofllfe of the H corder 
of Alameda co 
lot 
IS, blk 


2-11. and lot :;e, blk 2-11, 
and Jmps 
30 79 


3227S Thomas B Bishop—.Pel s prop t 02 
12287 J 
W 
Richards—In 
Be»ve' 
Tract, map filed of re-ord m 
the office of the Rccordet of 
Alameda co lot 46, b k 2-11. 
and imns, also lot 
17. nlk 


2-11, poll tax for ye r 1902 4 BO 


IN COLLEGE HOMESTEAD. 


13SS4 A W Naylor—In College Hd. 
map filed of record Jn the 
office- of the Recordei of Al- 


i 
ameda Co,, pee of Id beg at 
' 
a point on the * 1 of Durant 
st 50 ft e fm Fultor st. th 
c 50 ft by 90 ft s, por lot 
1, blk 13 
r Ot 


12387 Grace W Day—In College Hd 


map filed of record in the 
office 
of the 
Rucoider of 


Alameda Co., w lUO ft of n 
K of lot 
2-, blk 13 . ..'. . 1" 09 


12427 T I Shipman.—In College Hd. 
map filed of record in the 
office 
ot the Recorder of 


Alameda Co, w 40 ft of Jot 
50, blk 11 and imps 
i 60 


IN BELL PROPERTY. 


S24S1 Clinton Day—In Bell 
Prpp- 
erty, map filed of -j-e ;ord in 
the office of the 
Recorder 


of Alameda Co.. lot :: 
1" 22 
12431 Clinton Day—In 
Bell 
Prop- 
erty, 
map filed of record 


in the office of the Recoider 
of Alameda Co., lot 4... . !•> 21 


U437 T L Heaton—In Bell Prop- 
erty, map riled of record m 
the office o£ the Reccrder of 
Alameda Co., lots 7 and 8 
and Imps 
5': 40 


12437 T L Heaton—~»em prop 
02 


12444 Clinton Day—In Bell Prop- 
. 
erty, map filed of recoid in 
the office of the Recorder 
' . 
of Alameda Co., lot J4 
< 27 


IN BLAKE TRACT NO 3. 


124«6 Alma E Stockwell — Mortga- 
gee's 
interest 
in 
Stake 
Tract No 3,' map flled of 
record In the 
office, of the 
Recorder of Alameda Co., 
lot 8 
1! 37 


1Z487 Ruth J 
Johnson—In 
Blake 
Tract No 3. map 
,11ed of 
record in the office of the 
Recorder of Alameda Co.. 
lot 33 
.f 
5 26 


IN MAP OF HILLEGASS TRACT, 
N 


OF BANCROFT WAT.) 


12510 J E Bwald—In May o! Hllle- 


B»»» Tract (N of Itancrcft 
tray), map flled o; rtcord In 


, 
the office of the Recorder of 


I 
Alameda Co.. pee of Id beg 


; 
B.t a point 155 ft n fm Ban- 
croft way and 12O it r. fm 
• 1 of Choata st. th a 35 ft. 


e 47 It', a 35 ft, w 47 ft to 
beg, por of lot S 
2 f4 


IN VILLA LOTS ADJ, TO UNIVERSI- 


TY ON SOUTH. 


12B31 Peter McEvoy—In Villa Lots 
Adj. to University on South 
map flled of record in the 
office 
of 
the 
Recorder • of 
Alameda Co.. pee of Id beg 
at a point on the- s 1 of All- 
ston way 
483-12 
ft e fm 
Union at, th e 65 ft s, 116 
2-12 ft w 55 ft and n 106 ft 
to beg, por 
lots 'i and 
3, 
blk-2, and Imps 
13-1 


12522 Johanna 
McEvoy—In, Villa 
Lots Adj to University os 
South, rnap filed' of record 
in the office of the Recordei 
of Alameda Co.. pee of »d 
beg at the se cor of Allston 
way and Union st. th a 96 
8-1J ft by 18 ^-n ft, e deep, 
por lots 2 and 3, blk 2 
8 13 


12524 E and E H Carleton—In Villa 
Lots Ad] to University on 
South, m<tp flled of. record In 
the office of the Recorder 
of .Alameda Co. n 40 ft.pf 
s 100 ft of lot 3. blk 2, and 
Imps' 
34 7C 


12593 Margaret D House—Mortga- 
gee's interest in Villa Lots 
Adj to University on South, 
map flled of record in the 
office" of 
the 
Recorder of 


Alameda Co , pee of Id beg 
at a point on the w 1 of 
Chapel st 160 ft s fm All- 
son way, th s 60 ft by 137 
1%-12 ft w. por blk 5 
36 13 


IN ANTISELL VILLA LO^S 


12689 Mary H Heywood—In Antisell 


Villa Lots, map ffied of rec- 
ord in the office of the Re- 
corder of Alameda Co, pee 
of Id be* at a point on the 
w 1 offSpruce st 115 ft s 
fm Rose st, th s 35 ft by 
134 7-12 ft w. por lots 4 
and 5, blk 2 and Imps 
2 €7 


12692 G W and A D Carrick—In 
Antisell Villa 
Lots, 
map 
flled of record An the 
office 


of the Recorder of Alameda 
Co.. lot 8, blk 2, and imps.. 34 70 
12692 G W and A D Carrick—In 
Antisell 
Villa 
Lots, 
map 


flled of record 1n the 
office 
v 
of the' Recorder of Alame- 
da Co . n <A of lot 9, blk 2.. 
6 92 


12696 Patrick 
Cahill—In 
Antisell 


Villa Lots, map filed of rec- 
oid 1n the office of the Re- 
corder of Alameda Co., n 15 
ft of lot 12 blk 2 
3 71 


12696 Patrick 
Cahlll—In 
Antisell 
Villa Lots, map filed of rec- 
ord in the office of the Re- 


** 
corder of Alameda Co , s % 
of lot 9. blk 3 and imps.... 17 60 


12719 Adeline Moulton—In 
Antiflall 
Villa 
Lots, 
re-suhdivislon, 


map filed of i ecord in the 
office 
of 
the 
Recorder of 
Alameda Co., lots 35 and 
36. blk 
3 
13 S2 


12721 A \V Moultoi.—In Antisell 
Villa 
Lots, 
re-subdiviston, 


map fled of record in the 
office 
of the Recorder of 


Alameda Co. s-24 8-12 ft of 
lot 24 and l.^tb 35 to 22, also 
n 20 ft of lot 33, blk 3 
61 4S 


127S2 Bertha A 
B Henderson—In 


Antisell Villa Lots map flled 
of record in the office of the 
the 
Recordei 
of 
Alameda 
Co. pee of Id beg at a point 
on the e I of Pine st 140 ft 
s fm Vine st. th s 100 ft by 
140 deep, s por 
of talk 7, 


and imps 
5 41 
12788 E 
F 
Fairchild—In 
Antisell 


Villa Lots, map filed of rec- 
ord in the office of the Re- 
corder of Alameda Co . pee 
of Id beg- at a. point on the 
s 1 of Vine st 90 ft w fm 
Spruce st. th w 39 2-12 ft 
by 60 ft deep s, por lot 1, 
blk 7, and 
Imps 
20 "9 


12788 E 
P Fairchild—Pers prop.. 3 90 


12797 S A D 
Puter—In 
Antiaell 
Vi'la Lots, map filed of ret- 
ord In the office of the Re- 
corder of Alameda Co., w 
120 ft of lots 7 and 10, blk 
8 and Imps 
27 T2 


12797 S A D Puter—Pe'rs prop 
. 23 31 


12802 S A D 
Puter—In 
Antisell 


Villa Lots, map filed of rec- 


« 
ord in the office of the Re- 
corder of Alameda Co., e 
14 7-12 ft of lots 7 and 10, 
and 
w 27 6-12 ft of lots S 


and 
9. talk -S 
6 F'l 
13810 Alice Chittenden-Mortgagee's 
interest In 
A'ntlsell 
Villa 
Lots, map filed of recoid In 
the 
office of the Recorder 


of Alameda Co.. pco of Id 
beg at a point on the e 1 of 
Spruce st SO ft n fm Cedar 
st, th n 40 ft by 70 ft deep, 
e por of blk 8 
9 06 


IN GRAVES & TAYLOR TRACT. 


12830 Gary A Driggs—In Graves & 


Taylor Tract, map filed of 
recoid in the office of the 
Recorder of Alameda Co, 
s 20 ft of lot 14 and n 20 
ft of lot 15. blk 3. and Imps 12 C6 


12330 Car> A Dtlggs—Pers prop... 
6 -5 


12S65 C H fehaUuck-Mortgagee's In- 
terest In Giaves & 
Tavlor 
Trict. mup filed of record 
in the ofllce of the Recorder 
of Alameda Co., iot 4, blk 
3 
4 06 


12874 Elma Bresee—In 
Graves 
& 


Taylor Tiact map filed of 
record in the office of the 
Recorder of 
Alameda Co, 


lot 12. blk 3 and imps 


128S6 Mattle M Congden—In Graves 


& Taylor Tract, 
map filed 


of retold in the office of the 
Recorder 
of. Alameda Co., 


pee of Id btjg at a point on 
the s 1 of Vine .st 45 ft w 
fm Louisa st th *\ 45 ft hy 
100 ft s, por of lots A and 
B 
blk 5 arid imps 


12594 E Claude Heckei—In Graves 
& Taylor Tract, map flled 
of recoifl in the office of the 
Recorder of Alameda Co.. n 
29 ft of 3 34 ft of lot K. blk 
5>. and 
imps 


12914 A Chlchlzola—In 
Graves 
& 
Taylor Tract, map flled of 
recoid in tho office of the 
Recorder of Alameda Co , n 
30 ft ot w 101 6-12 ft of lot 
7. Ik 6 
• 
B 35 


12925 G S McKenzIe—In Graves & 
Taylor Tract, map filed of 
record In the office of the 
Recorder of Alameda Co, w 
101 6-12 ft of lots 14. 15. IS 
and 19, blk 6. anil s 40 ft 
of w 101 6-12 ft of lot 11, 
blk 6 
1-7 77 


12928 L B Corbaley — Mortgagee's 
Interest In Graves & Taylor 
Tract, .rtnap filed of record 
In the office of the Recorder 
of Alameda Co., s 13 4-12 ft 
of lot 4, and n 20 ft of lot 
5, blk S 
6 74 


SPRAGUE & SWAIN 
PROPERTY. 


12938 Belte Muscot* — Subdivision 


plan 
of 
the 
Sprague 
& 
Swain Property, 
map filed 


of record in the ofllce of the 
Recorder ot Alameda Co.. 
lot H. blk 7 
7 99 


IN GRAVES & TAYLOR TRACT,. 


12965 E B 
Spitler—In 
Graves 
&. 
Taylor Tract, map filed of 
record in tho office of the 
Recorder 
of Alameda Co , 
pee of Id beg at the se cor 
of Vine st and1 Henry st, th 
& 80 ft by 95 ft e deep, por 
of lots 2 and 3. blk 8 and 
l 
imps 
'.... 14 04 


IN GOLDEN- GATE HOMESTEAD. 


17972 Louisa K Henry—In Golden 
Gate Hd, map flled of rec- 
ord in the office of the Re- 
corder of Alameda Co., lot 
4 and s 5 ft of lot 5, blk 
A and imps 
30 12 


12975 B 
P Batcheldcr—In 
Golden 
Gate Hd, map filed, of rec- 
ord in the office of the Re- 
corder of Alameda Co., lot 
6, blk A and Imps 
2 99 


12975 B P Batchelder—Pers prop.. 3 90 
13020 E A and 
H R 
Hurlbut—In 
Golden Gate Hd. map filed 
of record in the office of the 
Recorder of Alameda Co., 
•w 46 ft .jf lot 23, blk B and 
imps 
9 23 


IN JANES TRACT. 


13088 George B Benham—In Janes 
Tract, map 
filed 
of rec-' 
ord in the office or the Re- 
corder of Alameda Co., n 
35 It ot lot 4. blk B and 


a E ft of lot 5, blk B and 
imps 
4 16 
130S9 C C Haiti—Mortgagee's 
in- 
terest In Janes Tract, map 
filed of record in the office 
of the Recorder of Alameda 
Co., n 35 ft of lot 4 and s 
B ft of lot 5, blk B 
10 74 
13112 Jane 
Henderson—In 
Janes 
Tract, map filed of record 
in the office of the recorder 
of Alameda Co. resub of 
blk C. lot 4. blk C. and imps 4 82 
13130 Helen W Littlejohn—In Janes 
Tract, map hied of lecurd 
in the office of the Recorder 
of Alameda Co., lots 7, and 
S, blk D. and imps.. .. 
13130 Helen 
W 
Lfttlejohn—Pers 
prop 


13134 M 
J 
McFarland—In 
Janes 
Tract, mnp filed of tecord in 
the office of the Recorder of 
Alameda. Co . lot 11, blk D, 
and imps 


13152 Nofthern Railway 
Company 


Ca corporation), 
a line 
of 
single track (with 
switch) 
and standard gnuge, steam 
railroad 
kuo-n.^ 
as 
1 he 
Berkeley Branch" Including 
roadway, roadbed, 
rigla of 
way, rails, and i oiling stock 
beg at south boundary line 
of Town of Berkeley at or 
near junction of Adeline st 
with Stanford ave and run- 
ning thence ne along Stan- 
ford avenue to Shetttuck ave 
thence 
n aloiife 
Sha-ttuck 


ave to Rose st at or near 
Berryman stalion, 
2 30-100 


9 77 


6 02 


8 34 


niilcs" in length 
1146 74 
13153 Northern 
Railway 
Company 
(a corporation)^ franchise taog 
at s boundary " line of the 
Town 
of • Berkeley 
at or 
near the juntlon ot Adeline 
st with Stanfoid ave ,and 
running 
thence 
ne 
along 
Stanford avenue 
to Shat- 
tuck at e 
thense 
n" along 
Shattuck avenue 
to 
Rose 
st at 
or near 
Beri-yman's 


station 
1130 90 
13153-A Southern Pacific Company, 
steam ralitoad tiack begin- 
ning on 2d st at its inter- 
section with north 1 of Uni- 
versity ave running therce 
north along and on 2d st 
a distance of about 6115 ft; 
Also side track or 
switch 
beginning at 
a 
point on 
3d st between 
Unltersity 


ave and Delaware 
st 
and 
running the westerly about 
500 ft 
Also commencing on 
main 
line or right of way on 3d 
st bot University 
a\e and 


Delaware st running th w 
800 ft, crossing 2fl st 
and 


continuing w to the whaif 
of the West Berkeley Lum- 
ber Company on tne bay of 
San Francisco, 


Also beginning on 2d st 


north of 
Delaware st, th 


running east frm 2d st to 
3d st, connecting with the 
main line, a 
distance 
of 
about 750 ft 
43 26 


IN BLAKE TRACT NO 1. 


13201 First 
Baptist 
Church 
of 
Berkeley—In 
Blake 
Tract 


No 1, map filed of record in 
the 
office of the 
Recorder 


or Alameda Co.. lot 17 and 
w 2 ft of lot 16, blk B 
10 13 


IN BARKER T«ACT. 


13229 Edna F 
Beckett—in Barker 
Tract, map filed of record 
in the office of the Recorder 
of Alameda Co., lot 3 blk 2 
and lot 4, blk 2 and imps.. 12 97 


13232 Edna F Beckett—In 
Barker 
Tract, rnap filed of record 
in the office of the Recorder 
of Alameda Co. lot 7 and s 
20 ft of lot 6. blk 2 
6 48 


13241 Henry 
Templeman—In 
Bar- 
ker Tract, map flled of rec- 
ord In the office of the Re- 
corder of 'Alameda Co., lot 
16 and w ^ lot 14 and e ^ 
lot 
18. hlk 
>. 
13 69 


13246 George Fredericks—In Barker 
Tract 
map filed of record 
'n the office of the Recorder 
of Alarneda co, w % of lot 
17 and e Mi of lot 19, blk 2.. 13 42 


13256 Robert Thompson—In Barker 


Tiact. map filed of record in 
the offioe of the Recordei of 
Alameda co lot 1. blk' '3, 
and imps, also lot 2, blk 3, 
and poll tax" for year 1902, . 4 50 


13275 Margaiet M Daniels—In Bark- 
er Tract map flled of record 
in the office of the Recorder 
of Alamoda co, lot 16, blk 3, 
imps and pers prop 
3 90 
13292 Mary A Thomafa—In 
Barker 


Tract, sub blks 
5-6, map 


flled of record in the 
office 


of the Recorder of Alameda 
co, e 50 ft of lot 1, blk 5.... 1 21 


13212 Maiy A Thomas—Pers prop.. 
5 02 i 


1329S James C Aitkens—In Barker 


Tract, 
suta blks 
5-6, map 


filed of lecord in tho office 
of the Recorder of Alameda 
co, lot 5. blk 5, imps and 
pers prop 
' 
3 90 


13309 Brent Good—Ir Barker Tiact. 
sub blks 5-6. map flled of 
recolti in the ofllce of 
the 
Recm Jf r of Alameda co, lot 
13, blk 5* and imps 
28 28 
13332 Carrie 
L Diggs—In 
Baiker 
Tract, sub 
blks 
5-0, map 
filed of lecord in the office 
of the Reco tier of Alameda 
co, lot 4 blk 6, and imps.. 25 44 


Alameda co, e 5' ft of lot 2, 
. • blk A, and trap: 
k. .J 
9 13 


IN PERCY "RACT 


13744 R H-Hoyt—In P< rcy 
Tract, 
map .filed of re -ord In the 
office of" the Rec irder of Al- 
ameda co, lot 24 blk B, and 
imps ..' 
'... 19 92 
13771 Edwin E Newto i—In Percy 
Iract, map file of rt-cord. 
in the office- ot t ie Recorder 
of Alameda co, lot 6, blk 
D. and Imps 
2 23 
13771 Eflwaid J3 N(wfor —Pers prop 616 
1377G Ernest V Hideout -In 
Percy 
Tracf. map liled 3f recoid In 
the office of the ReccrdVr of 
' Alameda. co, lot 0 anl -s 


IB It of .lot 10, )lk D 
13780 North 
Berkeley 
CHurcr— In 
Percy Tract 
rr ip fled of 
record in thr ol ice nf 
the. 
Recorder ot 
A ameda. 
co, 


lot 13, blk D 
137S1 Congregational Ch irch Build- 
ing 
Society— vtortgaKee'^ 
interest 
In 
PC -ey 
Tract 
map flled of re ord in th>i 
office 
of 
tR€ 
) ecorder 
of 
Alameda 'co, lot 13, blk D . 
13751 Julia 
RumwIII— In 
Percy 
Tract,-map file' of recoid 
in the office of t ie Recorder 
of Alameda' co, 1 it 19. blk D 7 40 


IN MAP OF DALEY'S SCENIC PAKK 
13843 F F pye.-—In Ma] of Daley's ' 
Scenic Park", m ip filed of 
recoid in .the c Tice ot the 
Recorder 
ot" 
j l^meda co, 
lot 2, blk 2' 


1 31 


3 00 


5 B3 


13843 F F Dyer—In Ma; of Daley's 


3 31 


Scenic Pai k, 
13-145 rued of 


lecoid in the o lice of the 
Recoider of Alumtda Co, 
lot 2, blk-2 »m imps .,.. 18 84 
13919 Malmda A Wllliai is—MoitgA- 
gee's interest, 
i i 
Map of 
Daley's Scenic 
Park, map 


filed of record i i the 
ofiXco 
ot the Recorder of Alamed-a 
co. lot 19, blk j 
36 13 


13939 F M Wilson—In : tap ot Da- 
ley's Scenic Pai , map riled 
of recoid m the 
ifflce of the 
Recoider of 
A tmeco. 
co, 


lot 
19. blk 
7 
9 13 
13943 F M Witeon—In ; lap of Da- 
ly's Scenic, Part 
map flled 


of record in The Jff.ce of the 
Rectirder -of. Al imeda Co . 
lot 21, talk- 7 
10 21 
13969 F H Seals—In'ma i ot Daley's 


Scenic Park, m p 
tiled of 
record In the c nee of the 
Recoider of Al imccia Co. 
lots 20 and 22. 
ilk 10 
7 28 


13972 George B Smj the -In map of 


Daley s Scenic Park, map 
fil«l of record 
i i tho 
office 


of the Recorder ot Alsmedt 
Co, e 50 ft of lo- 5 1, 2 and .! 
Mk 11 and Imps 
. .. 
3 00 
13973 Eliza J Fis,h—Mor eagee s. in- 
terest in map 
of 
Daley's 
S.cenlc Park, rr ip nlecj oC 
recoid In the c flee of 
the 
Rerordei 
cf A3 imeda Co , 


P. 50 ft of lots t, 2 an* 3. 
blk 11 
is 48 


13987 John Geddes—In nap of Da- 
ley's Scenic Par .. "map tiled 
of record in the office of the 
Recorder of 
AJ \meda Co, 
lot 30. blk 
31 
s 53 
14013 H E Skinnei et al—In map 


of Daley's Scorn Park, map 
ftled of record 
i tin- officu 


of the Recorder of Alatneda 
• Co . lot 14. blk - i 
. 
. . 4 S2 


14043 Scenic Park Real v Companv- 


I"n map 
of Da ey's Scenic 
Park, map fllei of record 
in the office of t ie Recorder 
of Alameda Co. lot- 7. blk 
14 
21 S8 


14095 R L Sherman—Ii 
Mtp 
of 
Daley's Scenic 'ark, 
map 


filed of record i i tho office 
of the Recorder of Alamedt 
Co , lot 15, blk 3". Imps and 
pp... . - 
6 03 
14111 F H Bentley—In nap-of Da- 
ley's Scenic Pai ;, map filed 
of record in the office of the 
Recorder 
of "A ir.ieda. Co, 
lot 15. blk 18, Bid imps 
31 72 


14138 A C Lawrence—I i 
map" of 
Daley's Scenic Park, map 
filed of recoid 
n tha office 


of the Recorder of Alarneda 
Co . lot S. hlk ' 1 
1 31 


14141 Abbie L Crocker- -In map of 
* 
Daley's Scenic Park.' map 
flled of record 
n the 
office 


of the Recorder of Alameda 
Co . lot 11, blk 21 
B 02 


14143 Charles W Koem iff—In 
map 


4 25 


13332 
Carrie L Diggs—Pei.s prop., o 02 


13333 Oakland Loan and Investment 
Company—Mortgagee's 
in- 
terest in Baikor Tract, sub 
b'k.s o-ij, map flled of lecorjl 
in the office of the Recorder 
of Alameda co* lot 4. blk 6 . 
7 83 
13339 Mrs 
F C Lee—In 
Fiaiker 
Tract, sub blks 5-6, map 
filed of l ecord in the 
office 


of the Recorder of Alameda 
co, lot 10. blk 6, and imps.. 
2 63 
1S339' Mrs F C Lee—Pers prop 
. 9 55 


13352 Edward S Blackwell—In Bark- 
er Tract, map flled of record 
in the office of the Recorder 
of Alameda co, w 335 ft of 
lot 21, blk 6, and imps 
33 64 


IN SHATTUC TRACT NO 2 


13379 E Z Turner—In 
Shattuck 
Tract No 2, 
map filed of 
record In the office of the 
Recorder of 
Alameda 
co, 


lot 
29, 
blk 
B, and 
imps 
poll tax for the year 1902.. 4 BO 


13387 Fred R Turton—In Shattuck 
Tract No 2, map filed 
of 
record in the Office of the 
Recorder 
of 
A'ameda co, 
lot 26. talk B. and imps, poll 
tax for year 1902 
879 


of Daley's Seem • Park, map 
fiie'd of lecord n the officy 
of the Recorder of Alameda 
Co . lot 13, blk 21 
....... 
12 26 


»4149 Fannie 
Bitting — n 
map 
of 
Daley's Scenic Park, map 
filecT of record 1 the oflce 
of the Recorder of Aldmeda 
Co., n 20 ft of lot 3 and s 
30 ft of lot 4, blk 22 and 
imps 
................. 
as 33 


i 14149 Fannie Bitting — I ers prop... 
5 4 3 


14161 Clara E Held— In map of Da- 
ley's Scenic 
P rk, Rr-sun 


map filed of rr wd In the 
office of the Rec >rder of Al- 
ameda Co , lot 
8, blk 
23, 


and imps 
....... 
• 
..... 
14169 Lizzie Mix — In rm p of Diiey's 
Scenic Park 
1 e-su1). map 


filed of lecord n the office of 
the Recorder of AUimeda Co 
w 120 ft of lot . hlk J . and 
imps 
............. 
17 60 


14197 C O Faber — In m£ p of D.ilev's 


Eoenlc Park 
] e-suh. map 


filed of record 
n the nffic^ 


of the Reccrder of Alameda 
Co 
lot K, M . 25 
....... 
14197 C O Fabcr — In mf p of Daley's 


Scenic Park, 
1 e-sub. map 


filed of record 
n the 
office 


of the Recoider of Alameda 
Co 
lot 38. 'blk 25 
... 


14197 C O.Fabcr — In m: p of Daley's 
Scenic Park. 
] e-sub, map 


filed of record 
n ^tlv* office 


of the Recorder of Alameda 
Co 
lot 37. blk 25 


terest Jn Plot 8*, map ftled 
of rgedrd in the 
office of 
- the Recorder 
of 
Alameda 
' Co.. Iract of Id bounded n 
by Id of Joseph Hopkins; e 
by Spring st. s by Spring 
at. w by Berkeley 
Home- 
stead 
4 36 


0 60 


6 29 


IN BERKELEY VIEW HOMESTEAD. 
14286 Alice P- ElHs-'In 
Berkeley 
View Homestead, map filed 
ot recoid In the office of the 
Recorder of Alameda Co., s 
40 ft of lot JO, 
blk 1 and 
imps, an n 15 ft of lot 29, 
blk 1 
........ 
_ 
....... 


14287 E 
G Hammond — Mortgagee's^ 
interest In Berkeley 
View 
Homestead, 
map 
filed 
of 
record in the office of the 
Recorder of Alameda Co , 8 
40 ft of lot 30. blk 1 and n 
16 ft of lot 29 blk 1 
....... 
19 20 
14288 Benjamin .F Ellis-In Berkeley 


View Homestead, map filed 
of record in the office of the 
Recorder of Alameda Co., 
, 
pco of Id beg at a point on 
the east line of Arch st 40 
ft n fm sw cor of tot 30, th 
n on Arch st 40 1-100 ft. e 
290 6-100 ft. 
s 62 7-100 
ft, 
w 289 3-12 ft to beg. por loi 
30. blk 1, and imps 
..... 
15 47 
14300 John Finn — In Berkeley View 
Homestead, 
map 
filed 
of 
record in the 
office of the 


Recorder of 
Aiameda 
Co., 
pee of id beg At the sw cor 
of Vine and SDrlng sts, th 
w 135 "ft s about 100 ft, e 
135 ft, n 109 11-100 ft to. 
beg, por of lots 9 and 10, 
blk 2; also the n 30 ft of 
e % of lot S and the 8 20 
ft of e ^ of lot 9, blk 2 ... 


14302 Eva 
A 
Finn— In 
Berkeley 
View Homestead, map filed 
of .record in the office of the 
Recorder 
of Alameda Co., 
pee of Id beg at a point on 
the e 1 of Arch st, 45 1-100 
ft south fm Vine st, th s 
45 ft by 135 , ft east, por"lot 
9, blk' 2, also pee of Id bog 
at the se cor ot Arch and 
Vine sts. th s 45 1-100 ft by 
135 'ft deep, more or less, 
east por lot 10, blk 2 
...... 
3 88 


IN HOPKINS TERRACE 


14330 Moses Hopkins— In 
Hopkins 
Terrace. 
map filed of re- 
cord In the office of the Re- 
eo-der of Alameda co, lot 5. 
blk A. 
. 
...... 
11 1» 


14340 Harry 
Ell— Mortgagee' 
in- 
terest. in Hopkins Terrace, 
map fil^d o! record in the 
office o fthe Recorder of Al- 
ameda co, lot 19 and e 12 28- 
100 ft of lot IS, blk A 
...... 
6.94 


IN BERRYMAN TRACT ____ 


14360 Alice M B Tayloi — In Berry- 


man 
Tiact. map flled of 
lecord in the ofllce of the 
Recorder of 
Alameda 
co, 


lot U, 
blk 1-10 
......... 
4 39 


IN BERKELEY VILLA ASSOCIATION 
14370 Ada SiUis— In Berkeley Villa 
Association 
map 
filed 
of 


lecord In the office of the 
Recorder of 
Alameda co, 


lot 4, blk 2-11 
...... : ..... 


14372 Cosmos 
Land 
and 
Water 
Company — In Berkeley Villa 
Association, map filed of re- 
cprd in the office of *lhe Re- 
ccrder of 
Alameda co, 
11 


80 ft of lot 3, blk 2-11.... 


14374 w C Price— In Berkeley Villa 
Association, 
map 
filed 
of 
record In the office of the 
Recorder 
of Alameda 
Co, 


lot 8. blk 2-11 
............... 


14374 W C Price— In Berkeley Villa. 


Association, map 
filed 
of 
record In the office of the 
Recorder of 
Alameda co, 
that por lying n of'Gordin- 
eres Crk of lots 7 and 9, 
blk 2-11 
.................... 


14385 Mai la Flanagan — In Berkeley 
Villa Association, map filed 
of record in the office of the 
Recorder of Alameda co, lot 
6, blk 13 
.................... 


3 54 


9 OB 


5 68 


6 54 


5 68 


IN BERRYMAN TRACT 


13387 Fred R Turton—Pers prop... 616 


s 
IN SEA MEW PARK 


13539 Continental Building and Loan, 
Association—Mortgagee's in- 
terest, in Sea View Park, 
map filed of record in the 
office of the Recorder of Al- 
ameda co, lot 2. blk 3 
21 00 


13540 Continental Building and Loan 


Association—-Mortgagee's in- 
terest, in 'Sea View Paik. 


t, 
map filed of record in the 
office of the Recorder of Al- 


I 
ameda co. lot 2, blk 3 
11 01 
13361 Margaret 
"Wiseman—In 
Sea 


View Park 
map 
flled 
of 
record In the office of the 
Recorder of 
Alameda co, 
lot 7, blk 5. and imps 
17 111 


IN CLAPP TRACT 


13592 Mary 
L 
Morrln—In 
Clapp 
Tract, map filed of record 
In the office of the Recorder 
ot Alameda co. n 300 ft of 


94 


93 


14197 C O Faber 


enic P 


93 


•In mi r> of Daley's 
Scenic Park. 
3 e-sub, map 


flled of record n-tha office 
of the Recorder of Alameda 
Co, lot 33. bl . 25 . . . 
94 


14204 A W Thorrpson- -In map of 


Daley's 
Scenic Park, Re- 
Re-sub map fll d of i ecord 
in the office of he Recorder 
ot Alameda Co 
lot 40, blk 


25 
1 67 


14209 Harrv H Wykoff -In map of 
Daley's Scenic 
Park, map 
flled cf record n the 
office 


of the Recorder of Alarneda 
Co , lot 6 and i 
V> of lot 4, 
* 
blk 26. . .- 
7 63 


14209 Harry H Wykof-—Pers prop 3 90 
14210 Congregational 
Ministers Re- 
lief Societv—Mcrtgagce's in- 
terest in Map 
of 
Daley's 
Scenic Park, 
nap 
fund of 
record in the 
trice of tne 
Recorder nf- / larneda Co.. 
lot S and n 14 o lot 4. Tjlk 26 9 41 
IN. WHEELEI 
TRACT' 


14236 Sadie D Armstior ?-In Wheel- 
er Tract map lied of lec- 
ord jn the ofiic 
of trro -Re- 


cordt-i 'of Alan eda Co., lot 
6 blk 3 
-... 
5 SI 


14246 F E Arn-'st'-ong- In Wheeler 


TracE. map flled1 of record in 
the office of the Recorder of 
Alameda Co,, e :ce,pt n f rt 
of lot ti blk 3 
1 


I 14247 Alice 11 Barnett--In Wheeler 
Tract, map fi!< d of i ecorc 
in the office of -he Rernrdfr 
of Alameda Co 
lot If 
nlk 


4 60 


14249 Thomas W Pago -In Wheeler 
Tract, map 
ffl< d of recoid 


In the office of he Recorder 
of Alameda Co. lot 19. blk 3 11 19 


lot E. blk 1, and imps 
'.. 5 31 j 14253 E 
F 
Daches — In Wheeler 


13592 Mary L Morrin-—Pers prop.... 
13594 Mra G L Fitz—In Clapp Tract, 


map tiled of" record in the 
office 
of the 
Recorder 
ot 
Alameda co. n 100 ft of lot 
9, blk 1. and imps 
12 97 


IN COLLEGE TRACT 


13645 Theresa Gallager—In College 
Tract, map filed of recoid 
in the office of the Recorder 
of Alameda co, lot 42, and 
Imps 
2 29 


13648 Catherine S Smith—In College 
Tract, map filed of record 
In the office of the Recorder 
of Alameda co, lot 48 and 
Imps 
15 47 


IN 
VILLA 
LOTS 
ADJOINING 
TO 


UNIVERSITY ON WEST 


13676 C G D Mill*—In Villa Lots 
adj to University on West, 
map filed o? record in the 
office .ot the Recorder 
of 


Tract 
map fi ea 
of rec- 


ord In the offic 
ot thfi Re- 
corder 
of 
AJ imeda 
Co., 
lot 18, blkr 4 
............ 


IN 'PLO: 84. 


4 39 


142G5 R D 
Chandler- -Mortgagee's 
terest m Plot 
4. map filed 


of record in the office of the 
Recorder of 
A ameda 
C<->., 
Pee of I d beg 
at a point 
300 ft e fm S ring si and 
330 ft s fm s I Dund.tr,.- line 
of lands of Me ,es Hopkins. 
thence ea*t It; ft by 100 
ft s. containing 37-100 acres 17 76 


14272 Anna V Healey- -In Plot S4. 
map filed of r cord In the 
• office 
of 
the 
Recorder of 
Alameoa Co., n-act of land 
bounded n by d of Joseph 
Hopkins, e by Soring st, s 
by" Spring- st, 
v by Berke- 
ley Homestead 
......... 
8 52 
11271 "W i. Watts— Mo -tgagee s In- 


14389 Isaac 
Flagr—In 
Berryman 
Tract, rnap filed ot record in 
the office of the Recorder 
of Alameda Co, lot 20 and Jl 
10 i- of lot 21, blk 4-13.... B 85 


14391 Clara E Maddock—In 
Berry- 
man Tract, map filed of re- 
cord in the office of the Re- 
corder of Alameda co, lots 
10 to 21 Inc. blk 6-15 
31 51 
14407 C 
i/r.gebietsen—In 
Berry- 
man Tract, map filed of re- 
cord m the office of the Re- 
corder of Alameda co. lot 
6, blk £-17 
5 85 


14414 John H Paulson—In 
Berry- 
Tract, map 
filed of record 


in the office of the Recorder 
of Alameda co, n ^6 lot 9, 
blk 8-17 
3 18 


14414 John H Pauloon—In Bestry- 
man Tiaet, map filed of 
record in the office of the 
Recoider of 
Alameda 
co, 
lot 10, blk S-17 
5 84 


14455 Ella 
L Baker—In Berryman 
Tract, may flled of record 
in the office of the Recorder 
of Alameda Co, pec of Id beg 
at a pt on the e 1 of Henry st 
120 ft s fm G'.lman st. th 
s 50 ft o 135 ft n 55 ft and 
w to beg, por lots 11 and 
12, talk 11-30 
6 91 


IN BERKELEY VILLA ASSOCIATION 
144B9 William Barrier—In Berkeley 
Villa. Association .map filed w 
of record in the office of the 
w 


Recorder of 
Alameda 
co, 
s Vt of lot 4, blk 30 
11 19 


14"466 William S Wood—In 
Berke- 
ley Villa Association, map 
flled of recoi d in the 
office 


of the Recorder of Alameda 
co. s 60 ft of lot 8. blk 20 
and Imps 
8 61 
14467 Homestead Loan Association— 
Mortgagee's 
Interest. 
In 
Berkeley Villa 
Association, 


map 
fllftd ot record In the 
office of the Recorder ot 
^- Atameda co, a 60 ft of lot 
m 
S. blk 20 
4369 


I44flrGlennle Davles—In Berkeley 
Villa Association, map filed 


* 
of record In the 
office of 
the Recorder of Alameda co, 
n 40 ft of lot 6, and s 60 ft 


V ot lot 7, blk 22 
791 


14604 telizabeth Begole—In 
Berke- 
ley Villa Association, map 
filed of record In the office 
the Recorder of Alameda. co, 
pee of Id beg at a pt on the 
n 1 of Rose st 95 ft w fm 
Pine st, th w 45 ft by 120 
ft 11 and irnps 
28 70 


14505 Gordon Bradley—In Berkeley 
Villa Association, map filed 
of reco'fi in the office of the 
Recorder 
of 
Alameda oo, 
n 45 ft -of lot 7, blk 22, and 
imps 
45 39 


14505 Gordon Bradley—Pers prop.. 5 02 
14509 M 
C Anthony—In Berkeley 
Villa Association, map filed 
of record in the office of the 
Recorder .of 
Alameda co, 
s 14 ft of lot 11 and n 26 ft 
of lot 12, blk 22 and imp.. 30 43 
IN MAP OF LA LOMA PARK 


14545 Chailes B Foot—In Map of 
La Loma Park, map ffled of 
record In the office of fhe 
Recorder of Alameda co, lot 
20 
3 72 


PLOT 59 


14559 Pacific 
.Improvement 
Com- 
pany—In Plot 59, tract of 
Id bounded n by Id of H 
Carleton. e by right or way 
of Northern Railway Co, s by 
Id of George C Pardee, w ny 
Bay of San Francisco, contg 
1 90-100 acrjs 
2241 


IN GRAYSON TRACT 


14566 J 
H Jordan—In 
Grayson 
Tract, map filed of record 
in the office of the Recorder 
of Alameda co, lot 12 and w 
15 ft of lot 31, blk 1,61, 
3 71 


14596 Albert J Villier—In 
Grayson 
Tract, map filed of record in 
the office of the Recorder of 
Alameda. co, lot 15 and 16, 
blk 173 
167 


14616 F W H Atzeroth—In Grayson 
Tract, map filed of record 
In the office of the Recorder 
of Alameda co, lot • 1, blk 
178 
4 82 


IN LANDS OF H D W C AND REB 


CARLETON 


11626 Nettie C Carleton—In lands 
at Ii D. W C. aad, Ra» 


Carlaton, map liled of record 
In the office of the Recordar 
of Alameda Co., lots 3, 4. 
6. 16. 17. 18 and fractional 
lots 2 and IS. blk 161; lots 
3 to 6, 16, 16: 17 and frac- 
tional lot 18. blk 162; lots 4, 
B. 6, 15, 16. 17 ,ind fraction- 
al lots 3 and 18, blk 163; 
lots 5, e. 7, 14 15, 16. and 
fractl lots 4 and 17. blk 164; 
lots 5. 6, 7, 14. 15. 16 aud 
fractional lots 
4 
and 17, 


blk 165, Jots 6. 7, 8, 13 14, 
15 and fractional lota 4, 6 
and 16, blk 
lf.6 
6 3J 


14628 Rebecca Carloton—In 
Lands 


of H D. W C 
and 
Reb 
Carleton, map filed of re- 
cord in the offii e of the Re- 
corder of Alan-eda co, lots 
6. 7, 8, 17, IS, and imps, and 
frac lots 5, 9, It; and 19. blk 
* 


1!>5 
2 IB 


IN HARDWICEC TRACT 


H63S F H Hardwick—In. Hardwlck 
Tract, map fllod of record 
in the office of the Recorder 
of Alameda co lot 32, blk 
153 
l J7 


14633 Julius C McCenoy—In Hard- 
wick Tra<t, man flled of re- 
cord In the offKe of the Re- 
corder of Alameda co, lot 
2, blk 156 
2 U 


IN SMITH'S SUBDIVISION 
CF 


MATHEWS 
TRACT. 


14645 Benjamin 
Kirkwood — In 
Smith's 
Subdivision 
Of 
Mathews Tract, map filed of 
lecord In the office• of 
the 
Recorder of 'Alameda 
Co., 
lot 1, blk 23 
1 68 


14646 Benjamin 
Kirkwood — In 
Smith's 
Subdivision 
of 


Mathews 
Tract, map filed 


of record in 
Ih* 
office of 


the Recorder 
of Alomcda 


Co , 
lot 2, Ik _'S 
l 3« 


14649 First 
National 
Ban'i—In 
Smith's 
Subdivision 
ot 
Mathews Tract 
map filed 


of record 
in ih« office of 
the Kecouler .if 
Alameda 
Co, lot 9, blk .'3 
2 68 
14650 Albert 
Raullno- in 
Smith's 


Subdivision 
or 
&' athewfa 
Tiact, map fili'd of record, 
in the office of the Et corder 
of Alameda Co 
lot 10, blk 


23 
, 
2 63 


14659 William W Wilson 
et ll.—In 
Smith's 
Subdivision 
of 
Mathews Traoi. mai- 
filed- 


of lecord In t'ie 
o 'Ice Of 


the Recorder 
of 
A imeda 


Co . lot 6 and iv 15 f 
of lot 


6, blk 24 
3 71 


14661 F 
J Woodward- -In 
i-.niith s 


Subdivision 
of 
M thews 


Tract, map filed of recoid 
in the office cf the Ki« cider 
of Alameda Co . lot 8 and 
e 20 ft of lot S blk 21 
3 33 
14662 W H Brown—Mr rtgagee's in- 
terest in 
SnlIih'.-> Sabdlvl- 
slon of Mathews Tract, map 
filed of lecord In the office 
of the Recorder of Alarneda 
CO , lot 9 and " 20 ft of lot 
8, blk 24 
1 40 


146SO.R E Ragland-In Smith's Sub- 


division of Mathews Tract, 
map 
filed of lecord in the 


office of the Recorder of Al- 
ameda Co.. e ',* of lot 6, blk 
25...". 
1 87 


14680 R E Raslar.d-In Smith's Sub- 
division of Mathews Tract, 
map flled of r'cord in the 
office of the Recorder of Al- 
ameda Co., lot 7. blk 26 .. 
3 63 


14712 C Scott—In Smith's Subdivi- 
sion 
cf 
Mathews 
Tract, 


map filed of ipcord in the 
office of the Recorder of Al- 


* 
ameda Co., lot 9 talk 29 . 3 78 


14721 L C Stiauss-In .Smith's Sub- 


division of Mi) thews Tract 
map flled of i"cord In the 
office of the 
Recorder of 


Alameda Co.. lot 26, w 5 ft 
of lot 25 and ^ 5 ft of lot 
27, blk 29 
. 
. . . 3 70 


14736 John 
Robertson--In 
Smith's 


SubdiMsicn 
of 
Mathews 
Tract, ro-sub. map filed of 
rocord in the 
office of tho 


Recorder of -Alnmeda Co. 
lot 2. blk 33 
3 IS 


14736 John 
Robertson--In 
Smith's 


Subdivision 
rf 
Mathews . 


Tract, re-sub, map filed of 
record', in the office of the 
Recorder 
of Alameda Co . 


lot 3, blk 31 
3 17 


14739 Emma A Terry—In 
Smith's 
Subdivision 
of 
Mathews 
Tract, re-sub, map filed of 
record in the office of the 
Recorder of Alameda 
Co., 


lot 13, blk 31 
2 63 
14743 F J Woodwaid-In Smith's sub- 


division of Mathews Tract 
re-sub, map filed -of record 
in the office of tho Recorder 
of Alameda Co., lot IS, hlk 
31 
3 63 


14760 Minna Trimmer—In 
Smith's 
Subdivision 
< f 
Mathews 
Tract, map fi'ed of record 
in Ihe office of tho Recorder 
of Alameda Co , lot 22-, blk 
33 
3 71 


14761 Sophia Lark—In Smith's Sub- 


division of Mnthews Tm 
%r 


map 
filed 
of 
i ecord in "-the 


offtce of the Recorder of Al- 
amoda Co 
lot 21. blk m . . 3 71 


14753 F J Woodward In 
Smith's 
Subdivision 
nf 
Mathev/s 


Tiaot. map flled of ieco.il 
in the office of the Reoorl<1'r 
or Alameda Co . lot 24, bl't 
31 
3 70 


14767 F C 
Woodward-In 
Smith'? 


Subdivision 
of 
Mathews 
Tract 
re sub, map filod nf 
rec'-nl in the office of the 
RM order 
01° Alameda Co, 


lo's-14 find 15 blk 33 . . . 3 85 


1476S W Ti Erovin—M irtKapoo's In- 


tert?iL ir Smith's Subdlvl- 
vislon of Matticws Tract r» 
sub, map filed of record in 
the office of th 3 Recorder of 
Alameda Co. lots 14 and 15, 
blk 33 
1 40 


IN CASE TRACT. 


14843 Henry Crow—Ir. Case Tract, 


map filed of i ecord In the 
office of the Recorder of Al- 
ameda Co., lois 11 and 12, 
blk 4 and Imps 
9 4 2 


14849 E C Robinson—In Case Tract, 
map filed of i ecord In the 
office 
of the 
Recorder of 
Alameda Co, lots 1 to 4. blk 
B 
11 19 


14860 William Heaf«y—Mortgagee's 
Interest in Case Tract, map 
filed, of record in the office 
of the Recorder of Alamefla 
Co, lots 1 to 4. blk 6 
3 18 


14880 E A Ensor—In Case Tract— 
map flled of record In the 
office 
of the Recorder of 


of Alameda Co , lot 9, blk 7 3 71 


14893 Jesse Robm»on-In Cast Tract, 
map filed of record In the 
office of the Recorder of Al- 
amedi? Co., lot 10. blk 8 
66 


14894 G L Payne—Mortgagee's 
In- 
terest in Cast 'Jract 
map 


flled of record In tho office 
of the Recorder of Alameda 
Co.. lot 10, blk S 
94 


IN CRYSTAL SPRINGS TRACT. 


14916 Adel 
Hecht — In 
Crystal 
Springs Tract, map flled of 
record in the office of the 
Recorder of Alameda 
Co., 
lot 10, blk F, tnd imps 
2 02 
14916 Adel 
Hecht—P.TS Prop.. .. 
2 7 6 


14921 Sadie H 
Hiller—In Crystal 
Springs Tract, map filed of 
record In the office of the 
Recorder .of 
Alameda 
Co., 


lot 15. blk F. imps and pp.. 2 76 
14933 Allen 
Church—In 
Crystal 
Springs Tract, map flled of 
record in the office ot the 
Recorder of Alameda Co., 
e 40 ft of lot 8, blk G, and 
imps 
4 95 


14933 Allen Church—Pers prop.i'.. 2 7 6 
14839 W 
W 
Burgess—In 
Crystal 


Springs Tract, map flled of 
record in the 
office 
of the 


Recorder of Alameda 
Co., 
lot 13. blk G, .ind imps 
6 47 
14961 Edith M Raymond—In Crystal 
Springs Tract, map ftled of 
record in the oisce of the 
Recorder of Alameda 
Co., 
lot 10, blk H. and imps .. 
6 92 


14957 J 
H 
Ten-Ill—In 
Crystal 
Springs Tract, map flled ot 
. record !n the office of the 
Recorder of Alameda Co., 
lot 11. blk H 
6 91 


14960 F 
Johannnoltz -in 
Crystal 
Springs Tract map died of 
record In the ofhce of the 


Ot 
' 


lot Iff, blk H 
• 
3 23 


IN STATE UNIVERSITY HD ASSOCI- 


ATION NO 3. 


14963 William Hale—In State Uni- 
versity Hd. Association No 
3, map flled of record in 
the office of the Recorder of 
Alamcda Co., lots 1, 2, 9 
and 10, blk 1. and imps.... 2S 91 
14963 William Hale—Pers prop..'.. B 02 
14964 Citizens' Building and 
Loan 
Association-Mortgagee's In- 
terest In State 
University 


Hd Assn. No. 3, map flled of 
record in the office-of 
the 
Recorder of Alameda 
Co., 
lots l, 2, 9 and 10, blk 1 
1 40 
14966 George \V Doherty—In - State 


University Hd Assn No 3. 
map flled of record in the 
office of the Recorder of Al- 
ameda Co.,, lot 3, 
blk J,' 
and imps 
;. ...,,... IS 87 


14967 Asa H King—In State Uni- 
versity Hd Association No 3, 
map filed of record in the 
office 
of th* Recorder of 
Alameda co. lot 4, blk 1 
2 "S 
16017 M L Wurts—In State- Unl- 
v*sity Hd Association JJo 
, 
3, map fiied uf record in the 
office 
or the Recordar of 
Alameda Co, lots 6, 7, 8 aim 
9, 
blk 
B 
- 
6 7* 


1B02S M L Wurts—In State Uni- 
versity Hd Association 
No 


3, map flled o: record in the 
office of the Recorder 
of 
Alameda co, pec of Id bog 
at « pt on the s 1 of Moss 
st 394 6-12 ft v fm Dwt- 
nelle st. th w 15 ft, s 270 
7-12 ft to Tompldus st, a 
S9 10-12 ft 
n. 
135 • £t 
w, 


34 11-12 ft, n 135 (t to beg," 
por of lot 7, blk 6, and also 
lots I and l), blk 6 
.-. 
4 7S 


15031 M L Wurts—In Statj Univer- 
sity Hd Association No S, 
map liled of record in the 
office 
of the Recorder of 
Alameda co, lots 2. 3 aad 5, 
blk 7 
,.. 
< OS 


16042 Annie J Ward—In State Uni- 
versity Hd Association No 
3, rnap filed ol record in the 
office cif the Recorder of 
Alamedi «o, lot l blk S.... 5 SB 
16060 Laura 
1, 
Gibson—In State 
rnivers ty 
Hd Association 


No 3, -nap flled of record 
in the 
i ffice of the Hcco'i tier 


of Alaneda CO, w 52 10-12 
ft of loi 10 blk S, and Imps. 


IN" MAP 
OF 
(3ROVE STREET 


TRACT 


15078 James !: 
Wright—In 
Map 


of Grof - git eat Line Tiaet. 
map fll d of recoid in the 
office i 
tiu. Rot Older 
of 


Alamotl i co. lot )J. blk l, 
Imps a d pp 
2 7 6 


15082 Cymhia „* Corkrill—In Map 


of (Jio\i Street Lino Tract, 
map filixi of record in the 
office ff tho Rccoider ol 
-Mamccli co, lot 1C, blk 1. 
.ind imps ... 
L' 28 


150S3 CMiihla 
A 
Cockrlll—Peis 
prop 
2 76 


15104 J 
C McMulten—In 
Map 
of 


Grose 
Street Line 
Tract. 


map filed of rocoi d in the 
office 
of the 
Rocoid.--! 
of 
Alameda co. lot 44 blk 2 
1 79 
15105 Hairy 
r. Doit—In Map 
of 


Grove Street Line 
Tract, 
map filed of lecoid in the 
office 
of 
the Recorder 
of 


Alameda co. lot 4S, blk 2, 
ITPS and 
pp 
o 02 


151S5 Simeon Hlnton—In 
Map 
of- . 


Grove Ptrcot 
Line 
Tract, 
map flled ot record in the 
office 
of. 
thr 
Recorder of 


Alameda co. 
<"t S3. Wk 4. 
and imps 
1 s.i 


Elizabeth Ollphant—In 
Map 


of Giorc Street Line Tract-, 
map filed of record In the 
office of the Recorder of Al- 
ameda co. lot 78, blk 4, and 
lot 
SO. Wk 4, and 
imps 
I 5-' 
Elizabeth Ollphint. pers prop .' 7'j 
Hojvuod—Mortgagee's 
In- 
leicst. In Mip of 
Grove 
Street 
I ilno 
Tract. 
map 


filed of wo d In the office 
of the Roconler 
of 
Ala- 
meda CO, lot SI. blk 4 
i 5J 


15145 J C Mc.Mullen—In 
Map 
of 


Grove 
Street Line 
Tiact 
map ;iled of recoid in (ho 
office 
of 
the 
Recorder of 
Alamed.i co, lot S3. blfc j. 
and imps 
i PO 


IN SHATTUCK TRACT NO 4 


16157 Anrie M Bralnard—In 
Shat- 
• 
tuck Tract No 4, map filed 
of record in the 
offlco 
of 


the Recorder of AUmeda co, 
> 
lot 12, blk 12, and hups ... 
2 SO 


IN SHATTUCK TRACT NO 5 


15224 John W McDormott—In SllHl- 


tuck Tract No 5, map Blod 
of lecorJ in tho office of the 
Recoider of 
Alameda 
co, 
lots ^5 and 26, blk JO ... 
86 


IN SHATTUCK TRACK J1AP NO G 


15247 Blroy C Bissoll—In Shattuck 
Track Map No C. map filed 
of record in the office of thi, 
Recoider ct 
Alamoda 
co, 


lot 1. 1 'k 2J 
4 7S 


15247 Elroy C Bl.^scll—In Shattuck 
Track Map No 6. map filed 
of i ecord In the office of the 
Rocordoi 
of 
Alameda do, 
lot 14, LIk 2,, 
4 7i 


1524S John U. Grlswold—In 
Shat- 


tuck Track Map No 6, map 
filed of racoi'I in the office 
of the Recorder of Alameda 


/ 
co, lot 2. blk 23 
5 S5 


15248 John H 
Griswold—In • Shat- 


tuck Track Map No 6. map 
filed of record in the office 
of the Recorder ot Alameda 
CO 
lot 3, hlk 
23 
6 91 


15249 C 
L Stevens—In 
Shattuck 
Track Map No 6, map filed 
of record in the .office of the 
Recorder of Alameda co, iot 
4, oik 23 
4 is 


15349 C 
L Stevons—In 
ShatUick 
Track Map No ti, map tiled of 
record in tho office of the 
Recorder of 
Alameda 
co, 


lot 5, oik 23 
4 24 
15361 R 
O Baldwin—In 
Shattuck 
Track Map No 6, map filed 
of record In the office of the 
Recorder 
of 
Alameda co, 


lot 8, blk 23 
6 38 
15252 J H 
Grlswolo—In 
Shattuck 
Track Map No G, map flled 
of record in the office of the 
Hecordei of 
Alamoda 
<.o, 


lot 9, blk 23 
' 
6/11 


15863 i.ary H Abbey—In Shattuck 
Track Map No 6, map filod 
of record in the office of 
the Recordoi 
of 
Alameda 


co, lot 10, blk 23 
6 38 


16253 Mary H Abbcj—In 
Shattuck 
Track Map Ko £, map fllel 
of lecord in the office of the 
Recorder of Alamf da co, lot 
11, blk 
23 
9 6S 


J5254 Emily Johnson—In Shattuck 
Track Map No 6. map filed 
of record In the office of the 
Recorder of 
Alameda 
co, 


lots 12 and 13, blk 23 
3 71 


16256 Charles E Baitlett—In Shat- 
tuck Track Ma-p No G, map 
flled of record in the office 
' 


of the Recorder of Alameda 
co, lots 15 and 16, blk 23.. 3 71 


15264 Berkeley 
Bank of 
Savings— 
Mortgagee's 
interest, 
in 
Shattuck Track Map No 6. 
map filed of record in the 
office 
of the 
Recorder of 


Alameda Co, lots 2i 5 and 


15137 


15137 
15342 S 


17 »7 
blk 24. 
IN STEELE TRACT 


1627S Kate C Tiowbrldge—In Stecle 
Tract, man filed of record 
In the office ot the Recorder 
of Alameda bo, e 40 ft of 
lot 19, blk 1427, and Imps.. I 92 


15276 Kate 
C 
Ti owbrldgc—Pers 
prop 
, 
2 76 


IN BLAKE TRACT NO 2 


15289 William F Barrvv-In 
Blake 
Ttact No 2, map filed of le- 
cord In the office of the Re- 
corder of Alameda 
co, lot 
16. blk 1426, and pp 
3 76 
16317 Andrew O Donough—In Blake 
Tract No 2, map flled of re- 
cord In the ofllce of the Re- 
corder of Alameda co, lot 
17, blk 1455. and Imps 
691 


IN SOUTHERN PORTION OP BLAKE 


TRACT 


15388 Margaret Hair—In Southern 
Portion o/ Blake Tract, mavt. 
filed of record In the office ~ 
of the Recoider of Alameda 
co. lot 23. blk E 
, 
S «Z 


SATURDAY EVENING 
OAKLAND TRIBUNE 
JUNE 4,19O4 
25 


1538S Margaret Hair—In 
Southern 
Portion 
"of 
Blake 
Tract, 


map filed of record 
in the 


office 
of 
the 
Recorder of 


Alarneda co. lot 24. blk E . 


1B42S Rachael Creagnile—In South- 
ern Portion of Blake Tract, 
map fil«:d of record 
fn t i e 


office of 
the Recorder 
of 


Alameda co. lot 17, blk H. 
and imps, and lot 18. blk 
H 
16133 Albert Bc-tz—In Southern Po.-- 


tion 
of Blake Tract. m;.p 


filed of record in the office of 
the Recorder of Alameda c->, 
lot .'5. bib H. and poll t;,x 
for the year 
19U2 


16434 Albert Betz—In Southern Po •- 
tion 
of Blake Tract, rr.i p 


filed of record in the 
offi' e 


o'f the Recorder of Alamei a. 
co. lot 26. hlk H. and imps' 14 


I Albert 
Betz—Pers prop 


24 37 


9 S4 


1B434 


IN 


15620 


j 


16 54 j 5534 


16 53 i "51 


HILLEGASS TRACT (MAP NO 3) 
Villa 
Wiley—In 
Hillega: s 


Tract (Map No 3). map tiled 
of record in the office of. tl.e 
Recorder of Alamc-da co. l"t 
20. blk A. and imps 


16620 Villa v.'iley—Pers prop 
16634 Marie Hillegass—In Hillega.-s 


Tract (Map 
No 3). 
mf-p 


filed of record ir: the; offi' e 
of the Recorder of Aiamtt-a 
CO. lot 3. blk E 
16641 Eric O Lindblom—In KillegB.-s 


Tract (Map No 3). map r.l; ci 
of record in the. office of ti.e 
Recorder of Alameca Co. lot 
2, blk F 
16 


16641 Eric O Lindblom—In Hillega is 


Tract (Map No 
3). 
mrp 


filed of record ir. the offi'-e 
of the Recorder of Alarnec:a 
co. lot 3. bik F 


16671 Mrs K O Lindblom—In Hill - 
gass Tract 
(Map No 
;). 


map filed of record in tre 
office 
of 
the 
Recorder 
of 


•Uameda co. 1ft 31. bik G . 1= 4. 


16673 Benjamin Bangs—Mortgagee s 


interest, in Hillegass Trait 
(Map N-> 3). map nled of r-- 
cord" in the office of the R-?- 
co'-cie-r of Alamc-da co. lot .-i. 
and s 5 ft o: lot SB. blk G . 14 93 


16679 Mrs E O Lmdblom—Ir. Hlliv 


gass. Tract 
(.Map 
No.; t > . 


map filed of record in the 
office of the Recorder of Al- 
ameda co. lot 4>J, b;1-: G.. . 


15S79 Mrs E O Lindblom—In H'.n?- 


gasi; Tract 
(Map No 
3 > , 
m'p fled of record in the 
office of the Recorder of Al- 
arr.r-la co. lot 47, blk G. ai:d 
impi 


M-.-? 
E 
O 
Lindblom—Per? 


Luna'V Griffith—In Hi!leg_a.-s 


Tract (Map No 31. map nl-a 
of Ie-cord in the of?.r# of t \e 
Recorder of Alameda co. p :e 
of Id b-5 at a pt on the r. 1 
of Pfroy st 114 44-100 ft w 
fm Benver.U': ave. i.h t* 15 
ft bv 100 ft n. por blk G. ar.d 
imp.-- 
f 2. 
Lima P Griffith—Pers prop... 
2 ib 


fu'ar 
*. Masar.n—I" 
Hille- 


gass 
Tract 
( M a p 
No .:). 


reap nled of record in the e f- 


fire 
of the Record?;- of -M- • 


ani'-da co. >r 17. blk K. a-id 
imp.- 
o "6 


IN 
CORRECTED MAP OF SS'YDER 


HD 


15743 Rebecca 
Wurts—In 
'~nrf^t- 
ed 
Map 
of 
Sr.ydf-r 
Hd, 


map 
filed 
e-f 
record 
;n 


the offii-e of thrt Recorder of 
Alamccla co. sub' of lots '.2. 
13. 14 iir,,1 pnr 
cf 
11. pee 
«' 
Id 
marke-e] 
••Well"" 
1 04 , 


15754 W A ail L.jura B Grave.-— 
; 


"n '"orre-ctf d Map ot snycer 
j 


Hd 
rrap filed of re-cord in 
| 


the- office of 
< h* Rf-ce.rder of 
i 


Alameda co. sub of lots '2. 
, 


13. 14 and 
v>°r of 11. lot -".' 


*--d s 'i of lot 2S 


5960 Security 
Investment 
Com- 


pany—In Potter Tract, map 
filed of record in the 
office 


of the Recorder of Alarneda 
j 


co, lots 47 to 52 
3 IS j 


5963 R E Miller—Mortgagee's 
in- 


terest, 
in 
Potter 
Tract, 


map filed of record in the 
oflice of the Recorder of Al- 
arneda 
co. 
lot 
53 
2 72 


5%7 Security 
Investment 
Com- 


pany—In Potter Tract, map 
nlecl of record in the 
office 


cf the Recorder of Alameda 
co. Ijts 57 to 60. lot 61 and 
imps, and lots 62, 63 and 64 3 71 


51)71 Security 
Investment 
Com- 


pany—In Potter Tract, map 
filed of record in the 
office 


of tne Recorder of Alameda 
co. '.ots 6S to 73 inc 
4 96 


5973 Security 
Investment 
Com- 


pany—In Potter Tract, map 
nled of record in the 
office 


of :he Recorder of Alameda 
co. lots SO to SS inc 
3 62 


59S7 Security 
Investment 
Corn- 


pans-—In Potter Tract, map 
riled of record in the. office 
of the Recorder of Alameda. 
co, iots 10^ to 107 inc 


5392 Security 
Investment 
Com- 


pany—In Potter Tract, map 
filed of record in the office 
of the Recorder of Alameda. 
co. lots 112 to 131 inc 


Security 
Investment 
Com- 


pany—In Potter Tract, map 
filed of record in the office 
of the Recorder of Alameda 
co. lots 132 to 152 me 


956 Security 
Investment 
Com- 


pany—In Potter Tract, map 
riled, of record in the 
office 


of the Recorder of Alameda 
CO. iots 153 to 1(59 Inc 
S 52 


599S Security Investment 
Compa- 


ny—In Potter 
Tract, 
map 


filed of record in the 
office 


of the Recorder of Alame- 
da Cc., 
lots 170. 171, 172 


and 
373 
1 22 


6000 Security Investment 
Compa- 


ny—In Potter Tract. 
map 


filed of record in the office 
of the Recorder of Alame- 


Co.. lots 177 to 1S4 inc. 


and por plot 6, map filed 
of record in the office of the 
Recorder 
of 
Alameda Co, 


lots 55 and 56 
IN 
TEACHERS' TRACT.. 


j 16:66 H A Zmilie — In Teachers' 
i 
Tract, amended 
map. 
map 


• 
' filed of record in the 
office 


j 
of the 
Recorder of Alame- 


I 
da Co.. lot 28, blk A 


i 16266 H 
A 
Emilie—In 
Teachers' 


I 
Tract, amended 
map, 
map 


filed of record in the office 
of the Recorder of Alame- 
da Co.. lot 28. b!k A 


16273 H A 
Emslie—In 
Teachers' 
Tract, map filed of record 
in the office of the Recorder 
of Alameda Co.. lot 41. blk 
A 


16284 A 
D 
Otis—In 
Teachers' 
Tract, amended map, map 
filed of record in the 
office 


of the Recorder of Alame- 
da Co., lot 5, blk B 


3 IS 


12 97 


: 52 


4 24 


4 78 


4 77 


21 24 


2 76 


9 40 


3 71 


71 06 


15579 


15691 


15691 
15700 


. 


nd 
31 


'ip 
of 
.ne 


115755 O Iof rrr.yijc-r Mel. map raea 


re.'o; ci in 
the 'office.- of 


R;- c": der 
of 
Alameda 


pub of lois 12. 13. 
14 £ 


portion of 11. lots 3" and 
and 
imps 
r15760 A Jacobs—In Corrected M 


ot" Snyde-r Hd. map riled 
re-cnrci in the office of 
"Re-e-irel^:- 
cf 
Alameda 
Co. 


sub of lot 1 anel s Vi of 'ot 
-'' lots - and 3. bik A 


15761 A J Fnyl.-r—In Corrected JUp 


of £.ny."..:-r Hd. nap filed of 
l-cr.-.rd" in :>-.« office uf 
th. 


Hi-cord*; 
of 
AUra.cda 
"o. 


iub of !ut 1 ar.d s li of lo- 
2. lot 0. blk A 
-. 


IN BERKELEY HOMESTEAD 


J57-J5 Cain, rim- 
Ke-lly—In 
Berke. cy 


HnmesicnJ. 
reap 
filed 
of 
rei-onl in the ofrici- of 
the1. 


Re-,-e'-,-i;pr of 
Alam 
" 


lot 
f,. blk 
A 


15766 Rc:,e-i-t !; J[i-l;.-irlc— 


1 '° 


Berlie- 


of 


S 52 | 


.6002 Security Investment 
Compa- 


ny, In Potter Tract, map 
filed of record In the 
office 


of the Recorder of AJame- 
da Co.. lots 1S5 to 131 inc, 
and lots 138 to 200 inc.. 
.. 


.6007 Security 
Investment 
Compa- 


ny—In Fetter Tract, 
map 


filed of record ir. the 
office 


of the Recorder c' Alame- 
da Co.. lots 224. 225. 225 and 
lots 229 to 
240 inc 
4 06 


6010 Arthur 
Bailey—In 
Potter 


Tract, man filed of record 
in the office of the Recorder 
of Alameda Co.. lot 223 and 
lot 222 and imps 
3 81 


16014 Security Investment 
Compa- 


ny—In 
Potter 
Tract, 
map 


filed of record in the 
office 


of the Recorder of Alame- 
da. Co., lots 261 to 251 inc 
9 76 


'.6016 Security Investment Compa- 


ny—In Potter 
Tract, 
map 


filed of record in the 
office 


of the Recorder of Alame- 
da Co., lots 252 ro 255 inc 
and lots 2ST to 293 inc 
2 63 


'.6020 Security 
Investment, Compa- 


ny—In Potter 
Tract, map. 


filed of record In the 
office 


of the Rc-corder of Alame- 
da Co.. lots 295 to 301 inc.. 
3 00' 


151)23 John 
Hanson—In 
Potter 


Tract, map filed of record 
in the office of the Recorder 
of 
AIa.rr.eda, Co.. 
lot 
304 


and 
imps 
:. 1 69 


; 16027 Security Investment 
Compa- 


ny—In 
Potter 
Tract, 
map 


filed of record in the 
office, 


of the Recorder of Alame'- 
da Co.. lots 305 to 321 inc 
S 34 


161I2S Security 
Investment 
Compa- 


ny—In Potter 
Tract, map 


filed of record in t.he office 
of the Recorder of Alame- 
da Co.. Iocs 322 to 327 inc 
and lot 323 
I 
1 22 


16031 Security Investment 
Compa- 


ny—In 
Potter Tract, 
rnap 


Pled of re-cord in the 
office 


of the Recorder or Aiame- 
da Co., iots 330 to 337 ire 1 57 


16033 Security 
Investment: Compa- 


ny—In 
Potter Tract, 
map 


filed, of record in the 
office 


of the Recorder 
of' Alame- 


I 
da. Co.. iots 33S ar.d 339 anel 
lot 
347 anel imps and 
lot 
' i 
346 
1 93 


-.6036 Helen L 
Nelson—In 
Potter 


Tract, map filed of record 
in the office of the Recorder 
of 
Alameda 
Co.. lot 
342.. 
3 18 


j ' 16037 Eva L Weed-In Potter Tract. 


' 
map tiled of record in the 


I 
office of the Recorelar ot Al- 


' 
ameda Co.. lots 343. lot 344 


i 
anU imps, and 
lot 345 anel 


] 
pp. 
16 33 


, 16039 George W Kelly—Mortgagee's 


interest in 
Potter 
Tract. 


m:ip nle(] of record 
l:i 
the 


office of the "Recorder of Al- 
ameda Co.. lots 343. 344 and 
345 
18 12 


PLOT 55. 


16::32 P G King—In Plot 55, map 


filed of record in the 
office 


of the Recorder of Alame- 
da Co.. pee of Id beg at a 
pt on the ne cor of Wilder 
and Mabel sis. th n 260 12- 
100 ft. 
e 
173 69-100 ft, 
s - 


26012-100 
ft. 
w 
18125-100 


ft 
to beg. 
and imps 
2 4 2 4 


IN MOUNTAIN VIEW TRACT. 


16338 Clough 
& Baker—In Moun- 


tain View Tract, map filed 
or" record in 
the 
office of 


the 
Recorder 
of Alameda 


Co. lot 3 
IN 
SALINGER TRACT. 


John 
N 
anel 
Calestina 
J 
Kipp—In 
Salinger 
Tract, 


map filed of record in the 
office 
of 
the 
Recorder of 


Aiameds. Co., lot 7, blk D 
and imps 


IN HARMON TRACT 


16578 Horace D Irwin—In Harmon 
T'act 
map filed of record 


•'n the office of the Recorder 
of Alanieda. Co. lot 3. blk A 
and imps 


1637S Horace D Irwir.—Pers prop.. 
1-5S5 James and Will-.air. Moff.tt—In 


I 
Harmon Tract, map 
filed of 


2 09 I 
record in the- office of 
the 


I 
Roco'-d.e- of Alameda Co, lot 


I 
S. blk A 


! 36^57 Charles 
Browning—In 
Har- 


1 92 


16357 


S 18 


5 46 


8 90 
3 33 


9 OS 


15772 Erwl.i 
. . 
in tru.- 
of 


Berkc.ey 
liicu 
of 


.-c- of 
!r:o 


I 30 
CARRISON TRACT. 


16075 George 
Goodmnn—In 
Carri- 


ract, sub 
of 
por 


and 
D, map file 


lot 15. bik 
A 
? 49 ' 


15752 Erwin 
Sadler—In 
Berke cy 


Homcst.'a.l. 
map 
P.led 
of 


:«i.-;irrt in the office of th' 
Re.-oreier of 
Ala-.neda 
-jo. 


'ot S. blk 
C 
S 52 


15796 Erv.-ir. S Chapman—In Berke- 


ley- He-mestead. map filed ot 
re-, -.id in 
the- oftlc-,- of 
-he 
; 


Rc-cotdv: uf 
Aiameda. 
co, 


iot S. I.Ik D 
S 52 


15799 M 
L 
Wiirtf—In 
B'.-rkeluy 


Horm'rtcaei, map fi!c-cl of -e- 
c.ird in the offii •-• of the Ke- 
corder 
of 
Alarneda 
co. 


lot 12. hlk D 
s K 


15801 M Herman e-t al—In Berkeley 


Homestead. muv> filc-d of .'e- 
cord in the- ofii.-o r'f the He- 
corder fii 
Aianie-ila co. 
lot 


14. blk D 
S 52 


15816 Elizabeth Gilsenan—In Ber'-:e- 


ley Homestead, map riled of 
record in the 
umVe ot" -.he 


Rc-e-order 
o' 
Alameda co. 


lot Iri. blk,E 
3 74 


IN UNIVERSITY VILLA TltACT 


15S-2S Morris Windt—In 
I'n'vcr.-Uy 


Villa Tract, map 
tiled , .f 


rei on! hi the 
office of the 


Recorder 
of 
Alameeia. co, 


lots I ar.cl 2. blk A 
5( 47 


15834 William N 
Riddell—In 1. ni- 


verslty Villa 
Tract, map 


filed of record in the 
oiflc-e. 


cf the Recorder of Alam^d,: 
CO. lot 19. blk B 
6 01 


153-11 E O Lindblom—In University 


Vlllfc Tract, map tiled "t 
record in the office of tl.e 
Reco'-der of 
A'ameda, 
co. 


lot 32. blk 3 
6 SO 


15S41 E O Lindblom— "crs prop... 
2 76 


15S48 Jennie C Fora—In I'nivcr-ity 


Villa Tract, map 
filed 
of 


record in the office of 
the 


Kteord-ir of Alamtclu co. lot 
36. blk C. and Imps 
17 60 


15S48 Jenr.ie C. Ford—In L'uiverjity 


Villa Tract, map 
filed 
of 


record in the off.ce of 
the 


Recorder of Aiame-ela. co. lot 
35. blk 
C 


VILLA, HOMESTEAD 


15S93 M Helwis—In 
Villa 
Home- 
stead, map filed of rei ord 
in the office ot the Reco'.der 
of AlamedH co. loi 3S 


1692S TV" V "Wiichcr— In Villa Hone- 


st<-ad. map file'd of record in 
the office of the Rreorde • of 
Alameda co. iots SO and 51. 


IN POTTER TRACT 


16939 Edwaj-d E Potter—In 
Potter 


Tract, map nled of rei ord. 
In the office of the Recorder 
of Alameda ccx lots j ami 4. 


16942 Charles 
J Hasse—In 
Potter 
Tract, map tiled of rei ord 
in the office of the Rei-o.der 
of Alameda co. lot 6 and 
imps 


15942 Charles J Hasse—Pers pr. p.. 
15947 Annie 
Cnrleton—In 
Potter 


Tract, map filed of recnr-1 in 
the office of the Recorde:• of 
Alameeia 
co. 
lo: 11 
and 


Imps 


15950 Security 
Inve-stmcnt 
Cjm- 


pany—In Potter Tract, map 
filed of record in the office 
of the Recorder of Alan.eda 
co. lots IS. 19. 20 and 21.. 


1595G Security 
I r. vestment 
Corn- 


pa ny—In Potter Tract, map 
filed of record in the 
office 


of the Recorder of Alamc-cla 
co, lots 20 to 31 and 3 i to 


son 
blk 
record 
Recorder 


of 
of 


the office of 
the 


of 
Alameda Co., 


lot 
S, blk 
D 
2 63 I 


-.6077 George J Earl—In 
Carrison 


Tract, sub of por of blk K 
and D. mao file-d of record 
in the office of the Recorder 
of Alarneda Co.. lot 11, blk 
D 


18077 George J 
Earl—In 
Carrlsen 


Tract, sub of por of oiks E 
and D. map filed of record 
in the office of the Recorder 
of Alameda Co, w 
lf- of iot 


12. blk D 
: 


ROCK ISLAND TRACT. 


16119 George Schaeter—In Rock Is- 


land Tract, map f.led of rec- 
ord In the office of the Re- 
corder of Alameda Co.. lot 


IX HEP.ZOG TRACT. 


16131 Giacomo 
Perata—In 
Herzog 


mon Tract, mac, filed of re- 
cord in the office of the Re- 
corder of Alameda Co. n 45 
ft. of lots 10 and 11. blk A 
and imps 
6 "3 


16592 F 
M 
Cuyler—In 
Harmon 


Tract, map filed of record in 
the office of the Recorder of 
Alamefia Co. s 46 ft of lots 
10 and :i. blk A. and imps 4 61 


16392 F M Cuvler—Pers prop 
- 2 76 


16135 Charles S Moore—Mortgagee's 


Interest, in Harmon Tract, 
map filed of record :n the 
office of the Recorder of A!-' 
ameda Cc. lot 7. blk C 
6 86 


16442 F R ar.d H M:stron—In Har- 


mon Tract, map filed of re- 
cord in the office of the Re- 
corder of Alameda Co. lot 
17. blk C. and imps 
6 03 


16492 Marie 
A 
Blelly—In 
Harmon 
Tract, map filed of record in 
I 


the office of the Recorder of 
Alameda. Co, lot & ar.d e 10 
ft of lot 9, blk E. and imps 
6 38 


16516 Josie A Button—In Harmon 


Tract, map filrcl of record 
in the e-ffice of the Recorder 
of Alamcda Cr>. let » blk F. 
and imps 
6 74 


1C550 Charlotte Cummins—In 
Har- 


mon Tract, map filed of 
record in the 
office of the 


Hc-cdrder 
of Aiameda 
Co. 


lot 22. hlk G. and imps 
11 90 


16552 R 
Cristofferson—Mortgagee's 


interest, in Harmon Tract, 
map filed of record in the 
office 
of 
the 
Recorder 
of 


j 
Alameda Co. lot 22. blk G.. 10 74' 


1 1C557 P ar.d 
B Ligda—Mortgagee's 
' 


interest, in Harmon Tract. 


i 
sub blks I. J, L. man 
filed 
: 


sub blks I, J. L. lot 3. blk 


! 
of rcicord in the office cf the 


! 
Recorder 
of 
Alameda 
Co, 


lot 3. blk 1 
11 19 
; 1S560 John 
Dollerup—In 
Harmon 


1 
Tract, sub blks I. J. L, map 
llled of record in the office of 
the 
Recorder 
of 
Alameda 


Co. lot 7. blk 1 
5 85 


I'i576 Chaa "E Clawson—In Harmon 


Tract, sub talks I. J. Crmap 
filed of record. in the 
office 


of the Recorder of Aiameda 


. Co. w 1G 2-3 ft of lot 4. and 


e 16 2-3 ft of lot 5. blk J, 
and imps 
8 SS 


1^581 Anna 
T Guard—In 
Harmon 


Tract, ;:ub blks I. J, L. map 
filed o: record in the 
office 


cf tte Recorder of Alameda 
Co. lots D and 11. blk J. and 
lot 10, blk J. and imps 
1736 


1-S610 W 
T 
Sanders—In 
Map 
of 


I 
Blks M 
O and P Harmon 


Tract, map filed of record in 
the. office of the Recorder of 
Alameeia Co. lot 2. blk N, 
and 
Imps 
4 78 


I'i522 Christian M Hansor.—In Map 


of Blks M N O and P Har- 
mon Tract, map filed of re- 
cord hi the office of the Re- 
corder of Alameda Co, let 
27. blk O. and imps 


16624 Frank L Holland—Jn Map of 


Blks M N O and P Harmon 
Tract, map filed of record in 
the office of the Recorder of 
Alameeia Co. lot 2S. blk O. 
and imps 


16650 B J Bithi-r—In Map of Blks M 


N O and P Harmon Tract, 
map nled of record in the 
office 
cf 
tile 
Recorder 
of 


Als.meda Co. lot 21. blk P, 
and imps, and e ^ of lot 20, 
bik P 


1677S Otto A Rudolph—In 
legent 


St Hd, map file-d of record 
in the cfflce of the Recorder 
of Alameda Co, n 45 2 -100 
ft ot lot 124 and im s ar.d 
poll tax for 1902 


1677S Otta. A Rudolph—Pers prop.. 
16779 Oscar A May et al. Tr istee—- 
Mortgagee's 
interes . 
in 


Regent St Hd. map : led of 
record in the office 
3f 
the 


Recorder of Alameda Co. n 
45 25-100 ft 
of lot 
.24 


16781 Louisa 
C 
Cassidy—& ortsa- 


gee's interest, in Re{ snt St 
Hd, map fi!-?d of rec 3rd in 
the office of the Reco -der of 


I 
Alameda. Co. s 45 25 100 it 


j 
of lot 
126 


i 167S3 Benjamin 
T Browr.—I: 
Re- 
gent St 
Hd, 
map 
f led of 


record in the office 
nf 
the 


Recorder 
of 
Alame' a Co. 


| 
e SO ft f f 
lot 17 an 1 imps 


[ 16790 Benjamin 
T Brown—: '.i 
Re- 


! 
gent St 
Ha.map 
n ed 
of 


] 
record in the 
office of- the 


j 
Recorder of 
Alame a 
Co, 


i 
w 40 ft of lot 17 and imps. 
! 16S13 O Worth—In Regent 
',t Hd. 


! 
map filed of record in the 


I 
office 
of 
the 
Recor ler 
of 
' 
Alameda Co. s :^ of lot 39 
and imps . . ..' .. 


I6S20 George G McChesney— In Re- 


gent St Hd. 
map 
f led of 


record In the office of the 
Recorder 
of Alamera 
Co. 


lot 44, imps ar.d poll ax for 
1902 
; 


PARADISE PARK. 


16S29 C. Hansen—In Paradis 
Park. 


map 
filed of record in the 


office of the Recorder of Al- 
ameda Co.-. n 100 ft a" lot 1. 
blk C 


16S36 3VI R Clements—In 
IF irsdise 
Park, map filed of re -r.rd in 
\ 


the office of the Recc :-der of 
; 


Alameda. Co.. lot S. 
•!!-: C.. 11 19 i 


16S51 Bernard 
Lapachet—In 
Para.- 
: 


dise Park, map filed 3t' rec- 
: 


ord in the office of i ie Re- 
! 


corder of Alameaa C-).. tri- 
angular s 105 ft of lot IB. 
blk F 


116S62 W W and R E Davis-In Par- 


adise Park, 
map 
".led of 


record in the office of the 
Recorder of Alarneda Co.. e 
16S-12 ft of lot 2 ar i w 16 
S-12 ft of lot 3. blk A. and 
imps 


16S62 W W and R E Davis- Pers p 
16S6S S J Stabler—In Paradi. e Park 


map filed of record in the 
office of the Recorde: of Al- 
a.meda Co., lo: ".0. I l k A.. 


16S73 TV J Miles—In Paradise Park 


—man f.led of record in t'le 
office of the. Recorder of Ai- 
ameda Co., e 33 4-1 
ft of 


lot 3, blk A, ar.d i or>s.... 


15873 W 
J 
Miles—Pers pr< p". 


16SS5 George 
Ellis — Mor- jagee's 


interest in Paradise 
Park, 


map filed of record in the 
office of the Recorde: cf Al- 
ameda Co.. pee of Id 
beg 


at a point on the no th line 
of Felton st 255 ft 
-v est fm 


Paradise st. th w 1C-; ft by 
131 ft deep, n por of lots 
IS. 19. 20, blk B 


16915 John C Apple-white—I: .Para- 


dise Park, map filed of rec- 


j 
ord in the office of ht Re- 


I 
corder 
of Alameaa. Co.. 
w 


I 
37 6-12 ft 
of lot 3, blk 
G. 


and imp? 


1702S Barbara 
F 
McPhail—Pers 


prop 
2 76 


17039 Frank A Leach et at. trustee 
• 


— 
Mortgagee's 
interest 
til 


Amended Map 
of 
Central 
Park, map filed of record in 
the office of the Recorder of 
Alameda Co, in re-subdivis- 
ion of blk 6. w 40 ft of e 
S7 4-12 ft of lots 1 and 2. 
blk 
6 
21 SS 


17053 Mary 
Bond—In 
Amended 


map filed of record in the 
office of the Recorde] of Al- 
ameda Co.. n 36 ft rf the s 
70 ft of lots 6 and 7. blk O 5 SS 


17493 Anson S Blake—In Amended 


Map of the Newbury Tract, 
map riled of record in the 
office of the Recorde: of Al- 
ameda Co., lot 0, blk P, and 
Imps 
7 19 


17501 Carrie E Wright—In Amended 


47 


16917 John C Applewhite—I: Para- 


dise Park, map filed of rec- 
ord in the office of 
he Re- 


corder of Alameda C •>.. e 25 
ft of lot 4 and w i: 6-12 ft 
of lot 5. blk G. and imps.. 


116928 C 
O 
Schnoor—Ir. 
3 aradise 


I 
Park, map f.led of r- cord in 
the office of the Rec -rder of 
Alameda. Co.. lot 22 blk G. 
imps and poll tax 19 >2 


16933 Paradise German M E Church 


of Lorin—In Pa.rad:.'= Park, 
map filed of record in ihf, 
office of the Recorde • of Al- 
ameda. Co.. -. 40 ft 
• f lot B. 


blk H. anrl imps 
1 


16941 Emma Edwards—In ] 'aradise 
Park, map filed of r- cord in 
the office of the Rec irder of 
Alameda Co., lot 4, blk J. 
and imps 


6 41 


4 06 


IN AMENDED MAP OF CENTRAL 


PARK. 


16953 George D Burbank-In Amend- 


ed Map of 
Central 
Park, 


map filed of record in the. 
office of the Recordf • of Al- 
ameda Co.. pee of li beg at 
th r.w cor of AIca' raz av.i 
and Adeline st. th -.- 115 ft 
n 652-12 f;.. c abou 
140 ft, 


to w line of Adeltn ' st, th 
s 
CC 72-100 ft 
to leg. por 


blk 2 and imps 
.11 89 


16960 Guy E Dixon—In 
/ mended 


rnap of Central Pa k. map 
•filed of record in t! e offu;'! 
of the Recorder of Alame- 
eia Co., pee of Id be t at the 
sw cor of Harmon 
nd Ad- 


eline sts, th w IIS ft, s 5-1 
ft, e 96 ft. n PO ft 
o pt of 


beg. por of blk 2 
7 81 


16961 California Building ai d Loan 


Map of Central Park, -map 
filed of record in the 
office 


of the Recorder of Alame- 
da. Co., lot 25. bin 6 


17054 L Delucchi—In Amended Map 


i 
of Central Park, niap f.led 


7 63 I 
of record in the office of 
the 


I 
Recorder 
of 
Alameda 
Co.. 


I 
lot 41. blk 
C 
11705S J 
W 
Given?—In 
Amended 


' 
Map of Central Park, 
map 


6 91 I 
tiled of record in the 
office 


of the Recorder of Alame- 


| 
da Co.. lot 31. blk 
li 
and 


1 
imps 


i 17060 Charles E Allen—In Amended 


44 ] 
Map 
of Central Park, 
map 


filed of record in the 
office 


of the Recorder of Alame- 
da Co.. let 33. talk 6 


17061 M Carle—In Amended Map of 


Centra! Park, map filed of 
record in the 
office of the 


Recorder 
of 
Alameda Co.. 


lot 35, blk 6 


17074 Edward 
P 
Bancroft — In 


1 
Amended Map 
o:" 
Central 


4 50 I 
Park, 
map 
riled 
of record 


I 
in the office of the Recorder 


i 
of Alameda Co.. lot 12, blk 7 


117105 Calvin ft Winchell—In Amend- 
| 
ed Map of Central 
Park, 


i 
map 
filed 
of record in 
the 


office of the Recorder of Al- 
ameda Co.. n 45 ft of blk S 
and imps 


1710S Calvin S Winchel!—In Amend- 


M^p of Central Park, map 
fjed of record in the 
office 


j 
of 
the 
Recorder of Alarne- 
; 
da Co.. s 40 ft of n ?5 ft cf" 


i 
talk 
S 


1 1733S San 
Francisco Savings Union 


—In Amended Map cf Cen- 
trap Park, map filed of rec- 
ord in the office of the Re- 
corder of Alamc-da Cc., lot 
23. blk 
11 
6 3S 


17141 Maud E Chase—In Amended 


Map of Central Park, 
map 


filed of record in the 
office 


of the 
Recc-.-eler of Alame- 


eia Co.. lot 21. bi'c 11 and 


i 
imps 
6 56 


: 17147 S B and C D Reed-In Aniend- 


i 
c-d Map 
of 
Central 
Park, 


mnp filed of re-cord in the 


', 
office 
of 
the Recorder 
o: 


; 
Alamedn. Co., lot IS. bik 11 


i 
and 
imps 
5 84 


17147 S B and C D Reed—Pers prop 
2 76 


1715S German 
Evangelical 
Lutl-.er- 
cn Cong-resation— In Amen- 
ded Map of Centra". 
Park. 


; 
mnp 
filed 
of 
r.ri-.-.rd in the 


I 
office of the Recorder cf Al- 


! 
:'.meda Co.. lot 
25. blk 
11 


and imps 
9 41 


117159 Maria" D 
Miller—Mortgagee's 


interest In 
Amended 
Map 


o: Central Park, man fiieei 
of record in the office i: the 
11 71 
Recorder of Alameeia Co.. 
let 25. blk 
11 
45 04 


17160 Emily 
Johnson—tn 
Amended 


Map of Central Park, map 
filed for record ir. the office 
of the P.^c^rder of Alame- 
da, Co.. lot :>5. blk 11 and 
imps 
4 06 


17160 Emily 
Johnson—Pe>:-s 
prop.. 
2 76 


17167 Susan H Israel—Ir. Amended 


Map of Central Park, rrap 
filed for record i:i -.lie office 
cf the Recorder of Alamedn 
Cc.. lot 24, blk 11 ard imps 


17167 Susan H 
Israel—ijers 
prop 


17174 C 
H 
Br-.ant—In 
Am:-ne!ed 


Map of f'e-.itra! Park, map 
filed of record ir, the office 
of the Recorder of AlRnr-rda 
Co.. s 30 ft of lot 2S. blk 12 
and imps 


!>,- MAP OF WERNER TRACT. 


! 17200 George A Fisher—In. Map 
of 


j 
Werner Tract, map 
filed 
of 


! 
record 
in the 
office of the 


: 
Recorder 
of Alameda' Co. 


i 
lot 
4 and imps 


IN MAP OF ADELINE TRACT. 


-In 


Map of the Newbur> Tract, 
map filc-d of record in the 
office of the Recorde-.- of Al- 
ameda Co.. lot 3. bl': Q.... 
4 26 
331 17515" Peter Madsen — Mortgagee's 


interest in Amende. 1 
Map 


of 
the 
Newbury 
Tract, 


map filed of record in the 
office of the Recoruer of Al- 


] 
fimeda Co.. lot 14, blk Q.. 
7 63 


17519 Ellen 
Barnett—1:-. 
Amended 


t 
Map of tne Newbury Tract 
map filed of record in the 
office of the Recorder of Al- 
ameda Co. let IS. bll: Q 
4 26 


6 3SJ 17513 Ellen 
Barnett—In 
Amended 


map of the Newbury Tract, 
map filed of record in the 
office of the Recorde;- of Al- 
ameda Co.. lot 19. blk 
<J, 


310, 
and imps 
1385 


i IN MAP OF THE SCOVILLE TRACT. 


! 17534 Laura I 'rrer.schell—in 
Map 


of the Scoville Tract, map 


4 701 
filed 
of record in tl-e office 


i 
of tile Recorder ot" Alame- 


l 
da Co.. w V, lot 5 
1 16 


17534 Laura 
I Trenschell-^ln 
Map 


of the Scoville Tra :t. map 
tiled of record in tl.e office 
of the Recorder of Alame- 
da Co., lot 6 
, 
1 79 


o-l record in the office of the 
Recorder 
of 
Alameda Co. 


lot 
37. blk E. and 
imps.. 26 1G 


17849 J 
I 
Bowers—In 
Cinremont 


Tract, map filed of record 
in the orfice of the Recorder 
of Alamcda Co, lot IS. blk 
E, and imps 
6 56 


17S50 W 
G 
Sanborn—In 
Clare- 


mont Tract, 
map filed of 


record in the office of the 
Recorder of 
Alameda 
Co. 


lot IS, blk E 
30 S2 


IN BALL AND WHITE TRACT 


17S60 J 
h 
Smith—In 
Ball 
and 


White Tract, map filed of 
record 
in the office of the 


Recorder 
of Alameda 
Co. 


pee of Id bes at a pt on 
the s 1 of Tyler st 901 92-100 
ft w fm Claremont ave. th 
w 496 70-100 ft se 339 15-100 
ft. e 339 SO-100 n :!02 ft to 
beg 
61 81 


PLOT 76 


17S7S Elizabeth Martei-.stein — Plot 


76. tract of Id bounded n by 
plot 
75. e 
by 
Claremont 


ave. s by Clavemont. ave and 
Id s A Coburn, w by Id 
Julia C Buxton, contg SO- 
100 acres, and imps 


37879 W 
G 
Sanborn—Mortgagee's 


interest, 
in Plot 
76, map 


filed of record in the 
office 


of the Recorder of Alameda. 
Co. tract of Id bounded n 
by Plot 75. e by Claremont. 
r*ve. s by Claremont ave and 
Id S A Cobum. w by 
Id 


3 46 


4 39 i 


S 32' 
5 02 ' 


5 31 
2 76 


23 


5 23 


4 60 


07 


''' r 


IN WOOLSEY TRACT 


1:7554 Julia 
E Tisdale—Mortgagee's 


interest, in Wcoisey Tract., 
rnap filed of record in the 
office 
of 
the 
Reco.-der 
of 


Alrur.eda Co. lots 1. .'.. 3 and 
4. blk 
C 
14 76 


17555 John F Tansley—In Wooisey 


Tract, map filed o: record 
in the office of the Kecorder 


I 
o: Alameda Co. lot :•. blk C. 


I 
and 
imps 
2 19 


i 17557 Fannie 
A 
Humphrey—In 


Woolsey Tract, map filed of 
record "in the 
office of the 


Recorder of 
Alameda 
Co, 


lot 
6. blk 
C 
2 22 


17559 Elsie 
Sinclair—In 
Woolsey 


Tract, map filed o:' record 
in the office of the Uecordor 
of Alameda Co. lot ;, blk C 1 66 


IN 
WOOLSEY 
TRACT. 
'1 
D BALD- 


WIN SUB 


17570 John 
Hincheon—In 
\Voolsey 


Tract. 
(J D 
Baldwin 
Sub. 


map filed o£ re-core in 
the 


office 
of 
the 
Recorder of 


Alameda Co. lot 5, blk 1.. 
3 70 


IN PLOT 51 


D Caran—In Plot 51. 


tract of Id bounded n by Id 
Driebelbis. e 
by 
Dowling 


tract, s by Woolsev st anei 
w by Tole-raph av-' 
3 0 0 


IN WOOLSEY TRACT 


17597 Lyciia M Davidson—I". Wool- 


i 
spy 'iract. map 
f.;«=-i of re- 


1 
cord in the office o: th'^ Re- 
corder 01 Alar.-.eda Co, lot 
21 and w 25 ft of 1 t 6, blk 
A 
an-j imps 
4 06 


17624 Harriet 
A Fish—In 
Wooiscy 


Tract, map fileel o: record 
in the- c (Tice of the Recorder 
of Ala-.r.eda Co. lot 1-2 and 
29. bik B 
4 63 


17631 Vela Hltt—1:1 W.-iolse-,- Tract. 


ma:t filed cf rec-or. 
i;i 
the 


r-niire 
ot 
the 
Reci-rder 
of 


Julia C Buxton, 
acres 
contg 
.SO 


9 85 


IN PLOT 51. 


17897 Hannah E McMullen— In Plot 


51, map filed of record in 
the office of the Recorder of 
Alameda. Co.. pee of id beg 
at 3. point on the s 1 Handy 
st 7u ft e fm w 1 of Plot 51. 
th e 70 ft by 240 50-100 dc-ep 
s and imps 
................ 10 13 


1 12 


3 S« 


I 


Tract, por 
e 
of Berkeley 


town llr.e of lots 4. 5. 6 ar.d 
'. blk 4 


16159 J 
W 
Brown—In 
Herzog 


Tract, map 
filed 
of rec- 


ord in the office of the Re- 
corder of Aiameda Co., lot 
11. blk 
9 


IN LORIN PARK TRACT. 


1CJ71 George 
McHale — In 
Lorin 


Park Tract, amended map. 
•map 
tiled 
of 
record 
in 


the 
office 
of the 
Roc-order 


of Alameda Co.. lot 32.... 


. 16171 George 
McHale — In 
Lorin 


Pa.rk Tract, amended map, 
map filed of record in the 
office of the Recorder of Al- 
ameda Co.. lot 33 


3 62 


IN REGENT STREET HOMESTEAD 


16654 J 
T Wiley—In 
Regent 
St 


Hd. map filed of record in 
the 
ofilc-e of the Recorder 


cf Alarneda. Co, lot 4 and 
imps 
7 27 


16654 J T Wiloy—Pers prop 


!j665S 
orge Palmer—In Regent St 


2 76 


02 


6 91 j 


I 


4 24 i 


IN DOHR TRACT. 


161SS Orpha 
Burkctt—Mortgagee's 


interest in Dohr Tract, subs 
A ar.d B. lot 3. map filed of 
of 
record 
in 
t!i*.- office 
of 


the Recorder 
of 
Alnmeda. 


Co.. lots 24 and 25. blk A.. 


16192 Ann 
M 
Johr.son—In 
Dohr 


Tract, subs A and 
B. 
lot 


3. map filed of record in the 


' 
office of :he Recorder of Al- 


' 
arr.eda Co.. lot 32. blk A . . 
116200 J S Fitz—In Dohr Tract, subs 
! 
A and B. lot 3. map filed of 


i 
record in the 
office of 
the 


i 
Recorder of 
Alameda Co., 


: 
lot IS. blk B 


. '16207 Sarah 
Johnston—In 
Dohr 


Tract, sub A and B. lot 3, 
map filed of record in the 
office of the 
Recorder 
of 


Alameda Co.. lot 32. blk B 


1621S Rudolph Mes—In Dohr Tract. 


sub of plot 5 and por of plot 
6. man 
filed 
of record 
in 


the office of the Recorder of 


, 
Alameda Co.. lots 17 and iot 
IS and imps 


16223 M 
L 
Harrison—Mortgagee's 


interest in Dohr Tract, sub 
of plot 5 and por of plot 6. 
map 
file dof record 
In 
the 


office of the Recorder of Al- 
ameda Co.. lots 22 and 23 


20 SI I 16226 E Laasch—In Dohr Tract, sub 


of por plot 5 and por plot 


j 
6. map filed of record in the 


i 
office of the Recorder of Al- 


! 
ameda Co.. lot 30 


16226 E Laasch-ln Dohr Tract, sub 


of por of plot 4 aflct por plot 
6. rnp.p filed of record in the 
office of the Recorder of Al- 
ameda Co.. lot :!1 


16240 Otto H Anderson—In 
Dohr 


8 07 I 
Tract, sub 
of por 
plot 5 


4 06 


3 IS, 
Hd. map filed of record in 
the offk-e of the Recorder of 
Aiamoda Co.* e 60 ft of lots 
5 and 6 and imps 


1565S George "Palmer—Pers prop... 


4 781:6650 G G Blanchara—In Regent St 


i 
He!, map 
filed 
of record 
in 


] 
the office of the Recorder of 
| 
Alameeia Co. lot 
7 
11 74 


: :S659 G & Blanchard—In Regent St 


Hd. map filed of reco.-d in 


I 
the -rflce of the Recoruer of 


1 3 7 : 
Alameda Co. lot S 
1332 


: 16669 Otto turn Sudirn—Mortgagee's 


j 
interest, in Regent St 
Hd. 


i 
map 
filed 
of record in 
the 


office 
of 
the 
Recorder 
of 


1 37 
Alameda Co, n 40 ft of lot 


! 
51 


'• :667S Charles Elefsen—In Regent St 
i 
Hd, pee of Id beg a-t a pt on 


j 
the s 1 of Fairview st 40 ft 
e from King st. th e 40 ft by 


I 
s 100 f:. por of lots 57 and 


I 
5S, and 
imps 
6 57 


4 34;:.667S Charles Elefsen—Pers prop.. 
S 02 


i 166SO Mary A Ward—Ir. Regent St 
I 
Hd. 
map 
riled of record in 


! 
the office of the Recorder of 
Alameda Co, s 45 25-100 ft 


2 631 
of lot 61 
7 98 


! 166S8 I>sho Roberts—Ir. Regent St 


Hd, map filed of record in 


! 
the 
orfice of the 
Recorder 


I 
of Alameda Co, 
e 40 ft 
of 


2 63 j 
lot 57 and n 25 ft of e 40 ft 


I 
lot 
5S 
and 
imps 


I66SS Lesho Roberts—Pers prop 
1670S Jul:a E Tisdale—Mortgagee's 


interest, in Regent St Hd. 


2 63 
map filed of record in 
the 
! 
office of 
the Recorder 
of 


Alameda Co, lot S2 
4 9 5 


1 16711 G 
H Boykin—In Regent 
St 


I 
Hd. 
map filed of record in 


the office of the Recorder of 


7 01; 
Alameda Co, s ^ of lot S4 
and imps 
4 06 


16715 Clifford C'ummings—In Regent 


I 
St Hd. 
map filed of record 


i 
in the office of the Recorder 
of Alameda Co, n V- of lot S5 
and imps 


16720 Norton S and Fannie Hill— 


In Regent St Hd. map filed 
of record 
in 
the 
office of 


the 
Recorder 
of 
Alameda 


1 3G 
Co. s 
*-f> of lot SO anel imps.. 


16720 Norton 
S and Fannie 
Hill- 


Pers prop 


16733 William C Wurz—In Regent 
St Hd, map filed of recora 
in the office of the Recorder 
of Alameda Co, w 60 ft of 
lot 90 


Associa t ion - Mortgag le's in- 
terest in Amended Map of 
Central Park, map f.led of 
record in the 
office 
of ths 


Recorder 
of Alame la 
Co.. 


pee of Id beg at th. sw cor 
of Harmon and A d e l i n e sts, 
th w US ft. s 34 ft. e 96 ft, 
n 60 ft to pt of bes . por of 


i 
blk 
2 
1 


' 16971 O A 
Rudolph—In 
..mended 


4 23 • 
Map of Central Pai i. 
map 


, 
filed 
of record in t ie office 


of the Recorder of Alame- 
da Co.. pee of id 1 eg at a 
poitu on the n line of Har- 
mon st 210 ft west "rr. Ade- 
line st. th w 40 ft I-,' 141 ft. 
n por of blk 2 


16986 California Building a id Loan 
Association-Mortgag 2e's In- 
terest in Amended Map of 
Central Park. map. filed cf 


record in the office c f the Re- 
corder of Alameda Co., pee 
of Id beg at the n-.- cor of 
Ade]ine and Harm in 
sts. 


th n 29 45-100 ft. 
•• 103 15- 


100 ft. s 26 55-300 ft e 90 ft. 
to beg. por of blk ' 


16388 California Building a id Loan 


Association 
— Mo-tgagee's 


interest in Amer.dei Map of 
Central Park, map filed of 
record in the 
offic- 
of the 


Recorder of 
Alflmc- la 
Co.. 


pee of Id beg at a point on 
the 
north line of Harmon 


st 90 ft west from Adeline 
St. th w 40 ft by 
41 tt. n 


por of blk 2 


16996 Carrie Jacobsen—In 
\mended 


Map of Central Pa k. 
map 


filed of record in i ne office 
of the Recorder oi Alame- 
da Co.. tra,ct of Ian! bound- 
ed n by 
oolsey 
; c, 
e by 


, Grove st, s by Wer ler tract 


and w by Id of J iseph M 
Caslet. por of lot i: blk 3 


16998 Continental 
Buildir g 
and 


Loan 
Association- Mortga- 


gee's interest in 
Amended 


Map of Central PJ rk. 
map 


filed of record in "be office 
of the Recorder of Alameda 
Co.. east 35 ft of lie n 100 
ft 
of 
lot 
1. blk 
4 


g j 


17239 Oakland Paving Company 


Map of Adeline Tract, mail 
filed of record in the office 
of the Recorder of Alame- 
da Co., lot 6 and 7. blk B 
and imps 


17259 Oakland 
Paving 
Company— 


Mortgagee's interest in Map 
of the 
Adeline Tract, map 


f.led for record in the office 
of the Record.;!- of Alame- 
da Co., lots 12 and 1:1. blk 
B 


17272 Presbyterian 
Church 
Exten- 
sion Society — Mortgagee's 
interest in Map of the Ade- 
line 
Tract. 
map 
filed 
of- 


record i:i the 
office of the 


Recorder of 
Alamcda 
Co., 


lots 14 and 
15. blk 
C 
7 70 


17273 Presbyterian 
Chun-h 
Exten- 


sion Society — Mortgagee's 
interest in Map of the Ade- 
line Tract, n'.ap lileil of rec- 
ord in the office of the Re- 
corder of Alameda Co. lot 
34 and l,i. blk C 
1 91 


17275 William and Mary Worclley— 


In 
Map 
of 
the 
Adeline 


Tract, map filed of record 
in the office or" the Recorder 
of Alameda Co. lot :S. blk 


; 
C, and 
lot 
17 and 
w 10 ft 


; 
of lot 14. blk C. and jmps.. 
5 54 


17284 Margaret J 
Hull—In Map of 


i 
the Adeline Tract, rnap filed 


i 
of record 
in 
the 
office 
of 


i 
| the Recorder of Alameda 


I 
Co.. lot 3. blk D nnd imps.. 53 39 


I 172S4 Margaret J Hull—Pers 
plop 333 


372S4 Margare: J Hull—In Map of 


the Adeline Tract, map filed 
of record in the office of the 
Recorder of Alameda. 
Co.. 


w 10 ft of lot 2. nn. 
L> 
2 12 


17307 J J Rose—Mortgag •• -. inter- 


est ir. Map of Adt ::ie Tract 
map filed of reco:--' 
-In 
the 


office of the Recuril r of Al- 
ameda. Co., iot 
1^1. oik D., 24 56 


IN 
AMENDED 
MAP OF THE 
NEW- 


BURY TRACT. 


Alnmeda Co, lot 6 
'oik B. 


anel irr.ps 


17644 John Pia—I-.i Wool.".- Tract, 


map filed of recor.! in 
the 


office1 
of 
the 
Recorder ot" 


Alameda Co. e 5i) i: of lots 
IS :,nd 19 
blk B 


17650 C H Biaki—111 Wnolfey Tract, 


map 
filed of i-ecor,: in th.1 


office 
ot" the 
Rec.-rder 
of 


Alameda Co. lot -'--. hlk B. 
a.nd imps 


176'S:) Julia IE Tisdale-—Mortgagee's 


interest, in "NYoolsev Tract, 
man fileel of rc-cor-i in thi' 
office 
of 
the 
Kec 'rd.?r 
of 


A!am?da Co, lots 11 and 34. 
blk F 


17674 Pacific Home Building Com- 


priny—In 
Woo!;:cy 
Trad, 


map filc.rl of recor 1 in 
the 


office 
of 
the 
Recorder 
of 


Alamedn Co. lot 1'.. blk F. 
, .. i 
and imps 
b °° 17675 Anna 
Mlr.lum—Mortgagee's 


! 
interest, ir. Wodlsi y Tract, 


i 
map 
filed 
of 
receir 1 in 
the 


I 


-jftice- 
of 
the 
Re-c ircier 
of 


Alameeia C.i. lot 15 bik r. . 


, 176SS Lillian M Doughty—In YVool- 


scy Tr.ict. map 
111. d of re- 


i-c;!-e] jr. the office o: the P.e- 
I'order of .Marr.e-da Co. pee 
of lei 
be-f-- at a pt on the e 
Dr-nkin 
Ht 
J-'i; 
S3-1.00 


fm 
\Vebst.-r st. ih s 


by 125 t': ilc-ejj e, and 


4 96 


16999 Mary H Maxey..In 
Vmeneled 


Map of Central P.- rk, 
map 


filed of record in 
he office 


of the Recorder o; A.lame-- 
da Co., west 15 ft. of the n 
100 ft of lot 1 ar.c east 22 
6-12 ft o( the n 100 ft of lot 
2. »b!k 4. and 
imp:- 


17013 J A Gilbert—Jn Ame ded Map 


of Central Par. ma ) filed of 
record 
in • the 
offic • of 
the 


Recorder of Alam'.da 
Co.. 


In re-subdivision 
c t* blV: T. 


e 474-12 ft o? lots 1 and 2. 
•blk 6 and imps 


17021 T E Collins—Mortga ree's in- 


terest In Amended Map of 
Central Park, ^mar filed of 
record in the 
offic 5 of 
the 


Recorder of Alameca Co.. In 
re-subdivision of 
I" Ik 6. 
lot 


5. blk 6 


17024 Germanta 
Trust 
C- mpany— 


Mortgagee's 
inte est 


Amended Map 
of 
Central 
Park, in re-subdi ision of 
por of blk 5. lot 1. blk 5 ---- 


63 ! 170"S Barbara F McPhail- -In Am- 


• 
ended Map of Ceni -al Park. 


5 02 i 
map filed of recot i in 
the 


office of the Recorr er of Al- 
ameda Co... 
in r< -subdivi- 


cion of por of blr 5. w ^ 
of lots 4, 5, blk 
5 and 


imps 
.................... 


j 17350 Renters' 
Loan 
and 
Trust 


• 
Company—Mortgagee's 
in- 


terest ir. Amended Map of 
t.he Newbury 
Traot. 
map 


filed of record in the 
office 


of the Recorder of Alamcda 
Co.. n 15 ft of lot 24 and s 


'• 
17 6-12 ft of lot 1. blk E 
531 


1 17401 Muriel N Wing—In Amended 


j 
Map of the Newbury Tract. 


4 95' 
map filed of record in 
the 


I 
office of the Recorder of Al- 
| 
ameda Co.. lot 13. blk H 
4 2-1 


I 1740S M 
S McGovern—In Amended 


j 
Map 
of the Newbury Tract. 


! 
map filed of record lin 
the 


i 
office of the Recorder of Al- 
ameda Co.. lot S, blk I s.ncl 
imps 
6 5 6 


2 63 17408 M S" JIcGovern—"fers prop... 
2 7G 


17413 Calvin A Shaw—In 
Amended 


1 
Map 
of the Newbury Tract. 


i 
map 
filed 
of record in 
the 


office of the Recorder of Al- 


| 
ameda Co.. w 35 ii-12 ft- of 


I 
lot 11. blk I and imps 
3 SS 


: 17415 Calvin A Shaw—In Amended 


20 54 I 
Map of the Newbury Tract, 
map filed of record in the 
office of the Recorder of AI- 
ame;ia Co.. e 34 ft of lot 12 
blk I and imps 
4 24 


17420 Edmund 
Jones—In Amemded 


map of the Newbury Tract, 
map 
filed of record in the. 


-i 61 
office of the Recorder of Al- 
ameda Co.. loi 17. blk I... 4 6 0 


17421 Calvin A .Shaw—In Amended 


Map of the Newbury Tract, 
map filed of record in the 
office of the Recorder of Al- 
ameda Co.. w 16 ft of lot 


2 67 
12 and e IS ft of lot 11. blk 
I 
and 
imps 
4 24 


1746S John R Fair'child—in Amend- 


ed Map 
of 
the 
Newbury 


Tract, map 
filed of record 


in the office of the Recorder 
of Alameda Co., pee of Id 


5 S4 
beg at a point on the n 1 
of Emerson 
st 
8952-100 ft 


e fm Stanford ave. the e 89 
13-100 ft by n 1C5 ft, por blk 
L 
2 66) 


ft s 
all ft 
irr.ps 
IN SUBURBAN TRACT 


17690 E 
F Campbell—In 
Suburban 


Tract, map 
filc-d 
of record 


in the office of ihe Recorder 
ot" Alameda Co. w 75 ft of 
lots 
1 and 
2, Ml: A. 
and 


imps 
4 0 9 


17332 E 
F 
Campbell—In 
Suburban 


Tract, mnp 
jiled "'f record 


in the office of the Recorder 
of Alameda Co. e 50 ft of 
lots 
I and 2. blk A. 
and 


imps 
6 55 


17694 Nellie 
Daniel—In 
Suburban 


Tract, map nled of record 
in the office of the Recorder 
of Al&meda Co. n lli S-12 ft 
of lot 3 and s 17 -i-12 ft of 
lot 4. bik A and imps 
7 44 


17694 Nellie Daniel—Pc-rs prop 
2 76 


17i;99 Louise M Haley—111 Suburban 


Tract, map filed of record 
i-.i the office of the Recorder 
'of Alameda Co. lot 6. blk A. 
and imps 


17699 Louise '.M Haley—Pr-rs prop.. 
l'.'74S A 
Wollctz—In 
Suburban 


Tract, map 
filed 
of record 


in the e.ffice of the Recorder 
of Alarneda Co. lot 9. blk C. 
6 38 


17750 F 
Teichmann—Me.rtg-agee's 


Interest, in Suburban Tract, 
map 
filed of 
reco< el in 
the 


office 
of 
the 
Rc> order 
of 


Alameda. Co, lois 10 and 13. 
blk C 
6 74 


IN CLAREMONT TRACT 


17753 Harriet A Fish—In 
i 'laremont 


Tract, map filed of record 
in the office of the Recorder 
e»f Alam^da Co. lo s 12 and 
13. blk A 
1 87 


17754 Anna D 
White—Mortgagee's 


interest, 
rT 
i'laremont 


Tract, map 
iiled of record 


in the office of the Recorder 


i 
of Alameda Co. lots 12 
and 


13. blk A 
17 42 


] 17785 Oakland. Bank of 
Savings- 


Mortgagee's 
inte-rest, 
in 


Claremont Tract, map filed 
of record in the office of the 


: 
Recorder of Alam- da Co. e 


I 
. 
40 ft of lot S. and e 40 ft 


! 
of lot 
9, blk 
A 
5 So 


j 17794 Mary G Fielden—In Claremont 
j 
Tract, map 
filed 
of record 


I 
in the office of the Recorder 
of Alar.ieda Co. loi 3. blk C 6 38 


i 17794 Mary G I'ielden—In Claremont 
I 
Tract, map 
filed 
of record 


in the office of the Recorder 
of Alarneda Co. lo: 4. talk C 


MAP OF THE LORIN VILLA TRACT. 
17945 M M Rowley—In map of the' 


Lorin Villa Tract, map filed 
of record in the off.ce of the 
Recorder 
cf 
Alameda Co.. 
lot 7 
3 so 


17945 M M Rowley—In map of the 


Lorin Villa Tt-act. map filed 
of record In the office of the 
Recorder 
of 
Alameda 
Co.. 


lot S ar.d imps 
1345 


MAP IN PARTITION LANDS OF ANN 


DWTER 
DEC'D. 


17370 Marcaret 
E Dwyer—Map 
in 


partition Ids of Ar.n Dwyer 
dec'd, map field of record in 
th-5 office of the Recorder of 
Al.lmec.l C'"1.. e 2530-1(1'.) ft 
of lot 11 and lot 35 and 22. 
and 
ir.lps 
5 13 


17973 Edward Dwyr-r—Map in par- 


tion ids of Ann Dwyer dec'd 
map filea of record ir. the 
office cf the Keccrcler of AI- 


j 
ameda 
Co . lot 
9 
1 SS 
| 1"973 Edwr.rci Dwyer—Map in par- 
I 
tlcn Ids of Ann Dwyer e!»cd. 


I 
r.np filed of receive! in 
the 


office of the Re--core|er of Al- 
amecla Co.. lot 20 
.} ss 


j 
IN BATEMAX TRACT. MAP 
NO 2 


179S7 Hattie L BrackenrMgeoiort- 


gagee's 
int.-rest 
in 
Hat"- 


:nan Tract. Map No. 2. mar 
nled C'f record in the- offi..-- 
'^f 
the 
Rvvorelei- f-' 
A l a m ^ - 


rti Co.. lots 6 10 in inc. nlk 
A 
31 
if> 


3SO'M Marii- I Baterr.an-I:i Mate-man 


Tract, map No J, map r.-.'d 
of ;-i.cor-l i:i the crlice e.f the- 
Rc-ccrcjei* of 
Alar.v-ci.i 
Co.. 


lots 3. 2 and :!. blk C 
3 4s 


35004 Frank I. Rate-rial-.—In Bate'- 


man Trnct. .'lap Me: 2. map 
filed of record in 
the1 office 


of the Recorder ol Aiam-.-cV: 
Co.. entire b:k 
3D 
2 23 


1SOOS Ruby i-7 Sullivan—Ir. EaUman 


Tract. Map No. 2. :n'.;> lilr-.l 
of record 
in 
tr-e 
office 
of 


the- Recorder of 
Alameel-i 


Co.. lot It. blk C and 
imp;-. 3 44 


35005 Ruby G Sullivan— Pc-'-s "--em 
2 7.; 


1S010 D H and Kate A Frye--In Ra:e- 


rna;i Tract. .Ma;i No :'. virxp 
filed ot' re-core] in the1 o!h".>- 
of the Recorder of Alnm^- 
dn Co.. lots 0 EO ::S in.-, bik 
C anel imps 
s r.:! 


18010 D H and Kate A Krye-Pcrs p 
3 33 


IN MAP OF BERKELEY PARK. 


1S024 M.irry 
H 
Shaw—In 
>:rri of 


Berkelcv Park. 
map 
lile-1 


of record i:i the office of ;hc- 
ReH-onle-r of 
Alamed.-i 
Co.. 


lot IS. and 
iui'-is. also lots 


14 nnd 15 
7 "7 


1S"26 Alie-p Nelson—In Map of Ber- 


keley Park. 
rnai. 
:il.jd of 


ri-ci'.rd 
in 
the- ofMe-.' e.f Ih.- 


Recorclei 
of 
Ala:nr-ela 
C'.1.. 


lot 
17 and 
linos, also 
lot 


16 
' 
7 71' 


3S031 Daniel 
L 
Slc-e-le—l:i 
man 
of 


blnck^ .". 4. i;i Mail of Ber- 
kek-y 
Park, 
map' til.-.l 
of 


l-pconl in 
( h e - o:i:<-e of 
I lie 
Recrrder of Alar.ieda 
Co.. 


hit l"i ;md w 2 0.'>-1"0 ft of 
lot 
14. blk 
-I anil i m p s . . . . 
7 45 


3S033 Elizabeth McC-nw—In rnnp of 


block 3. 4, in man of Kr-rk..-- 
lev Park, map 
file-el of re.1- 


or.-l in the office of Alamedn 
Co.. 
lot 
16. 
bll-: 
4 
anel 


imps 
3 35 


IN H 
C. DOHR ADDITION. 


1S035 H C Dohr-In H C Do r Aeldi- 


tion, map riled of i-corel in 
ihe e,ftl.-c 
of 
the- Recorder 


of AUmeda Co.. triangular 
pee of Id facing 50 ft 
on 


Uarhle st and lying between 
the center 1 of Russell st on 
the north anel blocks A and 
the' 
the 
south Salinger tract on 


18^45 


3 29 


8 51 


17478 George W Werner-In Amend- 


ed Map 
of 
the 
Newbury 


Tract, map 
filed of record 


in the office of the Recorder 
of Aiameda Co.. lots 1 and 
3. blk O and imps 


17484 Theodore 
Schlueter — Mort- 


gagee's interest in Amended 
Map of the Newbury Tract, 


. 
. 


17S07 Effie W Bailey— In Ol&remont 


Tract, map filed of record 
in the office of the Recorder 
of Aiamed.-i Co. pee of Id 
beg at a. pt on tne n 1 of 
Ashby ave 50 ft w fm Ma- 
noa st, th w 50 ft by 120 ft 
deep n. por C 
.......... 


17824 Norah 
Gannan — Mortgagee's 


interest. 
in 
Cltremont 


Traot, map filed of record 


• 
in the office of the- Recorder 
of Alameda Co, lot 24. blk E 


17S25 Norah 
Gannan — M /rtgagee's 


interest, 
in 
Oiaremont 


Tract, map filed of record 
in the office of fhr Recorder 
of Alameda Co, lot 24. bik 
E 
................... 


17S25 Joseph F Tapley— In 
Clare- 


mont Tract, 
map 
filed of 


record in the offi, e of 
the 


Recorder 
of 
Alauieda 
Co. 
lot 42. blk E 
................ 


J17S35J 
A 
West — Mortgagee's 
in- 


terest. in Claremont .Tract. 
map nled of record in the 
office of 
the 
Re- order 
of 


Alameda Co, lot 3 >. blk E.. 


17S44 United 
Sta.tes Fld-llty 
and 
Guaranty 
Comp.-.ny — In 


Claremont Tract, map filed 


6 38 


4 78 


16 53 


2 63 


IN MAP OF PART OF PLOT 6. PROP- 


ERTY OF J S KMERV. 


1S040 Arthur J 
Webb—In 
map of 


part of plot 0, (property of 
J S Emery), map 
filed of 


record 
in the 
office of 
the 


Recorder of Alameda Co.. s 
30 ft of lot 23, blk 3 
'. . . 
7 91 


Thomas N Badger—In map of 


Plot 6. (property 
of J S 


Emery), map 
tiled of 
rec- 


ord in the office of the Re- 
corder of Alameda Co.. pee 
of Id beg at a pt on the s 
I of Yerba Buena ave 
270 


ft w fm San Pablo ave, th 
w 60 ft by :JGO ft s 
12 78 


1S049 Land and Development Com- 


pany of San 
Francisco (a 


corporation)—In 
map 
of 
Plot 6 
(property 
of J 3 


Emery) map fileel of record 
in the office of the Recorder 
of Alameda Co. pee of Id beg 
beg at a pt on the e line of 
Harlan st 325 ft n from Park 
ave. th e 131 ft th n 130 ft. 
ih v." 130 ft. th s :20 ft to pt 
of beg. por blk 10; 
Also in map of part of Plot 
G (Property of J J Emery) 
map filed of record in the 
office of the Recorder of Al- 
ameda Co. 
pee of lei beg 


at a point on tho w line of 
Hfirlan st 325 ft n fm Park 
ave. th n 117 ft, th w 270 
ft, th s 1035-10 ft. th e 270 
ft to beg, por blk 13: 
Also in map 
of 
part of 
Plot 
6 (Property of J S 


Emery), map filed of record 
in the office of the Recorder 
of Alameda Co.. pee of M 
beg at a pt on the w line of 
Haven 
st 325 ft n fm Park 
ave, ih n 100 5-12 ft. tn w 
260 ft. th s 87 10-12 ft. th e 
250 ft to beg. por b!k 16 
Also in map of part of Plot 
6. (Property of J S Emery), 
.map file;d of record in the 
office 
cf 
the 
Recorder 
of 


of Alam-eda Co.. pee of Id 
beg at a pt on the e line 
of Holden st 360 ft n 
fm 
Pa.-k ave. th e 133 ft, th n 
15 ft. th c 133 ft, th n 35 ft. 
th w 270 ft. th s 40 ft to 
beg. par blk 19: 
Also in map of part of Plot 
6 (Property of J S Emery), 
map filed of rerorel In the 
office of the Rece.rder of Al- 
ameda Co.. pee of Id beg 
at a. pt at the ne cor of 


SATURDAY EVENING 
OAKLAND TRIBUNE 
JUNE 4, 1004 


Park a\e and Horton st th 
e 266 ft 
th n 395 ft 
th v, 


135 ft 
th s to pt 125 ft n 


from Park a-se th v. 133 ft 
th s 125 ft to beg por blk 
22 
Also in map of part of Plot 
6 (Propert\ of J S ^men) 
map filed of record in the 
office of the Recoide of Al 
ameda Cc 
pee of Id beg 
at a pt on 
he w line of 


Horton st -76 ft n fii Park 
a\e th w 133 ft 
tl n 100 


ft the e 1'3 ft th s 
On 1 12 


ft to beg 
poi blk 
o 
Also in map of part of Plot 
6 (Propert\ of J S Kmerv), 
map tiled of i ecord in the 
office of Ue Recordei of Al 
ameda Co pee of Id beg at 
a pt on the e I ne of Holder 
st 1°5 ft n fm Pail ne th 
e 131 ft th n 100 ft n w 131 
ft 
th s ]QO ft to h"g 
por 


blk 11 
Also in mip of part of Pint 
fi (Proper!} of J S I men) 
mip filed of 
ec rd 
I i 
the 


office of the Ptcoiclei of M 
omeda Co 
pee of Ic. beg it 


the nw co-- nf Park 
\e ind 


Hollis st 
th n 1-J f 
th w 


ot ft 
th s 1 o ft 
th 
0 ft 


to beg per bK 11 
' 


18»S2 \\ 
tran'c Pie i c e — I n 
mp of 
pirt of PI t 6 (Pi01 il\ i f 
J S Emcr>) 
map 
del of 


lecord In the 
office 
of 
thp 
Recorder 
if 
AlamPC1! 
LO 


lot 14 blk 11 md In ,is 


15083 Charles 
Qniik 
In 
n a p 
nf 
part t r pi t 
(Pr i r \ n' 


J 
S Krier\ I 
m ip 
lied i f 


iptore 
in tht 
office of 
the 


I e orele- 
c f 
M tme a 
t 


pee of Id beg it a pi oi t ie 
n hn-* nf F irk a \ e (1 ft tt 
fm Hcl Is s 
th v 
1 ft tn 
PI ft 
n 
,101 
bll- 
19 al rl 


mi>s 


18010 l i n e ] md I) \pipmPl 
I o-~l 
an 
e f Sii i 1 rancis n—In 
rmp 
of ! rt 
of 
Jlot 6 


Prop it 
jf J fe I m K.1 


rmp 
HI I n' rptoitl in 
the 


nffie P nf 
h 
Pepo-dei e f 
M 
imeda Cn | 
of lei be I, 


4 06 


\ille and Snyder a.\e th s 
1 ft by 2240 ft TV to right of 
way of ]Nor Railwa\ 
!>. MAXWELL 1RACT 


1S467 James 
r Gushing—In Max 
well 
Tract map 
filed 
of 


record in the 
office of the 
Recordei of 
A ameda 
Co 


lot 47 and Imps 


14468 Maggie 
Cushmg—In 
Max 
ttell 
Tract 
map 
filed 
of 


jecoitl in the offlce of the 
Recordei of 
Alameda 
Co 


lot 18 and trrps 


ISoll Northein 
Riilroad 
Com 


panj—In 
Maxwell 
Tract 


map filed of lecord in the 
office 
of t!ie Recoider 
of 
Alameda Co poi e of right 
of tva\ of N R R Co of 
lots 31 3. 
11 and lots SO 
to 82 inc 
IN \ILLA HOMFSTEAD 


18o29 Martin 
Helrrig—In 
% hla 


Homestead 
map 
tiled 
of 
record in the office of the Re 
corder of A l a m t d i Co 
lot 
21 and im is 


IN PARSONS GOIDL1\ GATE fit, 


GASKILI s ADD 


18o4" John \\ 
Hearst—In 
Parsonb 


Goiden 
On 
I r i c t 
Gas 


k i l l s Aeid irap filed of ie 
cold in 
the 
oftice of 
the 
Record"! 
of 
Mameda (. o 
n -o ft of lo 31 jlk G and 
Imps 


1SD48 F 
Biker—fn Paisoi s Golden 
Glte Tract 
Gasklll s 
Add 


maj 
iled of recoid in the 


ofiie e of 
the 
Re cordei 
of 


Alimeda Co lot 32 b k (j 
and imj s and ^ lo ft of lot 
| 
II blk G 


. 18567 Els 
A McEirath—Fee of Id 


I 
b infr n 
of 
I Ik _13i 
A den 
1 raot ind hel on e b\ Aclt 
lme st 
o i tl e \\ b\ Cos,g 
hill J net and n b> 
d of 


3 53 


acres 
1 
Blanch Fish In Hempton 
Ter- 
race map filed of record in 
the 
office of the Recorder 


of Alameda Co 
lots 5 to 9 
inc blk B 
1 


19150 
B F Brooks—Mortgagee s in 


terest in Hempton Terrace 
map filed of record in the 
office of the Recoider of Al 
ameda Co 
lots 5 to 9 inc 
blk B 


19154 
Francis Fratea—In Petersen 
Tract map filed of reco-d In 
the office of the Recoider of 
Alameda Co 
lot 3 blk 4" 
and Imps 


1S1TO Frarclsco Gircia— N 15 ft of 


lot lo ind lot 16 blk -0 and 
imps 


H 


11191 Casper Hoosen— S 
70 't 
of 
lots 8 1 and 10 bU IS and 
imps 


11241 
Independent Ordei 
of 
Odd 
I ellows 
trustees of 
S\ c i 
more Lodge — In Al spacher 
Tract 
map tiled o' record 


i i the oTice of ti e Recorder 
of Alimeda Co 
lot 4 
blk 
E and imps 


K 


. H"o6 S B Kcnfleld— 1 ots 1" 
1 
blk '6 ind Impi, 
arj IS 


hf 
lloldt-n 
I" 
ft 
e 
i-ni s 
rst N a t 


of r>ir 
th s 1 


K r 
ilk 


il U i ik 


i\ P 


ft 
I 


is rr 


O i k 


lir I—MoitgnK"« •• 
Inn re-t 


i i 
m ii 
of i i i t 
f 
I 
Jl>t 
<" 


( Pr ippru 
if J 
S 
1 men ) 


m it 
til I o' i t rtl in 
I r- 


lie 
r th" 
Record 
c I \ 


iniPd i f e 
] 
of 
I 1 I PJ- it 


111 
st cnr of Pn l 
i ^ " nil 1 


II 1 len st 
th s 
ft r. 
1 


ft P por 1 k 1" 


) 1 en Cl i K*- 
I 
M ip 
f I irt 


o! Pin 
6 (r rope I l\ 
f 
I ^ 


I mei\ l m | 
lip 1 if i 
01 1 


in tht i 
fin 
f tl 
Ii t iilP 
if 
Nil net a C 
P ' 
f le t 


( 
I Ik 
" i i 1 i ni 


\ 
I ihrk 
Mnitt, ise- s 
in 


t r st 
n 
M u 
c r 
PI t 
( 


(piop lU 
of 
I 
S I rr i \ ) 


til 
1 
if IPC nl i 
th 
m p 
ittlpp 
f 
the 


Mfime Ii f i 


R 
r IP- 


f f 
1 >t 


Pt tei 
1 he ise n 
In p ot 
i 
i } 


IiN AI DF\ TRACJ 


18678 J 
T c r c n t -In 
Mdt n 
Tract 


m i p riled of 
i 
Did in the 


o f l c e 
f the Recorder of Al 


a n r p d i Co 
lot 
10 I l k _ltlo 


nil imps 
- > 


IN CJL,cSI in 
I IMC I 
I A S ] OF 


SAN I \FI O A"\ TNI r 


1" CI4 I 
K 
Gllltni 7-1 1 
lofc^shllll 


Tract 
I jst 
of 
<5jrl 
r thin 


n 
i UP (cirlpin 1 «u! ) 
rmp 


lied of ree n~c 
in the 
c p i e e 


t 
h 
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r toi d i i the 
r 


Recoi J^r of \ 
lot 
blk 
T im 


prop 


2048o bt ndird 
Ckc ri 


In Southern 
A( 


flltd of i ecord 
i 


o* the Ki co( dc i 
< o 
riangulai 
r 


0 bj S st 
<^ in 


and 
\\ 
n 
Co 
contg 
G" 100 
nt 


'0485 St nc ^rd 
fclpctrn. 


In Nor he i n 
;\c 


f ied of r( corcl i 
of thn R^coi rlei 
Co 
rnct o' Id b 
1 iclers 
e b\ 
I 


c r% P s b\ C P 


f rerc i d in 
e R 
rd 


Ot 
1 
I 
1 l 


1 e of tin 


filed 
of 
r corl 


il I ie R->cordei 


S6 
c t 
M u r e d i Co 
lot 14 
bin. 


I 
^ 
nd 
in ps 


PI OC K 
5 


LSI stus, 
John on—Ir 
Kel 


_ 10 
lpishrr nei b Mip 
or 
Oak 
1 
1 nd 
mil i l d of i c c c ic m 


l he of! t 
oi 
he Rpeordei 
o' Alam da Lo e i. tt of 
1 t j I 
I l k 
& and 
imps 
v, 
5 ft of ots j to is blk 
21.13 Geoi(,e 
Aldinlc,p—In 
Kellp^s 


igprs Mil 
of 
Oiklind 


mai 
tiled ot i t o i d in 
the 


t Flee ot 
t! e H coidei o' 


Mamtda Co 
In*" "4 
blk .o 
and imj s 


BLOC K . , 


-lllti "S\ n tied 
Peters u — I n 
Kel 


leihbcigeis 
~\l ip of 
Oik 


Jinel mail f l e d of recoi el 11 
the 
ollce of 
the Reeoidei 


o^ Alameda Co 
lot 1" 
bin 
ind 
i nj s 


BLOCK 31 


"118i H 
Pintos i l i 
Xellcrs 


be ger s Ma 
of 
Oakland 


ni p 
ileu of 
i cord in 
tht? 


ifiice of 
tht 
^e^oidei of 


Alameda 
Lo 
lot 
b 
ilk 


ol 
ind impfa 


1 6-I , 


im^c-a 
Co 


b% le of 
100 act s 


L. ide 


nnd 
1 


IV MRS 


18"oO John 


M T r \ 0 \ S PROPFRPl 


7 F\o\ s 
In Mis M 


Propeit^ 
map flUd of 


oid in the ofice of the Re 
corder o f A la meda Co 
pee 


of 
Id 
I g: nt 
i pt 
on 
the 


« line of " th 
<=t rO ft 
TV fm 


I imkn st (oxt(rtlpil) 
th u 


oO ft b^ ^0 ft s (e\Xpt ] i 
i^ossert in Cit\ ai nex No 
" 
por 
lot** 5 ird b hlk 
-\ 


Con 


a 
line of 


stHndniel 
r»il\\i^ 
Boi kele\ 


i pt on the 


1 4 


IX 
MAP 
OF 
KT INKNGR\ IT LF 


TRACT 


1S3 4 Edwa d D The mn«—In 
Map 


of KltnLnei \ llle Tiact 
mnp 


filed of recoid in the 
offke 


of the Rtcoioer of \I meda 
Co lot o blk L, and imps 
18321 Citizens 
Bulldine: and loan 


A*s«JOcUtlon — 
Moi tgajfee « 
interest 
tn Map of Klmk 


nor\Jlle Trait 
map ft ed of 


i ecord !n the offlce ' f the 
Recorder of 
Alamedi 
Co 
lot 1 blk F 


1SS22 Charts S Iseale—Mortgigee s 


Interest 
in Map of Klink 
ner\nit- Tract map fi ed of 
record, in the 
office 
» f 
the 
Recorder of 
Alamedp 
Co 
lot i blk F 


183*3 F T\ He^enmejer—In M \p of 
Klinknerx llle 
Tract 
mnp 


filed of record m the o^lce 
of the Reco der of Alameda 
Co lot ^ 
blk F 


3S324 C A Miller—Mortgagee ^ In 
te e«t In Map or Klli kner 
\Jlle i ract 
map 
fllfd 
of 


record in the office 
t f 
the 
Record?] 
of 
Alamed i 
Co 
lot 2 blk F 


1S330 Kate 
Colburn—In 
Ma > 
of 


l\.llnkn"*r\ ille 
T-oct 
map 


flled of recora in. the 
offlct 


of the Recorder of Al meda 
Co 
lots 11 and 
12 
blk 


fr 


lS3y> Elizabeth J 
Be\an—In 
Map 
of Kl!nkntr\ ille 1 ract map 
filed of iccoid In the 
office 


of the ReconJei o* Al meda 
Co lot 4 blk J and Imps 
1S3" C A Kllnkner E Hipgins G 
H Collins and A J Snider— 
Pec of Id beg at the sw cor 
of e 1 of Town of Enjer>- 


3 52 


S 18 


2 -0 


lS"6"t Noithern 


(a corpoi itior) 
doi ble 
t-ipk 
gnugo 
s earn 


krown is the 
brnnch 
beg nt 


m^In line track of he >.or 
them R\ it or neir 31 ell 
Mound station ard running 
th ne to the e bd\ line of 
T o w n of Cmei\\llle inchtd 
ing road^vaj 
roadbed right 


of \vn,\ 
and 
rolling 
stc. ck 
ind being about Vi m le in 
length 
VO 4 


18766 "Norther i 
RaUwa\ 
Compan^ 


(a corpora t for) 
franchise 


o~\er Stanford 
n^\ e from i 


pt at 01 nea 
Shell Mound 
Mourd station ne to e bd> 
line of 
own of Emer\Mlle 
operated 
b\ 
Eerkele\ 
Branch 
Railroad 
ISO 9 


9OIOI Sidle I l i e s w p l — Ii 
South 


cm 
\ d M l l o n 
imp filed of 
reco < 
m 
t>ie oTIoe of the 


RPPO i. r or Al imeda 
Ce 


t r a c t of d b I n b\ Sixth st 
( 1^ 
T *-! s 1)\ Id of Thonns 


nrd n In Al st 
por of b k 


C4 
nd Imps 


j 20]"4 Crppo—\i tind i£ in'piest in 
I 
lo s 4 o Tnd 6 "blk T 


"01"0 Thorms =ico t — Monsicrees 


IIIK o^t 
In 
L.T<U1 
Tnct 


mnp 
fi]t ? ni rfcord in 
the 


office 
of 
til 
He~ jrd(" of 


Alamel i Co 
t >ct of Id bd 


n b\ Pus «t 
< b\ Id of J 


I 
t nIHghan s b\ R R ieser\e 


I 
find -v\ b\ Id of G Iirrien 


coin John 
TZro«—In Ladd 
Tnet 
mip filed of -i cord m the 
off i 
cf 
the 
Reco dpi 
of 


Aiimeda Co entire Plot IT 
S I 
1 0 0 itores nul imps 


20H)1 John Fi o=—Pprs piop 


r 


201S1 J 
F lopr°heirr—In 
!Noithern 


Addition mi]i Pled of i ecord 
in 
he cfrce of the Recorder 


of Al \meda Co lots 1 ind 
1- blk 17 


"01^6 Frim is~o 
Fe randez — In 


N o i t h p r i <\culltion map filed 
of recnra in the office nf t i 


20510 G I Turn r 
11 Me 


mar 
file 1 of rp 


e lice Jl tht 
RPC 
imeda Co lot G 
and pers p'-op 


Se u I »rn 


Ipd 
Of 
1 0 


ce of the 
amp 1 i 
Ct 


il v bl 
i dpi s i —In 
i ip iled cr 


f>P Of till 
arneda 
L 
is ind pei s 


1 


(. im m — 


itio i m ii 


i thi 
t Pic 


f \lamedT 
" Ot 1 
b I 


''o k/ e i\ c 
int\ 
Roa 1 
res 
i 


Compam — 
Jitioi 
mot 


i t le 
e fnc 


0 Alimedi 
1 n b> d o 
ailioad ie 
1 R ma vs 


contg 58 
nps 
3 


r end "rict 
ord 
n 
S h 


rdei oi M 
ilk 1ft 
mps 


1 69 


37 


i n 


4 61 j 


20 


2 71 


HAYWARDS. 


19066 Anna M Hatch—Mortgagee a 
Interest in pee of Id bd n b\ 
B st e b\ Id of Jurgenson 
s b> Jd of Mussel and w bi 
Id of Lawrence 
por of blk 


33 


D 


19117 Dr 
A J 
Dean—In 
Peirce 
Tract map filed of record In 
the offlce of the Recordei of 
Alameda Co 
lot 1 blk 30 
nnd imps 


F 


19139 
S E Fisher—Tract 
of 
land 


bd n b\ 
Id of 
McAuslan 
Rose Bettencourt and M\es 
et al e b\ Castro st s ind 
w 
b> Id of Meek 
o "4 ^00 
acres Imps and pp 


19148 
Hermann Fessler—Pee of 
Id 


bd n 
to 
Chaiter 
line of 


T o w n of HCA n art's e b\ Id 
of Dole e bv A st 
and w 


bi Id o' Rubsell 1 acre and 
imps 


19HS Hermann Fessler—Pee of Id 
bd n bj Id of t essler e b\ 
Id of Dole s b\ A st and v. 
by Id of Russell, 
007 1000 


8 6 > 


Recoidei 
ots 1 2 


of 


intl 


Alameda 


blk 42 


Lo 


G 
Goche\—In 
map 
Men 


of 


the 
Co 


20"06 Thomas 


c-enhilt Jplan 
map file 


lecord in the 
offlce of 


RecordP- o' 
Alameda 
loti 1 and - b k 9 
"0'08 W illlam Gipgor\—Ir 
North 


prn Addition 
map filed of 


eeoid m the office of tl e 


Recorder of 
Alirreda 
Co 
lots 4 o ane* C blk 34 


H 


20210 Mrs ^doie S Hall—In North 


ern Aid tion 
map filed of 


record In the 
offlce of the 
Recorder 
of 
Alamedi 
Co 


lots 1 to 6 and 10 11 and 1" 
blk 21 


2024i Je-u-> 
Higuera—In 
Addition 


No 3 
mip filee? of recc i d 


in the c ffice of the Recorder 
of -Marnpda Co frac lotb 3 
and 10 blk .6 and imps 


2024- \\111 in 
Hug—In 
Leonard 


Tract 
map filed of record 


in the office nf the Recorder 
of Alameda Co lots " and S 


K 


202S3 Rose 
C 
Pickering—Mortga 


gee s interest 
In Southern 


Addition 
map 
filed 
of 


lecord in the offlce of 
he 


Recorder of Alameda Co lot 
"SxloO n fa o* se "-4 of blk 


! M \ i l^nsuelfi—It 
Add! I n 
-nip f 


cc'-d ir the offlr 
coi dei of Al imp 
'illt "IS ind Imi ' 


H 
Ho?nn—Morti 
tercst 
in 
Nort 


tinn ma i filed 
t it offlce of the 
Alameda Co otc 
bile I" 


Ne rthe'-n 


led e f 
re 


n 
1" thp Re 


a Co 1 it 1 


igee s 
in 


ern 
Add 


f record In 
^eceud r of 


i 8 ard 9 


9 41 j 


5 90 


OAKLAND CITY. 


BI OCK " 


'10-14 A T \ ol irii—In 
P! rsberg 


i s M ip of On lind 
rr ip 


filpd of leecid i 
the 
office 


of the Recorder 
if Alameda 


Cc lot .' blk 7 


1044 
A L Vill gia—lr 
^plleisbeig 


r s Mip of Oa land 
maj 


filed of reco d i 
the 
office 


nf the Hecoider 
f Alamedi 


Lo 
lo 
2J 
blk 


It44 A 
L 
\ illegia—Ii 
K e l e i s 
hergpr Mip 
of 
Oiklind 
mip filed nf re Old m the 
office 
of 
the 
I =eorele 
of 
A'ameli Co lot -4 rlk " 


21044 A 
L 
V llegn—Ii 
Kel PIS 
berger Map 
of 
Oakl me 


map 
f l e d of IP ord In the 


office 
of the 
I ecorder of 
Alamed i Co lot " 
blk ~ 


J104i Maria 
c-ironche— n 
Kelle s 


beige] s Mai 
ol 
O?kland 


map filed or ie o d In the 
f ffice 
of 
the 
Tecotder 
of 
Alameda Co 
loi .6 
oik " 


21045 Ma U Li onche— n Ke lers 


berger s 
Mai 
o 
Oiki ma 


map filed 01 ret ird in the 
offlce 
of 
tht I ^ci rdei of 
\ ameda Co lot 
7 hlk " 


"104o 
Mar a 
Laronehe— n Kellers 
oeigers M i p o 
Oaklind 


map filed of ree u d 
n the 


office 
of 
he r ct rcer of 


Alameda Co 
lot -H 
blk 7 


BLOCK 5 


"10o6 
Annie 
X\ i as—In 
Kellers 
beigers Map o 
Oaklind 


rrap filed of ree ird in 
h» 


office 
of 
the 
F co-der of 
A ameda Co lot .3 blk S 
and Imps 


2105" J and K llallei— lortgagee s 
nterest 
in Ke ersbcrgers 


Map of Oakland 
map 
lied 


eif recoid n the * ffice if 
the 


Recoro.pi 
of 
Al imeda Co 


lot 21 bll S 


BLOCK 
2 


5 5 


23 2' 


2028- S Lfn— In Mendenhall 
Plan 
rrap filed of record In the 
office 
of 
the 
Recorder 
of 


Alimeda Co lots o and 6 
blk 
17 
and 
imp* 
; 


20303 Home 
Mutua 
In%e=tment 
Compar\—Mortgagee i 
In 


terest 
in 
McLeod 
Tract 


map filed of record in the 
offce 
of the Recorder 
of 
Alameda Co tract of Id bd 
n h\ 
Railroad a\e e 
bs 


Id of Hor on and Kennedj 
e b-v C P R R and w bj Llv 
ermore a\e also 
In McUeod Tract map filed 
of record In the office of the 
Rccordei of 
Alameda Co, 


21085 Thomas 
gee s 


"1091 


Meehan 
melee 
bergei b Mat 
o 


map filed of rec 
office 
of 
the 
R 
Alameda Co lot 
inc 
IT b'k 12 


BLOCK 


J T and M L. C. 
Kellersberger s 
Oakland 
map r 


cord in the office 
corder of Alameo 
ft of lots 5 to 8 
imps 


BLOCK 


L E Rehnert— In I 
er e Map of Oai 


Monga 
i Kel °rs 


Oaklind 


>rd m the 
corder of 


19 to -2 


ilender — In 
Map 
of 


ed of re 
of the Re- 
i Co v, 70 
blk 13 and 


4 
ellersberg- 
land 
map 


BI OCK 34 


II 
B in 1 Han--il 
Ki z—In 
Kehersbeigel s 
Vap 
of 


O iklan 1 
n i,- hied of 
re 


cord 
11 tlu ollce of 
the 


Recoi d°t of 
Alimeda 
Co 


lo 
14 and 
'-, of lot 13 


blk 34 and imps 
B S2 


BI OCK ,0 


"1414 
Ber 
ard 
Mnble 
Cohen—In 
t ellersbcrger s 
Map 
of 


Oakland 
map filed of ie 
cord In the 
office of 
the 


Reiorclei 
of 
A imedu Co 


lot 
11 
hi v 
40 
and 
Imps 
ind w 15 f 
of lot 12 
blk 
« 
3 S9 


BIOCK 41 


21jlO Sarih J Ricraicl«on—In Kel 


leisbeigerb 
Mip of 
Oik 
lind 
map 
filed 
of 
record 


m 
the offlce 
of the 
Re 
citder of Alameda Co 
lot 


1 
blk 41 ane. lot 22 
blk 


41 ird imps 
5 13 


BLOCK 48 


215GS S 
F 
Daniel-—In 
Kellers 


berger s Mai 
of 
Olklai d 
mai fi ed of record in the 
ofiice o' 
the. Recoider of 
Aimed i Co lot 3 blk 48 
-nd imns 
14 37 


BLOC K 49 


21517 
M i r v 
C afford—In 
Kellcifc 
bpigers Mip 
ot 
Oakland 
rnp filed o 
leco d In tie 
ollce of 
tl e Recorder 0' 


Alarnexli Co 
lot 8 blk 49 


and 
im is 
g 09 


21C04 L J Ha dj —Mortgagee s In 


terest 
In 
Kt leisbe ger s 
Mip of Oakl md 
map filed 


of lecord in 
the 
office of 


the Rrcoider 
of 
Alamedi 


Co 
lot 12 
blk 41 
14 31 


BLOCK 31 


2 6 - T C h i r l o s 
Mi lie —In 
Kellers 


bergei s Map 
of 
Oaklind 


m i ] fi] d of record 
in the 


office 
f 
the 
Recore er 
of 


Alameda Co e 5 ft of lot 
14 
inel n 
_o ft of 15 
16 


- 
IS 
ilk 61 
G 11 
.164- Chlrles Mullet—i-^is prop 
2 4" 


PT OCK ol 


"16fl Geoigp P C l u k — I n Keleis 
berger s Mip of 
Oanland 


map 
filed o 
record in 
the 


office 
of 
the 
Recorder 
of 


Alimeela Co 
ot 1 blk o3 
ind 
mps 
1 29 


BLOCK o5 


"I'll P and Mmm Haker—In Kel 
lersberger s 
Man of 
Oak 


land 
rrap filed of 
record 


in 
the 
office 
of 
the 
Re 


colder of A] irredi Lo 
lot 


14 
hlk oo 
nd imps 
4 i" 


BI OCK bO 


2171. Tron as 
Bnch—In 
Ivel ei « 


heigei s M a i of 
Oakland 
' 
mip filed of record In 
he 


ofr* e 
of 
the 
Recorder of 


Alameda Co lo 
i b k 60 
| 


and 
imps 
3 28 ! 


21804 Chailes 
Mor or— n 
Kellers 


berge s 
Mai of 
Oik and 


mip lltd it record In the 
ofTce 
of 
the 
Recorder of 


Mameda Co 
lot IS 
blk 60 


anc5 im is 
1 5S 


BLOCK 63 


-ISol Di\id Fltzg-lbbon—In Kellers 


b'rgers Map 
of 
Oakland 
m i l filed of record in the 
oTice of the 
Recoider of 


Alamtda Co 
lot 1 blk 63 


and imps 
13 SO 


-18o9 Dav d Htzgbbon—In Kellers 


beigers Map 
of 
Oakland 
map filed of record tn the 
oft ce of 
the 
Recorder 
of 
\larreda Co 
lot 2 
blk 60 


and 
impb 
19 71 


BLOCK 65 


, 21909 Maconlc Fund 
Association— 
In Kellersbciger s Map 
of 


Oakland 
map filed of ie 


' 
cord in 
tit 
offlce of 
the 


t 
Recorder 
of 
A ameda 
Co 


lot 13 blk 60 and 
mps 
19 8 


BLOCK l,b 


-!92S William I Hupp—In Keller' 


beiger« Map of 
Oakland 


map 'Iled of record 
in th*1 


offlce 
of 
the 
Recordei 
of 


Mameda Co 
lot 19 blk 66 
ind imps 
45 go 


21928 •« iiliam I H ipp—In Kellers 


berger s Map of 
Oakland 
rrap fl 'd of record in the 
offlce 
of 
the Recorder 
of 


Alameda Co n 17 8 32 ft of 
Iof -0 
blk 66 
23 30 


BLOCK 6~ 


21946 Charles 
H 
Prefonta ne—In 


Be '-In 
e r s Mip of 
filed 
ot 
i e 


clfic 
cf 
the 


AlampiH lo 
and im is 


P 
Br>t3-Ir 
]• 


Mnp ot O i k l i 
c f i PC 01 I in 
the 
R 
11 tl r 


Co lot - b k 
""01" P 
Retz—In 
I 


Mip il tl i! Ii 
nl lecnid 
in 


the 
R 
ircitl 


L i 'ct I 
bll 


2'10t C iroline 
Vi « 


P sheiL,l 
s 
A 


'and 
nnp 
f ie e 


tl p oPHe 
OI 
Al inipt! l C 


"S and Imi s 


Bl OL1- 


""1 6 I oi is 
<3cl fin 


bfrfei s Mip 
rn p fl cd of 


office 
of 
iht- 


MameKl i c j ir 
loi 20 
nd u 1 


blk 
SO 


°"li~ Ijelbls 
Sc hflff ] 
beijpi s 
V ] 


m ip 
il d of 


if IPO 
if 
1 
: 


Al imed i 
Lo 


SO 
i id \\ 
0 


blk 
SO a id 
i 


2215°] t 
t 
M flu n 


irte pst 
n 
I- 


AI ip cf Oikli 
of i eco t' In th 
Rcccid^i 
it 


w 
" ft if lot 


ft c/' lit 
b b 


Bi.OCK 


221-5 
Mamie 
C if n d 


bei^ei s Mip 
mip filed cf i 
offic e ot 
1 e Rf 


am 
ia Co 
lot 
and imps 


LI OCls M 


22219 Lotain 
Pormei 
In 
Kellers 
beigers 
M ip 
of 
Oaklind 


map filet o' 
11 cord in the 


offlce 
of 
the 
R cordpi 
ot 


Alameda Co 1 ts 1 lo 
I 
ilk 


S4 
and ir-pt 
and lo s 9- 
and .S blk S4 


BLOCK 30 


"2316 Sahation A i m v i' New "5 ork 
-In 
Kellersb rpei s 
Maji 


of 
Oakland 
Map filed o' 


repord in the 
offlce of the 


Recordei ot 
Alamedi 
Lo 


lot 9 blk 10 i d « 15 ft of 
lot 10 
bll 
90 ind Imps 
19 


BI OCK 1- 


22132 Else 
Johnson— In 
Kellcis 


borgei R Map 
of 
Oiklmrl 
n a p file 1 of i eco-c1 In the 
office 
of 
he 
Rccorlei 
of 


A imeda Co n 70 ?t of let 
11 blk "2 an! n "0 ft of 
\\ '2 of 
ot 1 
blk 92 and 
imps 
6 


BLOCK 94 


22354 Adalme II 
Broken—In 
Kel- 


le sbeigei s 
Mnp of 
Oak 


land map filed of record in 
the office 
ol 
IIP Ilecnidei 
o f Alamedi C o lots 5 6 7 
a id s 
b k "4 
md 
imps 
48 


BLOCK 96 


223"3 Patiick 
Cillip-1 er—In 
Kel 
iprsbergci fr M ip of 
Oak 


land 
map fleel of lecoid in 


tht 
offl e of th 
RecoieJei of 


Alamed i Co 
1 t .4 
blK 9 


and 
Imi s 
lot 
^ 
r> 
Ik 
it 


and im is 
an 
lot 
6 
blk 


96 


Kellersbei g 
lakland 
mnp 


oid 
in 
the 


ot 1 bk 
"S 


^ 
leishpiger s 


id 
n ip fil°el 


h 
offl 


of 
Mamed i 


"S anj imps 
p lei she g l s 
10 
ma > file 1 


the 
Offl 
of 
o' 
Al » n i d i 
s antl imps 
rd 
In 
ivrl 
ip of 
Oal 


ol iPCO d in 


l IIP 
R P t o r c k i 


lot 14 
bU 


^ SO 


In 
\ellPis 


tf 
Oiklanl 


t co d in t h 
Re tlidPI 
t 


L 1 i 
n ^ ft 
if 


ft of 21 blk 


In 
^ I k i s 


of 
O il Ii i I 


coid 
i 
th 


I ceo ei I 
of 


lot 
jlk 


t 
of lot 
r 
nps 


*cll rsbeigt i s 
id 
n ip nlttl 


oflit e of th 


M imeda 
L 
r 
an 1 e 


c 80 
8" 
In 
K lleis 


of 
O~klmd 


c md 
in 
tlu 


oc i ei if Al 


3 
bll< 
8 > 
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16 S4 


Kei|er«bergtr.s 
Map 
Oakland 
map filed of 
cord 
in the 
offlce of 


Recorder 
of 
Alameda 
b!k 6" and 
the 
Co 


,,ncn n. 
- 
21960 Either Jacobson— In 
Kellers 


berger s Map or 
Oakland. 


11 06 


BLOCK 9- 


22383 Catheiine B t w n — Mortga 
gees InteiPst 
In 
K e l l p i s 


berge i s M i p 
of Oakland 


map 
i Ird of i coid In the 


offlce 
of 
the 
Recorder 
of 


Alameda 
( o 
lac lots 11 


and 1" bU 9" 


BLOCK 1 1 


22607 Jicori Mir\ 
et 
al—In 
Kel 


Iprsbe PPI s 
M i p of Oik 


land 
m ip 
Illi 1 ol 
i coi tl 


in 
the 
offlot 
o' 
thi 
Rt 


corder of Alam cla Ce 
pee 


of Id neg it 
tl e se c oi 


e f Tt nth 
i id \\ebstei sts 


th s i t 2 1- ft e "o f'i . 
ft n 14 2 12 f 
o M 11% 1. 


ft n 60 ft 
w 
ro ft t beg 


por blk 1"! 
nnd imps 


BLOCtv 122 


2"6«0 Anm M Robcrts-ln Kellers 
beigers Mip 
f 
Oakland 


map 
filed of r cord In the 


offlce 
cf 
the 
Recordei of 


Alimetia 
Lo 
ots 
lo 
16 


1" 
is 
blk 1" 
and Imps 


ard 
lot" 12 11 
1-j 
blk 
1__ 


"-620 Anna M Robelts Pe-s prop" 


BLOCK 1"5 


22669 Fmille 
A 
I rlpp er—In 
Kt 
le sberger s 
M p of Oik 


land 
map file 1 o* re co-tl 


In the office op he Recordei 
of Alimtda Co 
w 11 1 1 ft 


if 
lot 2" 
blk 
1"^ 
and 
e 


21 1 3 ft 
if lot 
"!> blk 12o 
and Imps 


BLOCK 


2°G76 Martin and 
M 


Kel ersbeig i s 
Oak md 
mar 
••-- 
cord In the 
o fiee of 
the 
^Reeordpr of Alameda 
Lo 


lot 4—n 5 ft e • lot 3 and 
n 2o ft of lot 
8 blk 1"6 


22665 T 
Armstrorg— n 
Kellers 


berger s ila i 
f f 
Oakland 
map filed of r. cord In the 
offlce 
of 
the 
Recordei 
of 


Alameda Co 
e S ft of lot 
H 
and w 17 't of lot 1' 
blk 12b 


22685 T L Armstio ig—Pers prop 


BLOCK 129 


22726 James J Peters- In Kel ers 
berger s map 
f 
Oakland 


rmp filed of record In the 
office of the Re order of \l 
ameda Co 
v, SO ft of lots 
1 to 4 b!>' jig 


22718 J TV Rockell—Mo tgagee s In 
terest 
In 
KI llersberger s 


map 
of Oaklan 1 mip filed 


of record In the offlce of the 
Recorder of Alameda Co 
e 


20 ft of lot 11 nd w 1 4 1' 
ft of lot 12 bl' 129 


BLOCK 131 


22765 George A V. llson -In Map of 


Dillon propertj 
re subdhl 


slon man filed of i ecord in 
the 
offlce 
of the Recorder 


of Alameda Co 
lot 5 
blk 
131 and 
Imps 


22784 Peter Casserb 
r subdi\ ision 


In map of the Dillon prop 
em 
man filed of record In 
the office of the Recorder of 
AlameeJh. Co lot 17, blk 131, 
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imp of Oikl ne] mnp fil d 
of r cord 
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offi P if the 


Rpporclei 
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Mime 1i 
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Vcc cf lil IHI, 
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th s ") ft 
to 
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Pel Itn 
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IIP to Intpisectlcn 
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i s line o' 8th st Ox 
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BLOCJ> . 0 


2151! 
John Vole—In Kelle rsbeiger s 


mip of Oikiand mip 
fned 


f recnirt in the nfflce of the 
Reellder of 
\ a m e d i 
Co 


pee' of ]el beg u i pt on the 
n 
Ine o" Sth st 100 ft e fm 


Fallnn st 
th n 100 li b\ 


100 ft e 
nor 
bik 
200 and 
imns 
15 gj 


BLOCK 2i") 


2U53 First African M F Church.— 


.North Oakland 
Homestead 
map filed of record in 
the 


office of the Recordei of Al 
amcrta Co 
ot S blk A 251 1 7J 


BLOCK 264 


D3-12 
Mnr\ 
M Kaael—In 
Oakland 


T-nlon Homes ead 
maji filed 


nf record In the offlce of the 
Recorder of Alameda Co 
lot 3 blk J 264 
n 02 
:i"12 Mar\ M 
Kadel—In 
Oakland 
I'rion Homestead map filed 
nf record in the offlce of the 
Recorder of 
Alameda 
Co 


lot 4 blk J 2M anrl imps 
30 07 


BLOCK .1,6 


23-35 Ar'ru- S 
Williams-In Gas 


s rlj 1 net on 14th bt map 
fiipd of rocoicl in the offlce 
of the Recordei of AlnmeAa. 
Co 
n "5 ft o» lot 6 
blk 


266 ind 
imns 
62 3ft 


BT OCK 268 


237o8vBoird of Mission of the Meth 
odrst 
Dp'scopa! 
Chuith 


South—In Clt> Hall 
Tract 


map filed of record In the 
offlce of the Recorder of Al 
ameda Co lot C bl'' .68 
5 It 


JS7D9 Board of Church extension— 
Mortgagee S interest in Cltv 
Hall Tract map filed of rec- 
ord In the office of the Re- 
corder of Alameda Co 
lot 


C blk 268 
- 
, 
23780 Board of Church Extenal 
Mortgagees Interest In 
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Hal! Tract, 
map flled' of 
record In the office of the 
Recorder of Alameda Co. 
lot C. blk 268 
.' 9 75 


BLOCK 271. 


1 Peter Ahern—Pee of Id beg 
at the 'sw 
cor 
17th and 


Jefferson sts. th w 45 ft bv 
50 ft s. por blk 
m 
and 
Inips 
6 67 


BLOCK C-27.-,. 


«869 E S Angel—In North Oakland 
Homestead, map 
filed 
of 
record In the offlci' of the 
Recorder of Alamecia Co w 
25 ft of lot 15, blk C-275 and 
Imps 
^. .. 7 44 


BLOCK 2S3. 


23942 Kate Toohlg—In Map 'show-' 


ing Location of 17th st etc, 
map filed of> record in the 
office of the Recordi r of Al- 
ameda Co.. w i^'k't 3. blk 
283 and imj-.s 


BLOCK 287. 


I4C12 George F. Cavalll—Pre of Id 


beg at a pt on th > s line 
of 19th st 75 ft e fin Brush 
St. th c 50 ft by 100 ft s 
blk 287 anS Imps, poll 
tax 
1903 


BLOCK 283. 


14036 Victoria Li Norris—In Barnes 


Tract, map filed of record 
in the office of the l;ecorder 
of Alameda Co . e u of lot 5 
and w 12>,2 ft of lot 6. blk 
R-288 and imps 


BLOCK C91. 


14973 Anna 
Hughes — In 
Barnes 


Tract, map .filed of record 
in the office of the F.ecorder 
of Alameda Co.. w 32'£ ft 
of e 65 ft of lots S 9. blk 
0-291. and Imps 


BLOCK 233 


er of Alamcda Co, e. 'A'of 
lot 23. blk 322, and imps.. 
3 37 
24o27 George A Cockerton—In Map 


of the Cordes Tract, map 
flled of lecord in the 
office 
of i..e Recorder of Ala- 
meda Co. lot e. blk 322, and 
imp.s. lot 7 and,s 8 ft of lot 
S. blk J22 
in 06 


24527 George 
A 
Cockerton—Pers 
prop 
.; 45 


BLOCK 323 


24682 B 
Gilboy—In 
Milton 
Tract, 


map filed of record in the 
offlc-e 
of 
the 
Recorder 
of 


AJamcda Co, w 10 ft of lot 
18. and e .'0 ft of lot 18. blk 
323. and imps 
p .... 
] 43 


24585 F 
W 
Edwaids—In 
Milton 


Tract, niaij filed ot iccoid 
in the office of the Recoid- 
ci of Alamedd. Co. w 30 ft 
of lot 19. bl!; 323. ar.d imps S 06 


F W 
Edwdids—Pers prop.. 
2 47 


•4122 D C Taylor—In Barnei Tract, 
map filed of record In the 
office of the Recorder of Al- 
ameda Co., pee of Id beg 
at a pt on the s line of 20th 
st 
68 ft e from 
"U est st. 
th e 3: ft by 50 ft s, por 
blk Q-293 and 
imp; 


14124 Lena Kellv—lu Barne- Tract 


map filed of record in the 
office of the Recordei of Al- 
ameda Co . w \'< of lo- 5. blk 
Q-2J3 and 
Imps 


BLOCK JP4. 


24145 


scis 


24265 


2 36 


> Catherine Keating—Pc< 
of Id 


beg at a pt on the w line of 
Castro st. 75 ft n from 19th 
st 
th n 25 ft by 10d ft w, 


poi blk 291 and imps 
( 


BLOCK 297. 


14204 Nina D C'rittcnden—PC-• of Id 
beg at a pt or. the w line 
of San Pablo ave 16; 64-100 
ft 
i w from Gro\e it. th n 


3364 ft sw 391 ft more or 
les» to the 
n line cr 20th 


M. the se 125 ft. ne 290 ft 
to beg. por 
blk 
29'.' 
and 


imps 
4S1 


24204 Nina D Cnttendrn—Pers p.'.' 8 


BLOCK 299. 


842:: J TV Ma.sengale—In Curtis & 


"Williams Tract, map filed 
of record in the office of the 
Recorder of Alameda Co 
f. '.* of lot 5. blk L-2C9 and 
Imps 
l 


BLOCK 300. 


14241 John P. Tlmm—In 
Curtis & 


"Williams Tract, map fled of 
record in the office of the 
Recorder of Alameda 
Co 


lot S. blk M-300 and imps., 


i Augusta Ortion—In Cuitis & 
Williams Tract. 
ma>> filed 


of record in 
the 
offce of 
the Recorder 
of Al.-imeda 


Co . n 15 ft of lot 14 and s 
20 ft of lot 15, blk M-300, 
ar.d imps 
11 71 


BLOCK 301. 


' John J Conley—In Curtis & 


"Williams Tract, map fi'ed of 
record in the office of the 
Recorder of Alameda 
Co 
lot 6. blk N-301. and Imps.. 1 :s 


BLOCK 304. 


24320 Isabella J Martin—In Curtis 
* 
"Williams 
Tract 
map 


filed of iccord In the 
office 


of the Recorder of Alameda 
Co.. lots 1. 2. blk K-301 and 
imps 
51 ;;7 


BLOCK 308. 


24339 Christine Fredencksen - In 


Curtis & Williams Tract, 
map filed of record in the 
office of the Recorder of Al- 
ameda Co.. w 75 ft of lot 3 
hlk F-30S. and imps 
1 (s 


*4SoO Lyciia Prescott—In 
Curtis & 


"Willams Tract, map fi]"d of 
record in the office of the 
Recorder 
of Alameda Co. 


w 35 ft of s 14 of lot f, and 
* i'i ft of •! i,2 of lot 4. blk 
F-SOS, and imps 
14 51' 


BLOCK 309. 


24365 Hiram Ttibbs Ks'ate Compa- 


nv and C H King—In Cur- 
tis & Williams Tract, map 
flied of "-cr-ord in the "flice 
of the Recorder of Al;ime- 
da Co . e SO ft of lot 6. and 
e 50 ft of n '. of lot 7. blk 
O-ofK'. nn di-npp 
10 £ i 


S4S66 Franlt H 
Graham—In Curtis 


&• William* Tract, map filed 
of recoid in the office 01 the 
Recorder of A:am"da Ox a 
2r, ft of lot 7 and n 15 ft of 
lot S. blk G-30D. and 
imps 4 31. 


BLOCK 11-310. 


24879 T 
F and 
Vhcmi;i 
I«l|,—in 


Curli« 
& 
YV,111;,ms 
T act. 


map 
filer! nf record In 
tho 


office of the Recorder of -\1- 
ameda Co . w 30'.. ft uf n 
': of lot 7. hlk lf-310. and 
imps 
1 !>c 


243S5 Mary A Town.seud—In n rtls 


&• Williams Tiact 
map nleil 


nt record in the office of the 
Recorder o'f Aiameda Cu. e 
50 ft of lot S nntl n 50 It nf 
r '4 of lot 9. hlk H-310. and 
mips 
3 *>j 


24395 Grace M. Anderson—In 
I'IP-- 


tls & Williams Tract, irap 
filed of recoril in the 
office 


nf the Recorder of Ala-ne- 
dn Co . pee of Id heg r-t a 
pt on the n line of L dia 


' 
st 1 '1 6-!2 ft e frm Ma kot 
St. th e 25 ft bv 80 ft n. por 
lot 4 blk H-510 and imps.. 
B 03 


BLOCK 314 


2412S Man- D Bruenn—Mortgagee's 


Interest in Curtis and 
TI\ ill- 


lams' Tract, map 
led 
of 


record m the 
office of the 


Recordei 
of 
Alameda 
Co. 


pc" of 
Id 
beg at 
a 
pt 


on 
t>«e n line of 22d st 115 


• 
Tt 
w 
fm 
San Pablo five. 


«h w 12 10100 ft. n 125 fi. e 
15 ft, =e 25 ft. sn. 110-ft 
to 


beq, por blk D-S14..." . .. 313 


14436 Cornelius 
Gairity—In 
Gunn 


Tract, map filed of record 
in the office of the Recorder 
of Alameda Co. lot 6. blk 
315. and imps 
3 °0 


24*37 Margaret 
Gairity—Mortga- 
gee's 
Interest. 
in 
Gunn 


Tract, map filed of rec->rd 
In the office of the Record- 
er of Alameda Co. lot R. blk 
315 
6 SO 


J4455 William W 
Nlckalls—Pee of 


Id beg at a pt on the ,11 1 
of Twenty-third it 108 ft w 
fm Brush st. th n 33 11-100 
iCt e L'4 11-12 ft. n 1S5 ft. 
•«• 90 ft. s to the n 1 of 
Twenty-third st. 
in 
e 
78 
I 
ft. 
more or less, to 
b**s 
' 
por blk 315 
. g 27 


BLOCK 322 


244S3 John S De Lancy—In Milton 


Tract, map filed of record 
In the office of the Recoid- 
er of Alameda Co. e 25 ft 
of lot 7. blk 322. and imps.. 
2 51 


24489 C 
T 
Downing—In 
Milton 


Tract, map flled of record 
in the office of the Recorc'er 
of Alameda Co. w V, of lot 
11, blk 322. and Imps 
2 95 
24512 M 
E 
G 
Sturm—In 
Ginn 
Tract, map flled of record 
in tne office of the Record- 
er of Alameda Co. e % of 
lot 22. blk 322. and imps.. 2 SO 
14614 Lee 
E 
Andrews—In 
Gunn 
Tract, map filed of record 
IB the office of the Recur 3- 


BLOC1-C 324 


V 
P 
Mltchelh—Ir. 
Milton 
Tract, map filed of record 
in the office of the Record- 
ei- of Alameda Co. lot 42, 
blk 3J4, and imps, poll tax 
190.' 
4 5( 


-4S20 Herman Murphj. 
3-1 Inter- 


4 50 
est. Thomas, bonellan 
l-< 
intere.-t. in 
Milton 
Tract, 


mnp f,lcd of recoid in the 
offic^ 
of 
tin- Recorder of 


Alamed.i Co. lot 49 and s 
2'5 ft uf lot 50, blk 324 
5 9'j 


BLOCK 441 


6 05 24650 Catherine A Perati—W 
in- 


terest 
Archibald Perati 
IA 
interest 
in Bigelow's 
Sub 


of Por 
of Block 441, map 


filed of record in the office 
of the Recorder of Alameda 
Co. lot 14. blk 441. and imps 2 S9 
Ellen 
Murry—In 
Biselow's 


Sub of Por 
of Biock 441. 
map tiled of recoid In the 
office 
of 
the 
Recorder of 
Alameda Co. lot 
16 
blk 


441, and imps 
l 42 


BLOCK 443 


P Betz—Jn Adeline and Mar- 


ket 
St" - Homestead. • map 


fi'ed of record in tho office 
of tl.e Recorder of Alamtda 
Co, lot 
37. hlk 
443 
3 'S 


24709 P Betz—In A'dcline and Mai- 


ket 
St 
Homestead, 
mar 


hied of "ceoid in the otice 


1 
291 
°f tne Recorclti of Alameda 
Co. lot oS. bl!: 413 
3 :S 


j 
BLOC K 
452 


24S33 A S Lllley and M S Thurs- 


ton—In 
Bay View Home- 


stead, map filed of lecord 
In the cft'Lc of the Recoicl- 
er of Alamcda Co. lot U. 
blk 
K-452 
2 51 


24S33 A S Liiley and M S Thi,is- 


ton—In Bay View 
Home- 


stead, map filed of recoid 
' 
hi the orhce of the Rucord- 


I 
er of Alameda Co. lot 13. 


I 
Blcicl: K-45-' 
i f ] 


24S33 A S Lllley ,,rcl M S Tnu-s- 


ton. m 
Baj 
View Home- 


stead, map' filed of lecord 
in the oftli-e of the Record- 
er ol 
A!an.i_da Co, lot 14 


blk K-45J 
. . . 
" g l 


24S33 A S Lillej and M S Tlmrs- 


ton. 
In Bay View llorre- 


btead. map 
fled 
of reco-d 


l:i the office ol the Reco d- 
er 
i f Alameda Co, 
lot 
L'O, 


b'k K-45J.. 
. . . 
. 
•> st 


24833 A S Lllky and M S Thuis- 
" 


ton—in 
Bay 
View Home- 


stead, map filed of lecord 
In the office of the Record- 
ei of Alameda Co, all ex- 
cept por nsj-essed 
to C P 


R R of lot 19, blk K-452.. 
1 s:i 


BLOCK 433 


24843 Carrie 
L 
Carman—In 
Bay 


View Homestead, map nled 
of record 
in 
the 
office of 


the 
Recorder" of 
Alameda. 


Co. lot 
9, blk 
J-453, 
and 


office 
o£ the 
Recorder of 
Alameda 
Co, lot 
9, 
blk 
P-480 und imps 
P Parent!—In Adeline 
and 
Market St Home-stead., map 
filed of record in the office 
of the Recorder of Alameda 
Co, lot J3, blk P-4SO 


BLOCK 481 


Edward F Murphy—In Ade- 
line and Maik^t St. Home- 
stead, map riled of recotd 
m 
the 
office 
of the 
Re- 
corder of AUmuda Co, lot 
li. blk QT-4S1, und imps 


BLOCK 
JSl 


Arthur McKa>—In Market St 
Iract, Redlv 
of Blk "N," 


map filed of record in the 
office 
of 
the 
Recorder of 
Alamcda Co, n 24 ft of lot 
14, blk N-484, and imps.... 


BLOCK 486 


25408 wellmetpn 
Gregg 
Jr-Pce 


of Id beg at the sw cor of 
Kailroad d\ t. and 
Linden 


St. th w 264 fe. s 290 3-12 
ft. e ,'U4 tt. n 290 10-12 ft 
to beg. por blk 4SU 


BLOCK 459 


trs A Galliano—In 
Brlgs's 
Tract, map filed of record 
in the r.rricu of the Recorder 
of Aipmeda Co. lot 6, blk 


BLOCK 492 


25549 Caths.-lm.- 
Farley—In 
Map 


of West Half of Block 49- 
map ;iled or lecord In the 
office of th» Recorder of 
Alameda Co. lots 13 and 14, 
blk 43.' and imps 


BLOCK 493 


Joseph Rasptller—Pee of 
Id 
beg at a pt on the n 1 of 
Jitth st 100 30-100 fe w 
fm Cypress st, th w 30 ft 
by 186 6-12 ft n. por blk 493 
J N Knowles, trustee—Pee of 


Id b«g at a pt -n the n I 
of Fifth st 60 ft e fm Cen- 


' ter st. th e 25 ft by 100 ft 


n, por blk 493 and imps.... 


BLOCK 494 


4 82 


3 74 


5 25 


• • 
ave, th n 25 
por blk S35-5 


BLOC] 


26219 Heron Holcoml 


corporation)— 
vision of Bloc 
filed of recon 
of the Recori 
da Co., lots ; 
' 537 


JUNE 4,19O4 


t by 100 ft e, 
•6 and imps.. 
: 537. 


Company (a 


n 
Re-subdi- 
; 537-5;:s, map 


In tho office 


er of Alame- 


BLOC* 539". 


14 07 


33 73 


25563 


25566 


4 21 


3 68 I 


3 09 


7 91 


Beth Eden Bap 


Oakland—In 
Tract, map f 
in the office o- 
ot Alameda C 
beg at a ut i 
of Filbert st 
Railroad Live, 
ft by i.'S ft v 
539 


P H 
Andersoi 
inteic-'t n Mai 
map tiled of 
office of the R 
ameda Co., p 
at a pt on t 
Filbert st 
11' 


•Railroad ave. 
(t by 125 ft v 
539 


1st Church o! 
Marhtt 
st 


ed of record 
the Recorder 
o , pee of Id 
n- the w lino 
10 ft n from 
h n 43 S^-12 
, poi3 blk K- 


—Mortstgee's 
;et St. Tract, 
ecoid in the 
-corder of Al- 
e ot 
Id beg 


te w hne of 


ft 
n 
from 


h n 43 SVI2 
. por blk K- 


BLOCK 455 


24SS1 Jerry 
Mullen—In 
Gibbon's 


Property Re-, ised, map 
filed 


of record in the office of the 
Recordei 
of 
Aiamcda Co 


lot S, blk 455 
i "s 


24852 Carrie 
Mendell—Mortgagee's 


Interest, in Gibbon's Prop- 
erty Revised, map 
filed of 


record in the 
office of the 


Recorder 
of 
Alameda 
Co 


lot 
S, blk 
455 
4 36 


BLOCK 
461 


24876 M Goodwin—In Plot 406. map 


filed of iec-oid m -.he office 
of the Recorder o! Alame- 
da 
Co. lot.s 6. 7. S 9 
and 


n 15 ft of lot 32, blK 34-464 
9 .75 


BLOCK 465 


-aoDO John 
Lyrch—In Map a' Re- 


division of City Block 494. 
map 
nled of lecoid in thv 


office 
ol 
the 
Recorder of 


Alameda Co. lot 2u, blk 494 
and Imp.-, 
tj - 


25507 Edmund Murphy—In Map 
of " 


Rcdhision ot 
City 
Block 


494. map filed of record in 
the 
pftice 
of the Recoidc-r 


uf Alamcda Co, lot. 27, blk 
494 
j - 


BLOCK 495 


25621 Oscar F Palmer—In Map o'f 


RediMMOi! o' 
<_ilj 
Block 


49n. map 
f.k-d of record in 


the 
nftiee of the Recordei 


of Alameda Co, lot 14, blk 
49o 
and 
imps 
j Sj 


C . K 
Marshal1—Mortgagee's 
interest, 
in Map ot Redl- 


vision 
of 
Ci'.y Block 
495, 


map filed of lerord'ir. fie 
office 
of 
the 
Recorder 
of 


Ala.ir.eda Co. lot 30, blk 495 
2 04 


BLOCX 499 


John 
Jlolntyre— Ir. 
Gibbon's 


J-ropeitj Reused, map filed 
of lecord in the office of the 
Recordei 
o:' 
Alameda Co 


lot II. blk 439 
lots 12 and 


13, 
bik 
'130, 
and 
imps 
• 13 91 


John and Jen-nc M'Intyre— 


Ir 
Giobon's Property Re- 


vised, map filed of lecord 
m the office of tne Recorder 
nf Alarr.eda Co. lot 10, blk 
480 
9 29 


BLOCK 501 


25749 Patrick 
Roach 
Jr—In Gib- 


bon's 
Property 
Revised 


ma]j file-i of lecord In the 
omce 
of 
the 
Recorder of 


Alamedd. Co, lots 27 and 28. 
•01. and imps 
Johanna Juvci—In 
Gi'bboiV's 


Property Rex'sed. map hied 
of record in the omc- "of the 


| 25696 


„--., 
-3/01 


BLOCK 540. 


Gerrrian Evangel 


Congregation— 
Tract, in red! 
L. map filed 
in the office of 
of Alameda Co 
13. blk L-540.. 


| 
BLOCK 


I 2G305 J D 
Hunt—In 
Tract, map fil 
In the omce of 
of Alameda Co 
iot 19.,- blk H- 
In Oakland Ce' 
Etead. map fll, 
in jie office of 
of Alameda Co 
lot 4, blk H-5' 
J D Hunt—Pers 


BLOCK 


Charles L Colvlr 
St. Tract, map 
ord in the offlc 
corcler of Alarm 
ft of s, 40 ft o 
1-543 and Imps. 


BLOCK 


2G361 Geoipo H N'uttini 


St Tract 
map 


ord in the offlc. 
colder of Aldin 
of Id beg at a 
line of Sth st li 
Flibcrt st, th w 
-'J*-I-' ft n 
po 
imps* 


George H N'uttinf 
E. H Forrester- 
St. Tract, man 
ord In the 
office 


corcler of Alarm 
beg at a pt in t 


L,nden st 220 ft 
n 50 ft by 125 ft 
544 and imps r 


R H Chandler-Mo 
interest in Marl- 
map filed of re 
oflice of the Rec 
ameda Co... pee 
at a pt on tin 
Linden st 220 ft 
st th n 50 ft by 
blk J-5J4 


34 02 


cal St Marks 
n Market St 
ision of oik 


of 
record 
the Recorder 
. lots 12 and 


542. 
Market 
St 


•d of record 
the Recorder 
. n 25 ft of 
542; 
tral 
Home- 


d of record 
the Recorder 
s 10 ft of 


2, and Imps 58 
prop 
...... 
3 


343. 
—In Market 
filed of rec- 
• of the p.e- 
da Co . n 30 
lot 12. blk 


poll tax 1902 4 
.44. 
— In Market 
lied of rec- 


of the Re- 
da Co . pee 
it on the n 
') g w from 
25 ft bv 139 


I-CI4, aid 


6 06 


22 Bl 


4 60 


....... 
S 


—Pers prop 3 
In 
Market 
lied of rec- 


of the Re- 
da Co . pee 
le e Ii e of 
i fm Sth th 
e. por blkj- 
5ll tax 
1902 29 
tgagee'a m- 
n St Tract 
-ord In the 
irder of Al- 


of 
Id beg 


e Una of 


n from Sfh 
25 ft e. por 


blk 562 


BLOCK E67. 


27067 F A 
Web'ster-ln 
Oakland 


Central 
Homestead, 
man 
filed of record in the office 
of the Recorder of Alame- 
da Co., lot 4. blk F-567, and 
imps 


BLOCK 568. 


27098 Henry c 
-Ellis—In 
Oakland 


Central 
Homestead, 
map 


filed of record in the office 
of the Recorder of Alameda 
Co., pee of Id beg at a pt 
on the e line 'of Myrtle st 
104 6-12 ft n from 10th st. 
th n 70 ft by 125 ft e, por 
blk G-66S ruid 
imps, 
poll 
tax 1902 


-BLOCK 569. 


27123 E W and Eleanor McB Camp- 


bell—In 
Oakland 
Central 
Homestead, 
map 
died 
of 


record in the office of the 
Recorder 
of Alameda Co., 
pee of Id beg at a point on 
the e line of Myrtle st 60 ft 
s from 14th st, th s 43% ft 
by 125 ft e. por of lots 9 
and 10. blk B-569, and Imps 49 op 
E W and Eleanor Me Camp- 
bell—Pers prop 
.. 


BLOCK 570. 


7136 Lucinda W Spencer—Mortga- 
gee's interest in 
Oakland 
Central Homstead map filed 
of record In the office of the 
Recorder of Alameda Co. s 
25 ft of lot 6. blk C-570.. 


2-144 David 
Clark-In ' Oakland 


Central 
Homestead, 
map 


flled of record ir. the office 
of the Recorder of Alameda 
Co., s 40 ft of lot 17, blk C- 
570 and Imps, poll tax 1902 


BLOCK 571. 


27165 Christian Schreiber—In Oak- 


land 
Central 
Homestead, 
map flled of record in the 
ofnce of the Recorder of Al- 
amecia Co., pee of Id beg at 
» pt on the e line of Linden 
st 96 6-12 ft 
s from 14th 


tt. th s 112 ft by 125 ft e, 
por blk D-571 and imps 


BLOCK 572. 


George D Crocker—Pee of Id 
beg at a pt on the e line of 
Chestnut st 
145 6-32 ft n 


from 12th st. th n S ft, e 
132 ft, s 33 ft. w 66 ft 
n 25 


ft, w 66 ft, to beg, por blk 
672 and Imps 


27183 Kohn 
Realty 
Company 
(a 


corporation), pee of Id beg 
at the ne cor of 12th and 
Chestnut sts 
th e 66 ft by 


145 6-12 ft :i, por blk 672, 
and imps 


BLOCK 673. 


27218 Eben Smith—Pee of Id beg at 


the sw cor of 14th and 
Chestnut sts. th s 70 ft by 


St 
Tract. 
Between 
Six- 
teenth and Eighteenth Sts, 
map filed ot record in the 
office 
of 
th-> Recorder 
of 
Alameda. Co. lot 
10, blk 


594. and 
lo. 
11, blk 594 
and Imps 
17 76 
; 6 Walter J Smyth—Pers "prop" 2 47 
2.809 Mary 
Canning—In 


3 47 


7 70 


4 60 


50 
i 271S 


12 21 


10 69 


13 76 


26432 Johanna J Shimar 


beg at a pt on t 
Sth st 100 6-12 
Adeline st. 
th ^ 


100 ft n, por t 
imps 


BLOCK 517. 


—Pee of Id 
le n line of 
ft w from 


56 ft 
by 


k 517 and 


i S3 


:iSS5 Arthur A Sullhan—In 
Plot 


406, 
map 
filed 
of 
record" 


In 
the 
offce 
of 
the 
Re- 


corder of Alamoda Co 
lot 


20, blk 2S-fcr. 


!490S Mary c Deai ng—In Gibbon's 


3'roper'j Revised, map i.led 
•of record In the ofhi-e of the 
Recoid.'i 
of 
Alameda Co 


lot 32. blk 465 


BLOLK 460 


I 24912 Thomas 
Kehoe—In 
Gibbon's 


I 
Piopertv Re\is-ed. map nled 
of recnid In the office of the 
Recorder uf 
Alameda Co. 


iot 1. blk 466. and 
imps.. . 


BLOCK 46S 


24055 Margaret 
Hennbold—In 
Bay 


View Homestead, map llerl 
of record in the office of the 
Recmdei- of 
Alan-eda 
Co, 


n 
10 52-ino ;t nf lot !i, 
blk 
H - 4 T •> 


2495S Jl^rcaret 
Heimbold—In 
Bay 


View Homestead, m.'p Pled 
of i-c-tord in the oflieo of the 
KeLnini'i- of 
Alnmeda 
Co 


lot 10, hlk H-IH!i.. . 


1 42 


5 13 


BLOCK 469 


24977 


the 
Co 
,-lnci 


Bay 
fj'ed 


•V 
W 
Rushmore—In 
Bav 


\ i»w 
c-IoniPMead, ma-> filed 


nf 
lecord 
in 
the 
office 
of 


tho 
Recorder 
of 
Alpine-da 
fo. lot 2. blk G--I63 


25001 Ednaid 
Wild— In 
Bay 
View 


Homestead, map 
filed 
of 
rd-ord .n the nfllce of 
Recoider uf 
Al;im».la 
lot 
."0-31. 
blk 
0-46^ 
imps 


FLOCK 47'1 


:503S Caroline 
Frark—In 


View Homesuad 
map .. , „ 


of recoirt m the office of the 
Recordei 
of 
Alameda Co 
lot 24, blk K-470. and imps 


BLOCK 471 


?5073 John A Goc.ier—In Bay View 


Homestead, 
map 
filed 
of 


record in the 
office of the 


Recorder of Alameda Co. iot 
IS and n 6 3-12 fl of lot 17 
blk 
E-471 
.' 


BLOCK 47b 


'5129 Janet Ingler-In Br<gs s Tract, 


map filed of ir-cord in the 
office ,of 
the 
Recoider of 


Alamefla Co, lot IS, blk 476 
and imps 


BLOCK 477 


25147 Lucle 
Meyer—In 
Brigg's 


Tract, map filed of record 
In 
the 
office 
or 
tne 
Re-- 
corder of Alameda Co. pee 
of Id beg at a pt on the w 
I of Adeline st 53'; ft n fm 
Third st, th n 27 ft bv 78 
14 ft w. por lots 1. 2, 3." blk 
477. and imps 


25149 M Laursen—In Brlgg's Tra-t 


map filed of record in t"he 
office 
of 
the- Recorder of 
Alameda Co. n 2.S ft of lots 
..... ~ 
-'. "• Dll< •*""• ana imps 
2^160 Cornelius Cronln-ln Brlgg's 
Tract, map filed of lecord 
in the office of the Record- 
er of Alameda Co. lot 19 
blk 477. and imps 


BLOCK 47S 


25173 Claudia M Souza—Pee of Id 
beg at a pt on the e I of 
Adeline st 150 ft 
s 
fm 


Fifth st, th s 25 ft by 127 ft 
e, por blk 478, and "imps 
25176 O C Miller—Pee. of Id beg at 


a. pt on the s 1 of Fifth st 
35 ft e fm Adeline st. tli 
e 32 ft by 97 3-12 ft s, por 
blk 478 


' BLOCK 4SO 


.'5224 Kate Hyde—In Adeline and 


Market 
St 
Homestead. 
map flled of record in the 


2 81 


2 SI 


6 43 


3 43 


2 05 


BLOCK 504 


2550S Peter J 
Uailey—In Plot 406 


map filed o." record in th« 
office 
of 
the 
Recordei- of 


Alameda 
Cu. lot 
I, blk 


o-'-5»4, and 
imps, and 
lot 
-. s 10 ft of lot 3, and s 
60 7 1-4-12 It of lot 30, blk 


BLOCK 505 


25S30 Catherine Larseneui—In Plot 


40U, map tiled of record. in 
the 
office o-' the Recorder 


or 
Alamed;'. Co. pee of Id 


hr> at 
a. pt 
on the 
w I of 


Wood st 123 ft n fm Atlan- 
tic 
st, 
th 
n 
25 ft 
by 


l™.-!1?-!'-! 
ft 
w. 
por 
blk 
3J-oO-, 
and 
,mps 


BLOCK 520 


Harvey P Goodman—Ir. Plot 


406. rnpp flled of. record In 
tne 
office 
o! the Record?- 


of Alameda Co, lot 12 
bik 


, 
37-520 


BL9CK 521" 


1 2595S Katherine Allen—I-i Plot, 406 


map nled of record in 
the 


omce. 
of 
the 
Hecorder 
of 


Alameda 
Co. lot 11, 
blk 


36-521 and Imps ., .. 


Jose c 
Fiacsa—In Plot 
406' 


n ij. filed of record in 
the 


omce 
of 
the 
Recorder of 


Alampdj Co, lot 21, blk 3G- 
5-1, and imps 


Jose C Fraga—In Plot 406 
map filed ot record in the 
ofi'.ce 
of 
the 
Recorder of 


Alameda 
Co 
lot 
22, 
blk 
^3';-521, and imps 


BLOCK 525 


26006 Charles 
E 
Fuller—Mortga- 


gee's interest, In Plot 406, 
map filed of record in the 
office 
of 
'.he Recorder 
of 


Alameda Co. lot 27 and e 1 
ft 
of lot 26 
blk 25-525 


| 
BLOCK 520 


, 26033 Joachim 
H 
Smith—In 
Glb- 


, 
bnn's Property 
at 
Point, 


' 
map 
filed 
In the 
office of 


the Recorder of 
Alameda 
Lo, lot 34. 
blk 
326 
and 


imps, 
ard w 1,4 of lot 33 
blk 
526 


:S034 Pfcifie 
Slate Savings'. Loan 


aird 
Building 
Company— 


Moitgagecs 
interest, 
"in 
O'bbon's Property at Po nt 
map filed or record in the 
office 
of the Recorder of 
Alameda Co. lot 34 and w 
^2 of :ot 33, blk 526 ... 


Amos Seamen — Mortgagee's 
interest, in Gibbon's Prop- 
erty at Point, map filed of 
record in the office of 
the 
Recorder of 
Alameda 
Co. 


lot 34 and w 34 of lot 33, blk 
526 


3 75 


: 13 


BLOCK 5 


26451 C S Anderson—PC 


at a pt on the n 
st 50 ft e from I 
e 50 ft by a hot 
$ por blk 5-18 and 


BLOCK 5- 


Emily A Garwood 


Property, map fi 
o-d In the office 
corder of Alamec 
of !d bep at a n 
line of Sth Ft 53 
Poplar st. th c ," 
2-32 ft n. por of 
7. blk 
549. a.rd i 


26511 Rebecca V Barnes 


Property, map fl 
ord |n the office 
corder of Alnmc 
30 ft of n so ft o' 
28, bik 549, and i 


BLOCK 55 


I 
1" O Dlehl—In Sec 
erty, map filed 01 
the office of the P 
AJamedn Co. lot 
8 inches of lot 2 
and Imps 


26555 W O Dlehl—Pel's r 


BLOCK 55 


James A Harder— In Sth St 
Tract, map filed of record 
In the office of tl e Recn'-d- 
er of Alameda C i . pee nf 
Id 'beg at a pt on the" <i line 
of 10th st 94*; ft . frm Cv- 
press st, th a 25 't by 97% 
ft s, blk 551 and 
mps 


of Id 
beg 


l.rie of Sth 
nion st. th 
t SS ft 
n. 


imps 
9. 
-In 
Scott 


ed of -ec- 
it the Re- 
a Co . pee 


on the n 


ft e fi-om 
1 ft by an 
lots 6 and 
n np 
-In 
Scott 
'd of lec- 
>f the 
Re- 
la Co 
s 


lots 25 to 
nps 
l. 
t Prop- 
record In 


reorder of 
'6: and w 
. blk 550, 


-op 


9 54 


14 10 


19 16 


120 ft w. hlk 573 
....... 
"I- 36 57 


BLOCK 574 


82 27229 E G Levy— PC., of Id beg at 
• 


the ne cor of 12th and 
Mag- 


nolia sts. th e 56 6-12 ft by 
100 ft n, por btk 574 
...... 
7 41 


BLOCK 575. 


27263 F P How-land— Pee of Id beg 


at a pt on the n line of ]2th 
st 133 25-100 ft e from Un- 
loA st, th e 53 3-12 ft by 
118 50;100 ft n. por blk 575 
and Imps 
...... 


27270 F C Clifford— Pee of Id beg H^ 


at a pt on the e lino of 
Union st 118 30-100 ft n fm 
12th st. th n 27 ft bv 133 
3-12 ft e, por of blk 576 and 
imps 
........... 


27270 F C Clifford— Pers prop.. ...'.' 


BLOCK 579. 


27351 Michael Smith— In Base Ball 


Grounds, map hied of rec- 
ord In the office of the Re- 
cordei of Alameda Co., lot 
,26, blk 573 
.......... 
.... 


BLOCK 5SO. 


273S1 F and H iViag'gio— In Peralta 


and Center St. Lands, map 
filed of record in the 
office 


of the Recorder of Alame- 
da Co., s 5 ft of lot 1. blk 
A-580, lot 2. blk A-r.SO. arid 
imps, and 
11 17 ft of lot 3. 


blk 
A-5SO 
.......... 


27384 Mrs. tv Brusher— In 
Peralta 


and Center St Lards, map 
filed of record in the office 
of the Recorder of Alame- 
da Co.. lot S. blk A-5SO.. . 


Tract, map filed of record 
In the office of the Record- 
er of Alamtda Co. lot 12, 
blk 534 


27809 Mary 
Cannirs— In 
Rted 


Tract, map flled of record 
in the office of the Record- 
er of Alame.la Co, lot 13. 
blk 534 


27809 Mary 
Canning—In 
Reed 
Tract, map lied of record 
in the office >f the Record- 


vner*J?f Alame'ia Co, lot 14. 
blk 594 
32 


27809 Mary 
Canning—In " Reed 


Tract, map tiled of record 
in the office of the Record- 
er of Alamed i Co, lot 15, 
blk 694 


27809 Mary 
Canning—In 
' Reed 


Tract. ma.p uled of record 
in the office 
.->f the Record- 
er of Alameca Co. lot 16, 
blk 594 


BLOCK 697 


E B Jerome—Pee of Id beg 
at a pt on the w 1 of Chest- 
nut st 61 ft s fm Eight- 
eenth st. th - 75 ft by 12o 
ft u. blk 537. and imps.. 


B Jerome—Pers prop 


BLOCK 602 


IT915 Jarnas 
Hearn-In 
Scotchler 


Tract, map 
filed of record 


in the office of the Record- 
er of Alameda Co. lot 26, 
oik 602, and imps, and lot 
26, bi*c 602 


BLOCK 603 


87966 Mission House and Loan As- 


sociation— Mortgagee's 
in- 
terest, 
in 
Bagge 
Tract, 
Tract, map filed of record 
in the office of the Record- 
er of Alameda Co, lot 15, 
blk B-603 


BLOCK 606 


27999 D 
H Souihwi, k et 
al-In 


Scotchler Tract, map filed 
o' record in tl- : office of the 
Recordei of 
Uameda 
Co 
lot 43, blk 60' 


BLOCK 
609 


28013 J F Dlnewell—,'n 
Surrhyr.e 
Tract, map fiied of record 
in the«office o: the Record- 
er of AlamtKla Co, e 10 ft 
of lot J and i\ 20 ft of lot 
J, 
blk 
609-610, poll 


7 41 


8 27 
\ 


6 97 


!7S71 


27871 
9 45 
8 39 


2 28 


631 


i Bridget Robcrts-In Adelfne"st' 
Lots, map 
tiled 
of record 


in the offico of the Recordc- 
of Alamoda Co.,, lot 46, blk 


BLOCK 634. 


1 Minnie E 
On—In 
Northern 
Extension, map filed of rec- 
ord In the oflice of the Re- 
corder o! Alamcria. Co., n 
50 ft of lot S, bile H-634.. 


BLOCK 635. 


Jo^??h Herbort—In Xorthsm 
Extension, map tiled of rec- 
ord In the office of the Re- 
corder of Alameda Co.. lot 
6. blk 1-635 
£e.ph 
llei'b<rt—In Xorther'ii 
fextonblon. map n|ed of rec- 
ord in the office of the Re- 
corder of Alameda Co. 
s 


44 tt of lot 7. hlk 1-633 


BLOCK 636. 


M L Mackenise—In Market St 


fi 
• «la" filcd of record In 
the office of the Recorder 
of Alameda Co, lot 13, blk 
eiti. ar.d imps, and s 3 ft 
of lot 14, blk 636 


Charles O'Hare—In Market St 


Lots, map filed of record iu 
the office of the Recorder of 
Alameda Co 
lot IS. blk 


6.>(j. anc! imps 


Me.l Flora et ai-In Market 


St Lots 
mar) filed of rec- 


ord m the 
office 
of 
the 


Recorder of Alameda Co. 
,,-,. , '"t 36. blk «36. ar.d imps. 
SSo54 John 
J English-In Market 


St Lots, map filed of record 
'" 'I1* office of the Recorder 
of Alameda Co.. lot 37. blk 
636 and Imps 
...... 


BLOCK 637. 


John TV Neal—Fee of Id her 
at a pt on the 
e 
line of 


?Jy«J« «t. 89 ft B f-tim 26th 
st. th E 50 ft by 125 ft • 


1 15 


1 16 


28552 


S 96 


3 52 


2 05 


82 


1 19 


4 04 


28663 


2S563 
28570 


4 U 
I 47' 


3 :s 


28581 


28034 James 
Curley— Ln' 
„- -- 
j 
-4. 
Surrhyne 
Iract. map fi ed of record 
In the office c: the Record- 
er of Alamcda Co. iot 21, 
blk 609-610, ai d Imps 


BLOCK A-611 


4 60 


1 61 


1 94 


2 6« 


1 88 
2 47 


6 13 


1 74 


3 96 


BLOCK 582 


27448 Frank 
L 
Holland—In Bagge 


Tract 
map filed of record 


in the office of the Recorder 
of Alameda Co, n 39 4 - ' 2 ft 
of s 73 9-12 ft of lots lo. 16, 
17. blk A-582, and imps.... 


27452 F 
A Lehr—In 
Bagge Tract, 


map filed of record In the 
office of tho Recorder of Al- 
ameda Co.. n 31 ft of lots 
15, 16, 17, hlk 
A-5S2 
and 


Imps, poll tax 1902 


I 28090 R 
W 
Rupe—In Adeline 
St 


Property, map filed ot 
re- 


cord 
in the 
"ffice 
of 
the 
Recorder 
of 
Alameda Co, 


n 3414 
ft of lot 
20, 
blk 
A-611, and imj s .. .. 
- 


2S080 R W Rupe—Pert, prop 
28094 H 3H A Mlllei and J D M c - 


Kee—Pee of '!," oeg at 
a 


pt on the e I uf Adeline st 
2t>- 6-12 tt n fn Eighteenth 
st. th n 6: 6-:j ft e 153 ft 
sw 60 ft, w no ft to beg 
por blk 611 and imps'.. .! i n 


BLOCK 612 


28112 William L Embury—In Ade- 


line St Pro^-ertr, map filed 
of record In the 
office of 


the 
Recordei of Alameda 


Co. s 15 ft o/ lot '' 
blk 


B-t)J2, and lot 
',. blk B-61.' 
imps and pp 
3 47 


2S114 S 
E 
Downing- Mortgagee's 
interest, 
in 
\deline 
St 


Property, map 
riled of re- 


cord in the office of 
the 


Recorder of 
Alair.eda 
Co, 
lot 3 and s 15 ft of lot ' 
blk B-612. . 
.". 20 23 


2S533 


2S593 


13 


4 5( 


2 35 
] 55972 


4 82 


1 04 


BLOCK 55: 


26659 F Schlmmelpfennlg 


Dodge, trustees.—] 
Tract, map filed 
in the office of the 
of Alameda Co., 1 
552 and imris.. .. 


BLOCK 654 


26691 Frederick 
E 
Enj 


Ziegenhein Proper! 
bon's Propertj M 
map 
flled of reco 


office of the Recor, 
ameda Co.. pee of 
a pt on the e line 
st 171 ft n from 
e 20 3V4-12 ft, 
n 


40 ft. s 68 ft. e 
ft to beg. por blk 
imps 


BLOCK 556 


36712 Carrie A McKeen—J 


beg at the ne cor t 


and 9th sts 
th n 


115 ft e por hlk 556 


15 Marie 
P 
Gensoul- 


gee's interest pee 
at a pt on the e 11 
ralta s' 60 ft n fro 
th n 85 ft, e 202 ft 
w SO ft 
s 23 ft. w 


ft, w 115 ft to beg 
556 


and G C 
i Sth St 
of record 
Recorder 
't 29, Wk 


14 10 


itrom—In 
>• In Gib- 
P No', i. 
* in the 
er of Al- 
Id brg at 
of Henry 
th «t, th 
58 ft. 
w 


14 4U-12 
554, and 


'ce of Id 
f Pe'alta 
27 ft by 
and Imps 6 
-Mortgi- 
if Id 
beg 


ie of P=- 
n 9th st. 


s 42 ft. 


" ft. s 20 


por blk 


6 98 


1 42 


.6 64 


2 34 


15 61 


5 13 


BLOCK 527 


16055 Mary E Roos—Pee of Id at a 


4 39 
Pt on the e 1 of Campbell 
st. 
136 4 1-2-12 
ft 
n 
fm 


Railroad 
a\e. th 
n 
38 


4 1-2-12 ft. 
e 128 3-12 ft. 
, s 36 2-12 ft. w 116 ft to 


beg. 
por 
of blk 
527. 
and 


imps 
g Y- 


Victoria 
Walcott-Mortgac'ee's 
Interest, pee of Id beg at a 
pt on the e line of Camp- 
bell st, 116 4H-12 ft n from 


1 28 
Rallioad ave. th n 3S 414-1" 
ft. e 128 3-12 ft. s 36 2-12 ft 
w 116 ft to beg. por blk 
0 
6 26 


BLOCK 531-532. 


Rudolph L Wriedl—Pee of Id 


beg at a rit on the s line of 
Sth st 95 40-100 ft w from 
Kirkham st. th w 50 ft 
s 


81 
120 ft. w 30 ft. s 52 ft' e 
45 ft. n 51 ft. e 35 ft. n 120 
ft to beg, por blk 531-532. 
and imps 
1053 


i Rudolph 'Wriedt—Pers prop!! 3 47 


BLOCK 533-534. 


1 88 2iil73 Alice V 
Hennques—Pee 
of 


Id beg at a pt on the s line 
of Sth st. 67 ft e from Kirk- 
ham st, th e 30 ft bv 100 
ft s. por blk 533-534."and 
4 20 
Imps 
6 06 


BLOCK 535-S36. 


2T20S A V Duzant—Pee of Id beg 
at a pt on the e line Union 
st 153 11-12 ft n fm RaJlroad 


BLOCK 557 


5 John C Spencer—In Ziegen- 
bein Property, mai flled of 
record in the offic • of 
the 


Recorder of Alam ;da Co.. 
pee of Id beg at a "t on the 
e line of Chester st 123 1 1-3- 
12 ft n from 9th st th n fi4 
ft by 125' ft e, poi blk 557 
and imps 
7 


26792 Elfen Fitzgerald—In 
Zl'eg'e'ii- 
beln Property, mar filed of 
record in thd offlc 
of the 


Recorder of Alamei a Co. 
lot 19, blk 557. an. 
imps.. 6 


20799 Michael 
Griffin—In 
2iegen- 


bein Property, mar filed of 
record in the offic 
of the 


Recorder of Alam da Co 
n 2614 ft of lot 36 E nd s 3H 
ft of lot 17 blk 557 md imps 6 


BLOCK 55S 


26819 L C Connellan—In C-nter St 


Home Lots, map 
iied 
of 
record in the office of th» 
Recorder 
of Alarm da Co" 


I,,-5*1 4I*-i: « 
£ f lot 3.' 
blk 55S and imps. . . . 
4 


26344 John 
Johnson—In 
Sth 
St 
Tract 
map filed o 
record 


in the office of the 
Recorder 
of Alameda Co.. e 1 ^ ft of 
lot 3 and w 19 ft of I it 4, blk 
558, and imps 


BLOCK 562. 


26549 Charles L Kellenber,-er—Pc» 
of Id beg at a pt en the e 
line of Linion st 27E 6-12 fc 
s from I2th st. th s !l-ft by 
133 3-12 ft e. por 
iik 362. 
and imps 


26974 Commonwealth Mutua Build- 
Ing and Loan Asso. iation— 
Mortgagee's interest pee of 
Id beg at a pt on th w line 
of Magnolia st 127 H-12 ft 
s from 12th 3t. th s : 7~4Vi-12 
ft by 133 3-12 ft w. JK>; of 


BLOCK 583. 


27496 Ann 
Newmann—In Scotchler 


Tract—map file.d of record 
in the office of the Recorder 


3 S2 
of Alameda Co. lot 11. blk 
583. and imps 


27604 Therea Maced'o—In Scotchler 


Tract.* map filed of record In 
the 
office of the Recorder 


of Alameda Co . lot 20, blk 
583 and imps 


BLOCK 585. 


27572 Edwin 
H- Forester—In 
Map 


of Redlvision of Block 585. 
map filed of record in the 
office 
of 
the . Recorder of 


Alameda Co, lot B, blk 5S5. 


BLOCK 587. 


27626 A 
G Davis—Pee of 
Id 
beg 


at a pt on the w line of 
Adeline st 160 ft s from I6th 
st. th s 35 ft by 12S 3-12 ft 
w. por blk 5S7. and imps. 


BLOCK 58S 


2 90 2V64S "K'miam Kirk—P.:e of Id beg 


at a nt on the n line of 
14th st 150 ft e fioio Adeline 
St. th e 50 ft by 100 ft n 
por blk CSS, and- imps 
' 


BLOCK 589. 


•>"*"4 G B 
Giambruno—Pee of 
Id 


beg at a pt on the w line or 
Linden st 127 ft n from 14th 
st. th n 50 ft by 132 ft w. por 
blk 689, and 
-imps 


27674 G B Giambruno—Per prop.. 


BLO^K 590 


27706 Anna Laist—Pee of Id 
beg 
at a nt or. the s line of 16th 
st SO ft e from Linden st, th 
e 45 ft bv 73 3-13 ft s. por 
blk 590 and imps' 
27706 Anna Laist—Pers prop.. 
2770» Anna Laist—Pee of Id beg at 


a pi on the e line of Linden 
st 40 ft s from 16th st 
th 


s 33 3-12 ft by 80 ft e, por 
blk 590 and imps 
2nl4 Isabella M Rogers—In Galin- 


do Tract, map filed of rec- 
ord in the office of the Re- 
corder of Alameda Co., w 
25 ft of s 100 ft of lot 2 and 
e 25 ft of s 100 ft of lot 3, 
blk 590 and imps 


BLOCK 591. 


27736 Clara F Spencer—In Gaiindo 
Tract, map flled of record in 
ill the office of the Recorder 
of Alameda Co.. nee of Id 
beg. at a pt on the e line 
of Filbert st 185 17-100 ft 
s from 16th st. th s 50 ft by 
125 ft e, por lots 3 and 4 
blk 691. and Imps 
72 66 


27736 Clara F Spencer—Pers prop. S 40 


BLOCK 693. 


27764 H J" Colemajj—In Market St 


Tract .between 16 th and 
/-18th sts. map filed of rec- 
' ord In the office of the Re- 
, corder of Alajneda. Co., lot 
; I I. blk 593. and imps, poll 
tax 
1902 
4 so 


27786 Belle Meyers—In Reed Tract, 


map filed of record in the 
office 
of 
the 
Recorder 
of 
Alameda Co, lot 16, blk 593 
and imps 


67 


14 83 


4 45 


7 59 
2 47 


3 58 


S 6. 


1 66 


. 17 15 


5 97 


1 51 


IS 07 


BLOCK 613 


28150 Edward 
Fluttch--In Wen- 
singer Tract, nap filed of 
record in thu c flics of 
the 
Recorder of 
Alamedd. 
Co, 


..... 
lot n- blk H3. and imps.: 
2816, Joseph F 
Lemon—In 
Bars- 


tow 
'tract, 
ma 
•> 
filed 
of 


record in the 'office of the 
Recorder of 
Alameda 
Co, 
n 33 S 1-2-12 it of :ot 5. 
blk 613, and Imps. . 


:8171 Louisa 
Potter—In 
Barstow 
Tract, map filed of recoid 
li the office o' 
the Re- 
corder of Alam. da Co. lot 
11, blk 613, and 
imps ... 


SLOCK 015 


:5217 Marion Van Ostrand—In Wall 


Tract, map hied of record 
in the office of t h e Record- 
er of Alameda Co, lot " 
blk 615 and imps 


BLOCK 
117 


28257 Mary 
Buttc-iworth—Pee 
of 


Id beg at a pt on tho s 1 
of Twenty-second st 1°5 ft 
w fm Myrtle st 
th w 108 


ft by 170 ft s, por 617 


28264 John G Peller-ln 
Northern 


Extension, 
map 
filed 
of 


reco-d in the 
olflc-e of the 


Recorder of 
Alameda Co 
pee of !cl beg at 
i pt on the 


n 1 of Twenty-firt-t st. about 
50 ft e fm Fllbe.t st. th e 
2S ft oy 100 ft -i. por lots 
1 and 2, blk ii-617, and 
lr"Ps 
13 91 


BLOCK 618 


2S2S5 D A and M T Fal.on-Pce of 


Id 
beg- at 
the 
-\v 
cor of 


Twenty-second and 
Filbert 
sts, th w 34 4-12 ft by 100 
ft s, por blk 618, and imps 2 35 


BLOCK «19 


28296 Eliza J Baker—Pec of M beg 


at a pt on the n , 01 Twen- 
ty-first -st &2 1 1-3-12 ft e 
tm 
Chestnut n, 
th 
e 


4'J 9-12 ft, 
n SS S-12 ft 
w 


49 3-12 ft, s 91 C-1J ft to 
beg, por blk 619, md Imps.. 
1 88 


BLOCK 6: S 


28356 Ellen, Annie, Marg iret, John 
• 


H and Jennie C McGovern 
—In 
Northern 
Extension, 
map hied of record In the 
office 
of 
tho 
R( oorder of 
Alameda Co. lotE 11 to 16 
inc. hlk W-62S 


28667 


28680 


17 61 


277SS Belle Meyers—In Reed Tract, 
map uecl of record In the 
office 
of the 
Recorder of 


Alameda Co, s 16% ft of lot 
15. blk 593 


BLOCK 594 


27796 Walter J Smyth—In Market 


31 03 


11 60 


BLOCK 629 


28367 Mathilda Cohn— In 
Northern 
Extension, map filed of re- 
cord in the officr of the 
Recorder of 
Alameda 
Co, 
lot JO, blk V-629 
...... 
. 


BLOCK 631 


28412 Cordelia E Day— In 
Adeline 
St Lots, map fil< d of -e- 
cord in the 
office of 
the 


Recorder of Alameda 
Co. 


„„,•-, 
]ot 15' Dlk C31- a"d Imps.. 
28414 John 
M 
Toedt— In 
Adeline 


St Lots, map filed of record 
m the office of thi Record- 
er of Alameda O), lot 16. 
blk 631. and 
imps- 
......... 


28429 O 
Magner— In 
Adeline 
St. 
Lots, map filed of record 
in the office of tho Record- 


of Alameda Co, lot 37 


S S3 


1 88 


1 58 


1 34 


. 
. . . 


28431 M A Powers — In A define St 
Lots, map filed of record in 
the office of the 
Recorder 
or Alameda Co, lot 39, blk 
631 . . . . , . 


28433 Bridget Roberts— In 'Adeline 


1 28 


1 90 


St Lots, map filed of ,„- 
cord 
in the 
offlc.> of the- 
Recorder of 
Alameda "Co. 
lot 42, blk 631 .. . 
l IB 


28433 Bridget Roberts—In 
Adeline 
St Lots, map filed of re- 
corci in the 
office 
of 
the 
Recorder of Alamecia Co, lot 


•.*«« T.JS" bj k« 3 L ana imps 
373 
2S4S3 Bridget Roberts—In 
Adeline 
St Lots, map flled of re- 
cord In the 
offlci 
of 
the 


Recorder of 
Alameda 
Co, 
lot -'4, blk 631. 
l IK 


28433 Brldgett Roberts-In Adeline st 
Lots, map filed or 
record 
in the office of the Record- 
er of Alameda Co. lot 45, 
blk 631 
! 
1 15 


28434 Bridget Roberts-In Adeline st 
Lots, map 
filed 
of record 


in the office of the Recorder 
of Alameda Co., lot 5. blk 


por blk 


John W .Neal-Per,"'p'rV.'.'.'. 
A and S 
Peterson—Mortga- 
gee s interest, pee of Id ber 
at a pt on the e 
line of 


-Myrtle st_139 ft s from 26th 


Mary A Schmidt—Pco" of " id 
ocg at a pt'on the n line of 
of LMth st 40 ft c from Myr- 
'le st. the e 35 ft bv SO ft n 
por blk 637 and imps 
'. 


Gertrude Beer—Pee of Id beg 
at a nt on the w line of 
Market st 2.-.0 4-12 ft n 
from 24th st. th n 31 4-12 
ft by l.o ft w. por blk 637 
and Imps 


Margaret K and D J Ly'nch— 
Pee of Id besr at a pt on 
'he w 
lino of Market it 


1S9 ft s f;om 26th st, th s 56 
4-12 ft by 326 ft w. por blk 
i'3i, and imps 
3 sl 


BLOCK 638. 


Un'°" Savings Bank—Pee of 
Id beg at 
th<> sw 
cor 
of 


;6th and Myrtle sts. th w 
oO ft 
bv 89 ft, s. por 
blk 


608 and imps 
13 43 


Tjnioii Sax ings Bank—Pee of 


Id beg at a pr on tho s line 
nf J6th st. 00 fl w from Mvr- 
tie st. tl- w 53 ft. s 70 ft. 'w 
JO ft. s 19 ft. e 73 ft, n 89 
ft to beg por 'blk. 63S.. 
7 »l 


Michael Miyer—In 
Northern 


Extension, map filed of rec- 
ord in the office of the Re- 
corder of Alamcda Co 
Pee 


of 
Id beg at a pt on the 


c line of Filbert st 10' ft 
n from 24th st. th n 30 ft by 
l-'o ft c por lots 2 and 3, 
blk K-6J8 
Doll tax 
190_>. 


David \v \Villiainh-In North- 


ern Extension, map filed of 
ipcorrl in the office of 
thfi 


Recorder of 
Alamecia 
Co 


Pee of Id beg nt a pt on the 


u line of 24th st 66 S-12 


ft 
w 
from 
Filbert st 
th 


w 33 4-12 ft by 101 ft n. por 
lots n a,,,] 32, blk K.63g 
and 
imps 
gg 


A Amelia Olsen—In Northern 


Extension, map filed of rec- 
ord m the office of the Re- 
corder of Alameda Co.. pee 
nf Id beg at a pt on the w 
lino of Filbert st 50 10-12 ft 
s ftom 
2iith st, s 25 1-12 


ft by 75 ft w. por 
lots 19 


and 20. blk K-639. and imps 1 81 


BLOCK 640. 


L L Pilling und James Tlllot- 


sonVs Interest each In pee of 
Id beg at a pt on tho w 
line of Lirden st 125 ft n fin 


. 
J4lh st, th n Jo ft by 130 ft 
w. por blk 640 
g u 


Fred K Kohlcr Sr— Pco of Id 


beg nt n pt on the w line 
of Linden st 200 ft n from 
-'4t|. st. th n :.", ft by 132 ft 
w, por blk 610 and imps.. 13 46 


BLOCK 642. 


28638 Ann M Flllehrow n—Pee of Id 


b'jgr .'.t a^iit on the e line of 
-Mngninlit st 
no 
ft 
n 
f m 


24th M. th n H53 (i-12 ft bv- 
12S 3-j2 ft t>. pnr of hlk 642 
7 41 


> Heii'-y 
Ddl'i-man—ln 
North- 


ern E.\ti>n-.!on 
map 
tiled of 


record In tho offli n 
of 
the 


Rr-coiclor nf .M.miivia Co 
s 


51) ft of lot P. Ml.; P-D42 
and 


s. 50 ft of lot 
I ' l . hlk 
P-r,4-> 


and imps..' 
S It 


Bl.OCK 6l'i 


M.'irv 
E Flatt—In 
Noithern 


Extension, map filed of iec- 
01 cl in the nflirn of fie Re- 
coider of Alani»dn Co.. pec 
• ' 


ut Id hes at ,1 pt on the n 
lire of 2 4 t h 
>;t Jon fi e fm 


T'nion 
<U, 
thr 
o nr, «-T> 
ft 


by 88',2 ft n 
por hlk Q-61,-! t 34 
Jann F RcMnn—In 
Northc'-ii 


Extension, map ntrd 01' r,*c- 
ord in the nfili .• nf the Re- 
dor of. AJ.imPda Co., lot 10, 
blk 
Q-643 
Hiid 
imps.. . . 
g 05 


A S L'llei -In Noithern Ex- 


tension— ma:) til,vl of rec- 
ord in the 
nfili-r- of the 
Re- 


cordc'i 
of Alam.'.I,i Co.. lot 


17. b!k Q-S43 


A S Lllley—I': N o i t h o r n Ex- 


tension— nn;i i|i,vl of rec- 
ord In fip office- of th" Re- 
corder nf Alam^ila f'o 
lot 


IS, blk 
Q-61H 


A H Lillc-y—In Northern 
Ex- 


tension— inaji nled of rec- 
ord In die office of th" Re- 
corder of A la in via Co. 
lot 


19. blk Q-640 
5 u 


A S Lllley—In Noithern Ex- 
tension— map filer! nf rec- 
ord in the office of the Re- 
corder of Alamoda Co , lot 
20, blk Q-643 ind imps.. .. 43 02 


BLOCK H41 


Ellen Walsh. J Dwypr. 
Mrs 


E Beck, pee of Id' heg nt a 
pt on the w line of t'nlon 
st 123 6-12 ft n fm 24th St. 
th n 16 6-12 ft by 230 fi- w. 
por blk 644 
l 42 


BLOCK 655. 


P H Rosenheim—Mortgagee's 


interest in Northern Exten- 
sion, map filed of lecord In 
the office of the Recorder of 
Alameda Co . n ::5 6-12 ft of 
lot 2, blk C-655 
6 69 


Florence M Crr-ely—In North- 


ern Extrusion, "map filed of 
record in the office of the 
Recorder of Alameda Co.. n 
19-ft of lot 1 and s 16 6-12 
ft of lot 2, bik C-655. and 
imps 
10 7S 


Florence M Cieelv—Pers prop 
5 44 


BLOCK 657. 


Eugene E Eggleston-In Gold- 
en Gate 
Homestead, 
map 
filed of record iu the offce 
of the Recorder of Alame- 
da Co., lot 5. blk B-657. .. 
7 91 
B A Armstrong—In 
Golden 


Gate Homestead, map filed 
of record In the office of the 
Recorder of Alameda 
Co.. 
e 40 ft of lots 13 and 14 blk 
B-667, and imps 
™ ;s 


BLOCK 662. 


Mrs. B Hudson—In 
Peralta 
Homestead, 
map 
filed 
of 
record in the oflice of the 
Recorder of Alameda Co.. 
n 25 ft of lot 4. blk H-662 
and imps 
4 61 
Joseph 
J Perry—In 
Peralta 
Homestead, 
map 
filed 
of 


record in the ofllee of the 
Recorder of Aleineda. Co.. 
• H lot 7, blk K-662, and 


5 IS 


6 IS 


28866 


2SS67 


28867 


28906 


28921 


28983 


2S990 


sfrjis? 
fpf 
I W^^^^^f?^Wif¥^f 


28 
SATURDAY EVENING 
OAKLAND TILIBUNE 
JUNE 4,1904 


I . 


imps. 
2 43 


BLOCK 663. 


S9023 Thomas Olaqucz—In 
Peralta 
Homestead, 
map 
filed 
of 


record in the office of thf 
Recorder of Alameda 
Co., 


s 25 ft ot lot &, blk 1-66!.. 
2 82 


SJ995 W W Butler, trusteeJIn Pe- 
ralta Homestead, map filed 
of record In the office of the 
Recorder of 'Alameda Co.. s 
75 ft of lot 9, blk H-662 and 
imps 
1 17 


28996 Laura W Smoot—Mortgagee's 
interest In Peralta Home- 
stead, map filed of record 
in the office of the Recorder 
of Alameda Co., s 75 ft of 
lot 9, blfc H-662 
J 73 


BLOCK 668. 


28117 Nathan S Douglas—In Peralta. 


Homestead, map 
filed 
of 
"cord in the office of 1he 
Kecorder of Alameda Co., 
s 371* ft of n 75 ft of lot 
10, blk C-668, and imps, poll 
lax 3902 
4|0 


2B119 Flora A Morrill—In 
Peralta 
Homestead, 
map 
filed of 
record in the office of the 
Recorder of Alameda Co., 
s 25 ft of lot 10, and n 35 
ft of lot 11, blk C-668 


29127 Lillian F. Atkinson—Mortga- 
gee's 
interest 
in Pen,lta 
Homestead, 
map filed of 


record • In the office of 
the 
Recorder of Alameda Co., 
a 50 ft of lot 11. blk"C-668 


, Lincoln st, th s 25 ft by 


10214 ft e, por lots 5, 6, 7, 


X 
blk 709.... 


29803 H C and M A Olsen—In Part 
Plot 402, map filed of rec- 
ord In the office of the Re- 
corder of Alameda Co., e 30 
ft of lot 9, blk 709 


BLOCK 710. 


29S49 Ellen 
Farrell — In 
Toland 
Tract, map filed 
of record 
in the office of the Recorder 
of Alameda Co., lot 24, blk 
A-710, and imps 
,. 


BLOCK 711. 


29880 Charles H Redlngton-In Har- 


vey Tract, map tiled of rec- 
ord in the office of the Re- 
corder of Alameda. Co., w 
65 ft of lots 11 and 12, blk 
711 and imps 


29886 C H Redlngton—In 
Harvey 
Tract, map filed of record 
in thfi office of the Recorder 
of Alameda Co., e 60 ft of 
lots 11 and 12, blk 711 


BLOCK 715. 


BLOCK 669. 


11180 Mary F Tuescher—In Peralta 


Homestead. 
map filed of 
record in the office 
of 
the 
Recorder of Alameda (Jo., 
e 25 ft of w 100 ft of lo- 1. 
blk B-669. and imps 


2»141 
Frances J Coffin—In Per.'lta 
Homestead, 
map 
flled 
of 
record 
in 
the 
office 
of 


the Recorder of Alam-da 


. Co . pee o? Id beg on th-j e 


line of Chestnut st. 333V. ft 
s fm 32d st, th- e 60 ft, 11 n 
7 ft, th e 56 4-12 ft, th n 
26-4 ft. th e 15 S-12 ft. th 
s 60 ft. th w 132 ft. til n 
16^ ft to beg. por lot 5, 
blk B-669, and imps 
6 9 7 


BLOCK 672. 


S9211 
Viella Bullock—In 
Glascock 


Tract, map 
filed of record 


in the oflicu of the Ilecolder 
of Alameda Co., lot 2, blk 
672 
10 22 


BLOCK 675. 


89262 St Paul's English Evangelical 


Lutheran Chtnch—In G'as- 
cock Tract map iiled of i ec- 
ord in the oHlot of the Re- 
corder of Alamuda Co.. lot 
27 and e 10 ft of Jut 28, bik 
673 
1 23 


29263 Norwegian Evangelical Church 
—.Mortgagee's 
inteiest 
hi 


Glascock Tiact. map filed of 
record In the offii-e of the 
Recorder of Alamoda Co.. 
lot 27 a/id e 30 ft of lot 28, 
blk 675 
4 05 


BLOCK 678. 


29317 Leon Bine—In Watt's Tract, 


map filed of record in the 
of.ice 
of 
the 
Recorder of 


Alameda Co.. 
w HO 1-1 
ft 


of lot ], blk 678 
2 23 


BLOCK 680. 


29349 Kato 
Costello—In 
Watt's 


Tiact. map 
nled of record 


in the office of '.lie Recorder 
1 
of AlarmdEi Co.. n \'z of lot 3 
blk 
CSO, <.r'.d imp' 
4 39 


BLOCK 682 


Z8377 Golden Gato Church of United 


Krethien 
In 
Chi.«t-In 


Watt's Tnict. map 
/Hoc' of 


reoo'd in. t>j office of the 
Recorder of 
Alarr.ccUi 
Co 


j'cc of Id bee at the r.e cor 
of 3-lth and Adeline sts 
tl- 


n 100 ft. th o 90 ft. th 
. in 


ft. th i\ -7 ft. th .s 00 ft 
th 


w 
OJ ft 
to 
beg. 
por 
blk 


US2, and 
imp-- 
35' 


2737S Cr.u'eh 
Erection 
Socle y— 


Mortgagee's 
Intel est 
in 


Watt's Tract, map Illec 
(if 


record In the 
oflice of the 


Rt corder 
of Alameda 
Co 


pet- of id beg at the ne •.•n)i 
of 34th and A Iriine st, th 
n 100 ft. th c 90 't. th . ,0 
ft. th w 27 It th s 60 ft 
tn 


w 63 ft to bug. por bll; 6,<2 15 02 


29387 Ann 
M 
Jepscn—In 
W:.tt's 


Tract, man 
filed 
of 
re< MCI 


in tho office of the Reco cler 
of Alameda Co . s 25 l • of 
n 
Vj of lot 4, blk 
liS.'. ancl^ 


29389 Emma P 
Bander—in W. It's 


Iract. map nled of r c i ' i r i 
*m the- ofilco of tlvj Reco d'r 


of Alameda Co.. i>ee o 
1.1 


beg at a pt on the n I'll • -if 
31th st K ;t c from Adi Im,- 
| 
st, th e 25 ft hv GO ft n. por 


lot 
1. blk 
OS2 
4 21 Ii 


BLOCK 6?8 
| 


^"89604 John F Lacy—Pee of Id bcs 
at a pt on tho e linu of ;>fne 
' 
st 268 ft n from Division st, 
th n 30 ft bv SO ft e. por 
blk 6S8 and imps 
1 74 


BLOCK t>05. 


S9639 H H McGowa-.i—In City Sur- 


vey 1541. map filed (if rec- 
ord In the office of the Re- 
corder of Alameda Co., lot 
14 and n 2 ft of lot 13, blk 
696 and 
imps 
B 90 


i 29970 C W Freeman—In 
Oakland 
Point Homestead, map flled 
of record in the 
office of 
the Recorder of 
Alameda 
3 91 
Co.. s 85 ft of lot 2, arid' 
s 85 ft of lot 3, blk B-715, 
and imps 


29973 fennie L Larsen—In Oakland 
Point Homestead, map filed 
of record In the office of the 


5 61 I 
Recorder 
of Alameda 
Co., 


i 
e 23 1-4 ft of lot 5. blk 


I 
B-715, and imps 


1 
" 
BLOCK 725. 


30069 Henrietta 
Lewis—In 
Tract 


382. \rnap filed of record in 
the 
office of the Recorder 


6 90 I 
of Alameda Co . pee of Id 
beg at a pt on the w line 
of Campbell st 75 ft s from 
14th 
st. th s 33 3-12 ft by 


100 ft w. por blk 725. and 
imps 


80084 Lev! S Preston—In Part of 
Tract 383, map flled of rec- 
ord in the office of the Re- 
' corder of Alameda Co., lot 


13, and w 20 ft of lot 12. 
blk 1-725, and imps.. 


6(1 


2 3G 


6 55 


7 83 


6 98 


5 75 


2 82 


6 86 


30087 Kate Thompson and Emma J 
„ Lake—In Part of Tract 383, 


map filed of record in the 
office of the Recorder of Al- 
ameda Co., lot 10, bll» 1-725, 
and Imps 
447 


30089 William 
Dix—In 
Part 
of 


Tract 383, map flled of rec- 
ord in the office oft the Re- 
corder of Alameda Co.. lot 
9, blk 1-725 and Imps 
136 


30301 Catherine Sweeney—In Oak- 


land Point 1-Iomestc'Cl. map 
flled of record in the 
office 


of the Recorder of Alamerta 
Co.. 
e 23 ft of lot 8, blk D- 


725, 
and 
Imps 
3 58 


BLOCK-726. 


30141 
Sarah E 
Reese—In 
Re-sub- 


division of 
Block 
B, map 


fibd of record in the office 
of the Recorder of Alameda 
Co., lots 11 and 12. bile B- 
' 
726, and imps 
6 67 


.10341 Sarah E. Ree.se—Pers prop .. 2 47 
3015." George H Nolson—In Re-sub- 
divis.on of iBlock B. 
map 


filed of -ecord In the 
office 


of the Recorder of Alameda 
Co.. 
lot 27 blk B-726, and 


imps 
2 20 


BLOCK 727. 


30202 Annie Hayer—In Tract B-3S2. 


re-subdivision of portion of 
Block B-727, map 
fllod of 
record in the office of the 
Recorder of Alameda 
Co., 


lot 5, blk B-727. and imps.. 12 53 


BLOCK 738. 


30268 
Bee B Clawson—Pee of Id 
beg at the sw cor of 
18th 


and 
Willow sts. th w 
I'lO 


ft. s 231 3-12 
ft, e 190 ft 


n 231 3-12 
ft to 
bee. por 


blk 
738 
3 58 


30275 Bee B Claw.son—Pee of Id beg 


at 
the se cor of 18th 
and 


Wood sts, 
th o 19!) ft by 115 


74i-U ft s, por blk 738 and 
imps 
• 
3 28 


30275 Bee B Clawson—Pers prop.. 
3 47 


3027B Pacific 
Coast Dredging 
and 
. Reclamation Co-Mortgagees 


interest pee of id beg 
at 


the tc cor of iSth and Wood 
sts. th e IM ft by 115 7V4-13 
ft s, por blk 73S 
23 61 


BLOCK 739. 


30291 Mary 
J 
Mullen—Re-.subdivi- 


sion of portion of block 739 
map filed of record in the 
office 
of 
the 
Recorder of 


Alameda Co., lot 11. blk B- 
739 
»« 


Ill 


BLOCK 69S. 


28640 Lena 
Coke—In 
Zlegenbein 
Surrey. No 1166. map aied 
of record in the office ot the 
Recorder of Alameda Co., 
lot IS, blk 698, and imps.. 2 3; 


J8642 D M AtWHter— In Zlegunbefn 
Survey .No 1166. map lied 
of record in the office of the 
R'-Cordei 
of Alameda Co., 


lot 21. and n 20 ft ol lot 
14. hlk 60S. and Imps, poll 
tax. 1902 
4 5n 


I96B8 Mary E. Madden— In Zieson- 


bfln Survey No 1166, map 
filed of record in the office 
of the Recorder of Alame- 
da Co., lot 27, blk 698 and 
imps 
B 71, 


BLOCK 699. 


3«M John H Moller—Pee of Id bes 
at a point on the s line of 
Seward st 370 ft w from Pe- 
ralta st. th w 30 ft by 80 
ft s, por blk 699, and Imps 1 38 


21698 Mary G Gothrie—Pee o' Id 


beg at the se cor of Willow 
and Seward sts, th s 19 ft 
^ 75 ft e, por blk 700, and 
imps 
2 9 " 


BLOCK 700. 


29701 Saiah A W Donlin—Pee of Id 
beg at a pt on the e lit e of 
"Willow st 59 6-12 ft s -rom 
Seward st, th s 30 6-1" ft 
, 
by 73 ft e. por blk 700, and 
imps 
1 20 


29705 A Flsk and 
A A Freeman— 
Pee of Id bee at a pt on the 
s lino of Seward st 124 ft w 
from Campbell st. th w 33 
ft by SO ft s, por blk 700, 
and imps 
II 07 


BLOCK 702. 


19736 Maria S Colburn—In Part of 
Plot 402, map filed of rec- 
In the office of the Recorder 
of Alnmeda Co., lot 32, blk 
702. 
and lot 33 blk 702. and 
imps 
3 7 1 


29750 John and Frances Brothers— 
In part of Plot 402 map filed 
of record in the 
office of 
the Recorder 
of Alameda 
Co., lot 41 and e 6 6-J2 ft 
of lot 42. blk 702. and imps 1 71 


BLOCK 708. 


2J7I2 Mary J Murray—In Part of 
Plot 402, map filed of rec- 
ord In the office of the Re- 
corder of Alameda Co.. pee 
of Id beff at the sw cur of 
Lincoln and Pine sts, th s 
26 6-12 ft by 120 ft w, por 
blk 708, and imps 
11 67 


BLOCK 709. 


29797 Mr? A B Armstrong—In Part 


of Plot 402, map 
fileil of 
record In the office of the 
Rocorder of Alameda Co., 
pee of 1(3 beg at a pt on the 
• Uuc of Pine st 80 ft 
s fm 


69 


2 02 


1241 


6 97 


5 69 


BLOCK 740. 


30J02 Alice 
McTavlsh—Re-subdivi- 


sion of Block 
A-740, 
map 


filed or record -m the 
office 


of the Recorder of Alameda 
Co.. 
lot 6. blk 
A-740 


30307 Louis 
Schrolb—In Re-subdi- 


vision of Block A-740, map 
filed of record in the 
office 


of the Recorder of Alameda 
CO.. 
lot 10, blk A-740, and 


i m ps 


30312 Margaret 33 W:ilebrand — In 


Re-subdivision of Block A- 
740. map nled of record in 
the 
oflice 
of 
the 
Recordcr 


of Alameda Co . lot 17, blk 
A-740, and imps 


30319 Daniel McLeod—In Ra-subdi- 


vlsion of Block A-740, 
map 


filed of record in the 
office 


of the Recorder of Alameda 
Co., 
lots 26. 26 and 27. blk 


A-740, and imps 


30324 M Tyrrell—In Rc-subdlvision 


of Block B-740, map filed of 
record In the office 
of the 


Recorder of Alameda 
Co., 


lot 1, blk B-740 


30372 Cecil Mills Garnsey—In Map 


No. 2. Watt's Tract, map 
flled of record in tho office 
of th Recorder of Alameda 
Co., an undivded H interest 
in blk G-779 


30372 Cecil Mills Garnsey—In Map 


No. 2, "Watt's Tract, 
map 


flled of record in -the 
office 


of the Recorder of Alan-.ecla 
an undivided 
3^> interest in 


blk C- 780 
'. 
B 69 


80372 Cecil Mills Garnsey—In Map 


No. 2, Watt's Tract, 
map 


filed of record in the 
office 


of the Recorder of Alameda 
an undivided 
*& interest in 


blk B-7S1 
7 40 


30872 Cecil Mills Garnsey—In Map 


No. 2, Watt's Tract, 
map 


filed of record in the 
office 


of the Recorder of Alameda 
an undivided *,£ interest in 
lots 4 to 9 inc, 
blk A-782.. 
4 59 


BLOCK 783. 


30377 Loraine 
Pumyea 
et 
al—In 


Hougham Tract, map filed 
of record in the 
office 
of 


the Recorder of 
Alameda 


Co., lots 7 and 8, blk 783 ... 
2 66 


30377 Loraine 
Pumyea 
et 
!>1—In 


Hougham Tract, map flled 
of record 'n the 
office 
of 


the Recorder of 
Alameda 


Co., lots 9 and 10, blk 783. 
and imps 
5 2 4 


BLOCK 784. 


30384 C 
H 
Neuhaus—In 
Peralta 


Homestead, 
map 
flled 
of 


record In the 
office of the 


Recorder of Alaroeda Co, 
s 25 ft of lot 7, blk P-7S4 1 42 


| 30386 Kate 
D 
Wade—In 
Peralta 


Homestead, 
map 
filed 
of 


record in tne office of the 
Recorder of Alameda Co., 
n 50 ft of lot 9 blk P-7S4.. 
2 82 


30387 Ellen 
I 
Wade—In 
Peralta 


Homestead, 
map 
flled 
of 


record in the office of the 
Recorder of Alameda 
Co.. 


s 50 ft of lot 9. blk P-784.. 
2 82 


BLOCK 783. 


80399 Manuel 
Sousa—In 
Peralta 


Homestead, 
map 
filed of 


record In the office of the 
Recorder 
of 
Alameda Co. 


e 23 ft of lot 7, bll: O-7S5, 
and imps 
65 


30401 Mary 
Tehan — 3n 
Peralta 


Homestead, 
map 
filed 
of 


.record in the 
cffice ot" the 


Recorder of Alameda 
Co.. 


n 50 ft of o 100 ft of lot 
8. blk O-785. arid imps 
2 12 


S3404 Jos'-ph L Mathias.-In Peralta 


Homestead, 
map 
filed 
of 


record in the ofllce of the 


Recorder of Alameda Co., 
s 30 ft of n 55 ft of lot 9, 
blk O-785, and imps 


BLOCK 791. 


S0496 Philip Betz—In Map 
No. 2. 


Watt's Tract, map filed of 
record in the office of the 
Recorder of Alameda Co., 
sub B lot 4, blk 791 


30496 Philip Betz—In 
Map 
No 2, 
Watt's Tract, map flied of 
record in the dffice of the 
Recorder of Alameda 
Co., 
sub C, lot 4, blk 791 and 
imps 


30605 W C Metger et al, trustee- 
Mortgagee's interest in B 
St Sub of Watt's Tract, 
map filed of record in the 
office of the Recorder of Al- 
ameda Co.. lot F. blk 791.. 


30619 Victor H Wells—In Map No. 


2, Watt's Tract,< map flled 
of record in the 
office of 


the Recorder of Alameda 
Co, sub A lot 10, blk 791 
sub B, lot 10. blk 791, and 
imps 


BLOCK 793. 


30563 Joseph Terro—In Map No 2. 
Watts Tract, map flled of 
record in the office of the 
Recorder of Alameda Co., 
w 17 6-12 ft of sub F, lot 1, 
blk 793 and Imps, and e 17 
6-12 ft of sub G. lot 1. w 12 
6-12 
ft of sub G, lot 1. and 
sub H. lot 1, blk 793 


BLOCK 793 


,"0599 Homer Shephard-Mortgagee's 
interest in Map No 2 Watt's 
Tract, map flled of record 
in the office of the Recorder 
of Alameda Co., sub C, lot 
11. blk 793. and imps 


30600 Charlotte Oxford—In Map No 
?. Watt's Tract, map filed 
of record in the office of the 
Recorder 
of Aiameda Co., 
sub B lot 11, blk 793, and 
imps 


BLOCK 794. 


.",0«07 Christian P Ellegard—In Map 


No 2. Watt's Tract, map 
filed of 
i ecord in the 
office 


of the Recorder of Alameda 
Co.. ji 4 ft of sub F, G, H, I, 
J. lot 1. blk 704. and sub A, 
lot 2, blk 794, anc! linns..t. 


:!0651 Edwaul WeltS—In Map No 2. 


Watt's Tract, map filed of 
record in the oflice 
of the 


Recorder of Alameda Co. s 
50 ft of sub C. lot 12, blk 
794 


30651 Edward Welte—In Map No 2, 


Watt's Tract, mop filed- of 
record in the 
office of the 


Recorder of Alameda Co , 
sub D, lot 12, blk 794 


BLOCK 795. 


30662 A J Patterson—In Map No 2, 


Watt's Tract, map filed of 
record in the oflice of the 
Recordei 
of AUrmeJa 
Cu,, 


sub D, lot 2, blk 79».. . . 


30J562 A J Patterson—In Map No 2, 


Watt's Tract, map Hied of 
record in the office of the 
Recorder 
of Alameda 
Co., 


j 
sub A. lots, blk 703 
1 89 


I 30690 Jeppe Jflisfin—In Map 
No 2. 
Watt'.s T r a i t 
map liled of 


record in t!-e 
office of 
the 


Recorder of Alameda 
Co.. 


s- IS ft of sub A, lot 10.-and 
n 14 ft of sub D, lot 33, blk 
795, and imps.. ..: 
88 


BLOCK 797, 


30733 John Murphy—In Map /No 2, 
Watt's Tract, map filed of 
record in tire ortlce of the 
Recorder 
of Alameda 
Co., 


sub B, lot 4, blk 797 
2 82 


BLOCK 798. 


30761 Marie C Johnson—In Map No 


2. Watt's Tract, map flled 
of record in the 
oflice of 


the Recorder 
of 
Alameda 


Co., mb D lot 3, blk 738 


30761 Marie C Johnson—In Map No 


2, Watt's Tract, map 
filed 


of record in the office of -he 
Recorder of Alameda 
Co.. 


sub A, lot 4, blk 798, and 
Imps 


30744 PMl.p Betz-In Map No 2. Watts 


Tract, map filed of recoi d 
in the office of the Recorder 
of Alameda Co.. sub A, lot 
8, blk 798 


30774 PMlip Betz—In 
Map 
No 2. 
Tract, map filed ot reeo'd 
in the office of the Recorder 


of Alameda Co , sub C, lot 


S, bik lOS 


30774 Philip Betz—In 
Map 
No 2. 
Witts' Tract, map filed of 
-ecoid in the office of the 
Recorde" of 
Alameda 
Co. 
sub B. lot S. blk 798 


30774 Pnilip Betz—Ir. Map 
No 2, 
Tiact 
map 
filed of record 


in the office of the Recorder 
of Alameda Co.. sub D, lot 
S. blk 79h 


30777 R 1j Fomo.y—In Map No 2. 
Watt's Tract, map filed of 
i ccord in the office of the 
Recorder of Alameda Co . 
sub A, lot 9, blk 79S. and 
imps 


BL9CK 800. 


nw cor of Delgpr st md Tel- 
egraph ave, th n 50 t by 100 


5 13 
ft w, por blk 200 
29 27 


BLOCK 2002. 


31120 28 B and T J Maynan —In Ho 
gan Tract, map filei of rec- 
ord in-the office of the Re- 
corder of Aiameda 'o.. e 16 
S-12 
ft of lot 38 an 1 w 12'i 


ft of lot 19, blk 2 '02. sand 
imps, poll tax 3902 
4 BO 


BLOCK 2003-'. 


J1195 Minnie 
Friedman—Ii 
Jones 


9 67 
Tract, map filed o" record 
in the ohice of the Recorder 
of Alameda Co., p e of Id 
beg nt a pt on th - n line 
of Hobart st 280 ft w from 
Telegraph ave. th w 30 ft 
by 300 ft n, por lo 11, bU 
2003-2004 
450 
31195 Minnie Friedman—P< rs prop 2 47 


BLOCK 2006. 


31234 Dorothy and Henry 
vlinkner 


—In Tuttle Tract, nap filed 
of record In the 
iffice of 
the Recorder 
of Mameda 


Co.. 
lot 13. blk 
2105, and 
imps 
2 97 


BLOCK 2008. 


31314 
Agnes 
Stecker—In 
Kelsey 


Tract—map fil?d c" record 
in the office of the Record- 


i 
er of Alameda Co 
lot 18, 


1 
blk P-200S. and im s 
4 82 


59 I 31314 Agnes Steoker—Pers prop ... 
2 4 ? 


1 31367 Mary E Johnston. Ma id John- 


ston and William 
-I John- 


ston—In 
Simpson 
Tract, 


map filed of r«cor' 
in the 


office of the Record -r of Al- 
ameda Co . lot 32, Jlk 2008, 
and imps 
24 67 


33377 Mary E Sinclair—In Simpson 
Tract, map rtled o 
rct-ord 


in the office of the Recorder 
of Alameda Co.. w 12 of lot 
32. blk 2008 
II 63 


31393 Mary E Sinclair—In Simpson 


4 gg 
Tract, map filed of -ecord in 
in the oflice of the Recoi'drr 
of Alameda Co., e 25 ft "f 
lot 32 and w 6 f t • f lot 3!, 
blk 2008, and imps 
29 17 


1395- Annie M Harr.blj—3 r Tutt'e 
Tract, map filed i f recc.id 
in the office of the Recorder 
of Alameda Co.. r 3e of Id 


81 
beg at the nw cor Jf Char- 
ter st and Telegriph ave, 
th n 64 Sl-4 ft by 99 :!i-32 
ft w. por lot 28 anc all 26, 
blk 2008. and 
imr s 
65 23 


BLOCK 2009 


31458 Magdalina Ruhland-) i Kelsov 


Tract, ijfrnap filed o 
reooid 


in the office of the Recorder 
of Alamada Co., Ic: 19, blk 
Q-:009 


BLOCK 2010 


31482 Catherine Nicholson- -In 
Kel- 


sey Tract, map file 1 of rec- 
ord on the office o' the Re- 
corder of A lamed 
Co, n 


30 ft of lot 36, bll 
N-2010. 


and imps 
4 51 


314S6 Alice P 
Roche—In 
Kelsny • 
Tract, map 
filed 
• f record 


in the office of the Recordor 
of Alameda Co. let IS, b'k 
N-2010. and imps 
3 0 6 


31488 P J Rvan—In Kelsi v Tract, 


. map filed of recoi i in the 


office of the Recorc er of Al- 
amuda Co , lot 19, 1 Ik N-2010 
and imps... 
r 
9 51 


BLOCK 2033 


31533 Char'es E Nichols—] i Keisoy 
Tract, map filed of record in 
the office of the R< corder of 
Alameda Co.. e 15 ft of lit 
41. and 
w 20 ft 
( f lot 42, 


blk O-2011, and 
I nps 
3 SO 


BLOCK 2013 


7 IS 
i 47 


7 90 


S 34 
3 47 


04 


4 32 


G 04 


30845 Join Scanneil—In Map No 2. 
Watt's Tract 
map filed of 
record in tho office of the 
Recorder of Alamifda. Co . 
sub A, lot 7; sun B. lot 7: 
sub B. lot 8, sub C, lot S 
a'-id sub D. lot S, blk 800. 
imps 


BLOCK SOJ. 


30860 John M. Alves—In Map No ' 
Watts Tract, map filed of 
record In the office of the 
Recorder of Alameda Co., 
sub B, 'ot 3 ar.d s V- of sub 
C. lot 3 blk 801. and imps 30 69 


30866 John M Alves—Pers prop.. .. 
2 47 


30SS4 Edward Stokes—In Map 
No 


2. Watts Tract, map filed of 
record in the office of the 
Recorder of Alameda. 
Co.. 


sub A, lot 8. blk 803, and 
imps 
3 32 


30SS4 Edward Stokes—In Map No 2. 
Watt's Tract, map flled of 
record In the office o: the 
Recorder of Alameda 
Co., 


s 5 ft of sub B, lot S, blk 
801 
94 


30886 John 
and 
Delia 
Alvez—In 


Map No 2. Watt's 
Tract 


man filed of record In the 
office of the Recorder of Al- 
amecla Co., sub A. lot 11. bk 
801 
3 73 


30886 John 
and 
Delia 
Alvez—In 


Map No 2. .Watt's Tract, 
map' filed of record in the 
office 
of tl\e 
Recorder of 


Alameda Co.. sub B, lot 11, 
blk 801 
3 73 


BLOCK 803. 
e 


30947 J B Baxter—In 
Map 
No 1, 


Watt's Tract, por in city, 
map filed of record in the 


' ; 
office of the Recorder of AI- 


; 
ameda Co, sub A, lot 6. blk 


j 
803 
' 
96 


I 
BLOCK 1999. 


30994 Louise F O'Brien—In Camp- 


bell Tract, map flled of 
rec- 


' 
ord in the office of the Re- 
corder of Alameda Co . pee 


i 
of beg at a point on the e 
lln>! of San Pablo ave 30 


i 
831-12 ft s from 18th st. th 


! 
s 27 31 1-8-12 ft. th e 121 
ft more or less: th n 22 S-12 
ft. w 50 ft; n 2 S-12 ft, w 
82 9-12 ft to San Pablo ave 
and beg por blk 1999 
13 59 


33040 Lir.ie D Trowbridge—Pee of 


Id beg at a pt on the s line 
of Frederick st 225 8-32 ft 


e from San Pablo ave. 
th 


e 50 ft by 300 ft s. por blk 
39D9 and imps 
3331 


: 
' 
BLOCK 2000. 


j 31057 Mrs. Bmrr.a L Wiichester— 
Pee of Id beg at a pt on the 


, 
F line of Hobart sf 528 ft 
w from Telegraph av. th w 
75 ft. o 115 ft 
w 2 ft. s 16 


ft. e 77 ft. :i 1S7 64-100 ft. to 
bog. por blk JOOO. and imy s 27 48 


3!06S C W Siliiwell—Pee of la b»« 
! 
at a pt on the n line of Del- 


; 
gcr st 212 ft w from Telc- 


l 
graph'»a\e. th w 29 ft 
by 


I 
ICO ft no. oor blk 2000 and 


I 
in-i^s. ^ncl poll tn:: 1D92.. 36 51 


31065 C W Stillwell—Per- piojj....' 
2 4 7 


I 31079 Leopold 
Laser—Morti;fcE'3-'''s 
: 
interest pec of Id beg at the 


31576 G Mounicot—In Keli ey Tract 
map filed of recoi j in the 
office 
of 
the 
Her order of 


Aiameda Co.. pee if id bog 


3 41 
at the nc cor of San PablS* 
ave and Laurel st 
th e 70 
3-12 ft. n 66 ft, 
v 103 It 


s 76 ft to be**, por 
> 3ts 1 and 


2, blk M-201J and imps 
32 


31605 J R Eaton—In Kelse - Tract — 


6 52 
map flled of reco) i in tl'e 
office of the Recorc er of Al- 
ameda Co . pee of id beg at 
at a point on the n line of 
Laurel st. 65 ft 
w 
from 


Grove st, th w 35 ft by 75 
ft n por lots 38 a: d 19, blk 
M-2013. and imps 
16 


BLOCK 
2015-:01«. 


31628 Irvine 
Stewart—In 
Kelsoy 


Tract, map flled 
if record 


m the office of the Recorder 
of Alameda Co., 
i-ce of Id 


beg at a rit on the- s line of 
26th st 210 44-100 
t e from 


San Pablo aven, 
"h e 227 


1G-100^ ft by 98 42 100 ft s, 
por 
blk 
J-2015-20 6 
12 36 


31632 C 
K 
Marshall—M 'rlgagce's 


interest in 
Kelse • 
Tract, 


map filed of recoi d In t.ie 
ofTics of the Recori er of Al- 
Aineda Co.. s *& of lot 5. blk 
J-2015--'016 
,",750 


31643 Mary Andrews et al —In Kcl- 


5 57 
»ey Tract, map 
£rl< d of- rec- 


ord in the office o The Re- 
corder of Alamedy Co.. pee 
of Id beg at a pt on the n 
line of Sycamore st 431 ft 
.• 


w from Grove st. th w 50 
ft by 100 ft n, p .1- blk J- 
'-035-2036. and 
in ps 
34 57 


131643 Mary Andrew/— Pers 
prop .. 
3 47 
| 33652 Daniel 
Crowley—Ir 
KHsey 


9 31 i 
Tract, map 
filed ' f - record 


in the oflice of the Recorder 
of Alameda -Cp.. 
ice of Id 


beg *t a pt on the n line of 
Sycamore st 207 f 
w from 


Grove St. th w 25 ft by 300 
(t n. por blk J 2015-2016, 
and IBJPS 
; 28 


31662 Louis Wunn—In Kelsey Tract 


map filed of reco d in the 
office of the Recor !er of Al- 
amefla, Co . pee < t Id beg 
at the sw cor of • rrove and 
26th sts. the s 33 1^-12 ft 
by 90 ft w, por b k J-20J5- 
20:6, 
and Imps, 
poll 
tax 


1902 
.. 


corder of Alameda Co., lot 
27 
blk 2017-2018, and imps 6 96 


S17»4 Sarah E Harris-In Map of Aus- 


tin Park, map filed of rec- 
ord in the oflice ot the Re- 
corder, of Alameda Co.. lot 


, 26. blk 2017-2018. and imps 


31794 Sarah E Harris—Pers prop.. 
3179» Samuel H Gibbs—In Map of 
Austin Park, map filed of 
record in the office of the 
Recorder of Alameda 
Co., 
lot 41, bll: 2017-2018 
31801 Ida M Morrill—In 
Map 
of 
Austin Park, map filed of 
record in the office of the 
Recorder of Alajneda Co., 
lot 44. blk' 2017-2018, 
and 


2018, 
and Imps 


31801 
Ida M Morrill—Pers prop 
31811 Lizzie 
K 
Faw—In 
Alden 
Tract, map filed of record 
In the office of the Recorder 
of Alameda Co.. w 40 ft of 
lot 38, blk 2017-201S, 
and 


Imps and e 6 ft of lot 39, 
blk 2017-2018 


BLOCK 2019. 


31S64 Sarah A Vaughan—In Cale- 


donia Homestead, map filed 
of record in the office of the 
Recordei- of Alameda 
Co., 
pee of id beg at a pt on the 
s lino of CaJedonia ave 196 
21-100 ft w from Telegraph 
ave. th w 40 ft, s 143 21-100 
ft, e 88 38-100 ft. n 43 21-100 
ft, w 46 65-100 ft. n 100 ft 
to beg, por blk 2019,' and 
imps 
31870 Christine 
Gilmore—In 
Cale- 


donia Homestead, map flled 
of record in the office of the 
Recorder of Alameda Co.. w 
32 6-32 ft of lot 16, and e 
17 6-12 ft of lot 17, blk 2019 
an dimps 


31879 Christine 
Gilmore—In 
Cale- 
donia Homestead, map filed 
of record in the office of the 
Recorder of Alameda Co , 
pee of id beg at a pt on the 
s line of Caledonia ave. 559 
88-100 ft w from Telegraph 
ave th w 50 ft by 143 21-100 
ft s. por of lots 25 and 28, 
blk 2019, and imps 
31883 Josephine L Girard—In Cale- 
donia 
Homestead. 
map 


flled of record in the office 
ot the Recorder of Alamo- 
da Co.. lot 36, blk 2019 
and 


imps 
31SS9 Minnie P Penborthy—In Cale- 


donia Homestead, map filed 
of recoi d in the office of the 
Recorder 
of. Alameda Co.. 
pee of Id beg at a. pt on the 
s line of Caledonia ave 95 
ft e from Grove St. th e 28 
07-100 ft by 
70 ft s, 
por 
lots 42 and 43. blk 2019, and 
imps 
31833 Minnie 
P 
Pemberthr—F«rs 


prop 


BLOCK 202S. 


31910 
John G Peller—Ir. 
Whitcher 
Tract, map filed of record 
in the office of the Recorder 
of Alameda Co., lot 6 and 
n 4 6-12 ft of lot 5, blk 2021, 
and imps 


31913 
Hannah Leonard-Ill Whitcher 
Tract, map tiled of record 
in the office of the Recorder 
of Alameda Co.. lot 11, blk 
2021 
'• 
31925 John J Farrel—In Whitcher 
Tract, map filed of record 
In the 
office 
of 
the Re- 
corder of Alameda Co.. lot 
23, blk 2021, and imps...^ 
319"6 Gertrude 
DievesMortgagee's 
interest in Whitcher Tract, 
map led of record in the of- 
ce of the Recorder of Ala- 
meda Co., lot 23. blk 2021... 


31930 Leon S Humbert—in •Whitch- 
er Tract, map filed ot rec- 
ord in the office of the Re- 
corder of Alarncda Co., lots 
"9 blk 2021 and imps, and 
lot 30, blk 2021 


BLOCK 2022. 


31958 Thomas A and Rosa Huhges 
—In Central Land Compa- 
nys Tract. 
map 
flled 
of 


record in the office of the 
Recorder of Alamc-da Co., n 
40 ft of lot 3, blk 2022, and 
Imps 
31960 John P Beckett—In 
Central 
Land Company's Tract, map 
map flled of record in the. 
office 
of 
the 
Recorder of 


Alameda Co , w 40 ft of lot 
5, blk 2022 and Imps 


31972 John 
Mltchel — In 
Central 
Land 
Company's 
Tract, 


map flled of record in the 
office of the Recorder of Al- 
Ameda Co., c 10 tt of lot 6 
and w 45 ft of lot 7. blk 
2022, and imps 
31972 John Mitchell—Pers prop 
31975 Eliza B 
Urmy—In 
Central 
t.and Company's Tract, map 
filed of record in the office 
of the Recorder of Alame- 
da Co. e 5 ft of lot 7 and 
w 35 ft of lot S, blk 2022.. 


31981 
C M Hajes—In Central Land 
Company's Tract, map filed 
of record in the office of the 
Recorder of Alameda Co., 
lot 11, blk 20S2, and imps.. 


SLOCK 2023 


32005 Fr.ink 
Castro—In 
Whitcher 
Tract, map nled of record 
in the office of the Recorder 
of Alameda Co., lot 23. blk 
2023 
32006 J M George—Mortgagee's In- 
terest 
in Whitcher 
Tract, 
map flled of record in the 
oflice of the Recorder ot Al- 
ameda Co., lot 23, blk 2023 


BLOCK =025. 


32070 Carrie R Newell—Mortgagee's 
interest m "Whitcher Traqt, 
map filed of record in tpe 
office 
of the 
Recorder of 
AUmeda, Co., lot 16, blk H- 
2026 


6 43 


2 47 


21 32 


3 76 


6 67 


2 96 


2 35 


5 90 


9 77 
4 44 


5 46 


3237 


4 50 


BLOCK 2017-.-018. 


31689 American Bonding . nd Trust 


Companv of Bal imore— In 
Kelsey Tract, ma > filed of 
record in the offi -e of 
the 
Recorder of Alar ied.1 Co.. 
pee of Id beg at i point on 
th n line of Sycarr ore st 8S5 
ft w from Telegra .h a\e, th 
TV 50 ft by 3S6 l-c ft n. por 
blk K-2017-201S. a i d imps.. 


31703 Gertie A. Rlstrem— In 
Knex 
Park, map filed of recoi d In 
the 
office of the Recorder 


of Alameda Co., e 7 ft of lot 
35 and w 30 ft of lot 36 blk 
2017-2018. and 
in ps 


31709 Florence H Miller— fn 
Knox 


Park, map tiled of record in 
the 
office of the Bec.irrler 


of Alameda Co.. 1 )t 14, bik 


2017-201S. and Imps 
.............. 


31712 
Celia II Waterhouse -In Knox 
Park, map filed ot record in 
tch office of the R .-corder of 
Alameda Co.. lot 
10, 
blk 


2017-201S, ard im is 
....... 


31712 
Clara 
H 
Waterh> use — Pers 
prop 
................... 


31719 
Anna B Kerr — In K lox Park. 


map filed of recc 'd in the 
office of the Recoi ier of Al- 
ameda Co., w 30 f of lot 19 
and e ]0 ft of 1 .t 20. blk 
L'017-2018. and 
irrps 
........ 


33J19 Anr.a B Kerr — Pen 
pro-. ____ 


31756 Gertrude S Greenwt 11-In 'Map 


of Austin Park, 
map filed 


of record 
in the 
office of 


the 
Recorder 
or Alameda 


Co., 
lot 6. b'k 201 -203S.. .. 


31760 Frank 11 Davis— I- 
Map 
of 


Austin Park. n-. > flled of 
record In the off :e of the 
Recorder 
of Aiai lecla 
Co.. 


f 32 ft of lot 18. blk 2017- 
2018, 
and imps 
............ 
Agn'.s A HoFkins-r 'ortg igee's 


inlere;t in Map 
< f 
Austin 
Park, map filed o- record in 
the office of the F reorder of 
Alatr.crla Co.. 
lo 
23. 
blk 


2017-201S 


31782 F Aicllo — In Map 
• f 
Austin 
Park, map filed o record in 
in the office of th 
Recorder 
of Alameda Co.. 
ot 34. blk 


2017-2018. 
and 
mps. poll 
tax ItW 
................. 
4 50 


31788 C X MarshaM-Ir. M. p of Aus-" 


tip. Park, map fll -d of rec- 
ord in the office t the Re- 


31767 


76 


1668 


75 


47 


9 3 1 
4 44 


8 82 


68 


22 70 


Rowland Tract, th « alone 
said last line to the point 
which would be intersected 
by the line drawn at right 
angles through pt of beg. n 
along said last named line 
73-94-100 ft to be*,, por blk 
2029 
'. 
6 54 


32219 Mabel I Skinner—In 
Caledo- 
nia Homestead, mnp fijed of 
record • in the office of the 
Recorder of Alamoda 
Co., 
pee of Id beg at the se cor 
of Campbell and Grove sts, 
th e 100 50-100 ft s 35 ft. 
•w 100 ft, n 39 44-100 ft to 
beg, por blk 2039. and imps 
poll tax of 
A J 
Gurnett 


1902 
4 50 


32237 Beatrice M Hall—In Rowland 
Tract, map filed of record 
In the office ot" the Recorder 
of Alameda Co.. ')ce of Id 
beg at the sw cor of Tele- 
graph ave and Campbell st, 
th w 127 8-100 ft. s about 4o 
ft. e 326 46-100 ft. n 45 ft to 
beg, por blk 2029. and imps 5 36 


32227 Beatrice M Hall—PC rs prop.. 
4 44 


BLOCK 203.(. 


32303 Mary E Lambert-Ir, Rowland 
Tract, map filed of record in 
the office of the Recorder of 
Alameda Co., 
lot 
19. blk 


2033 and imps 
1345 


S231S L E and Solomon Nelson—In 
Rowland Tract, map filed 
of record in the oflice of the 
Recorder of 
Alameda Co, 


lot 32. blk 2033 and imps.. 3 28 


32325 Carrie R Newell—Mortgagee's 
Interest 
in 
Rowland. 
Whitcher and 
J.roekhurst 


Tiact (Henry's 
I ub). map 


filed of record in the 
office 


of the Recorder ot Alameda 
Co., 
lot 3, b k 2' 33 
1 66 


32338 J&mes and Llllie M. Gately 


—In Rowland Tr ict, 
map 
filed of record in the 
office 


of the Recorder of Alame- 
da Co.. lot 9, blk 2033, and 
, 


and imps 
2 67 


BLOCK 2034. 


32347 Lettie H Baker—In Rowland 
Tract, map flled at record 
in the office of the Recorder 
of Alameda Co., lot 7, blk 
2034. and imps 
B 43 
1 James F Louhrey— In 
Row- 
land Tract, map 
flled 
of 
record in the oflice of tho 
Recorder of Alan eda 
Co., 
lot 15. blk 2034, ahd Imps .. 1 51 


3'>373 Oliver and 
Addle 
LegauH— 
In Rowland 
Trtct. 
map 


fi'ed of record in the office 
of the Recorder of Alameda 
Co, lot 20. blk 2"34 
4 39 


32374 Sarah A Wl-.idden--In Row- 
land Tract, map fililcd of 
recoi d in the 
ofi ce of the 
Recorder 
of 
Alnmeda Co, 


lot 23. blk 2034 
6 25 


BLOCK 20 !5 


32393 Frank P Wright—In 
Row- 
land Tract, map 
filed 
of 
record in the 
ofl ce of the 
Recorder of 
Alameda Co, 


lot 41, bik C033, and imps.. 20 53 


BLOCK 2'»36 


32400 F A Washburn—In Rowland 
Tract, map riled of recoi d 
in the oflice of th- Recoi cler 
of Alameda Co. pec of Id 
beg at a pt 1UO ft n fm the 
nw cor of Thirty-first at 
and Telegraph ave. th w 
134 11-100 ft, 
n 30 ft, 
e 


134 53-100 ft. s 30 ft to beg. 
por lots 2 and J 
blk 2036, 
and imps 
15 61 


32407 L 
B 
Davis—In 
Rowland 
Tract, map 
filed of lecoid 


In the oflice of the Record- 
er of Alameda t 'o, pee of 
Id beg at a pt on the s 
1 
of 
Thirty-ri'-cond 
Ft 


300 58-100 ft, w fm Tele- 
graph av.e, th w 28 ft by 
110 ft s, por lots 4 and 5. 
blk 2036 and 
imps 
3567 


32414 W A 
Wlshart—In 
Rowland 
Tract, map filed of record 
in the office of the Record- 
er of Alameda * 'o, pee of 
Id beg at a pt on the w 1 
of Telegraph 
avi> 75 ft 
s 


fm 
Thirty-second st, 
th 
s 35 ft w 09 20-100 ft, n 
35 ft, e 99 5:1-100 ft to beg, 
lots 4 and 5, blk 2036, anu 
imps 
57 39 


32414 W A Wishart—Per3 prop.... 
4 44 


34424 Fred P Winchester—In Row- 
land 
Tract, map filed of 
record in the oflice of 
the 
Recorder of 
Alameda Co, 


e 30 ft of lot 13, bik i'036, 
and Imps • 
4 2 0 


34424 Fred 
P 
Winchester—Pers 
prop 
2 4 7 


32466 Fred S Forster—In Rowland 
Tract, map flled of record 
in the oflice o" the Record- 
er of 
Alarnec'a Co, lot 9, 


blk 
2037, ar.d imps 
6 li" 


BLOCK 2<>3S 


32492 Edward C Dodge—lu Rowland 
Tract, map filed of record 
lit tire office ot fio Record- 
e" of Alarneca Co, lot 5, bTk 
2038, and 
imps 
3 SG 


32506 Henry 
Betz—In 
Rowland 
Tract, map f.led of record 
In the office of tic Recorder 
of Alameda Co, lot 26, blk 
2')3S, and 
imps 
2 OS 


32508 E B HitchcuN—In 
Rowland 
v 
Tract, map 
liled of recoi d 


m the office of the Recoro- 
er of Alameda Co, lot 27, 
blk 2038 
9 7 ; 


BLOCK 2^33 


32523 Herbert 
J Smith—In Row- 
land 
Tract, 
ma i flled of 


$ 67 
record In the oltice of the 
Recorder of 
Alameda 
Co, 


lot 8. blk 2039. and imps, 
and 
lot 9. blk 
"03& 
8 2: 


BLOCK 2026. 


32097 D J Frisbie—In 
Brockhurst 
Tract (Original Sub), map 
riled of record in the office 
of the Recorder of Alame- 
da Co., pee of id beg at a 
pt on the s line of Alden 
st 100 8-12 ft e from San 
Pablo ave, th e 50 ft by 70 
fi s. por lot 1, blk A-2026, 
and imps 
23 63 


BLOCK 2027. 
* 


32132 William 
B 
G--eenbaum—In 
Brockhurst Tract (Original 
Sub)., map filed of record in 
tho office of the Recorder of 
Alameda Co., pee of Id beg 
at a pt on the w line of 
Grove st 84 ft s from 29th 
st, 
the s 28 ft by 115 ft w, 


lot 35. blk D- 2027 and imps 13 91 


32134 Anna C Berg—In Brockhurst 
Tract (Original Sub), 
map 


filed of record in the office 
of the Recorder of Alameda 
Co., 
pee of Id beg at a pt 


on the - - line of Grove st 56 
ft s from 29th, th B 28 ft by 


90 ft w. lot IB. blk 


i 
D-2027. and 
Imps 
39 80 


132139 E 
C 
Lyon—Ir. 
Brockhurst 


6 03 ] 
Tract (Henry's Sub), 
map 


filed of record in the 
office 


of the Recorder of Alame- 
da Co., lot 13, blk 2027 
2 05 


BLOCK 2028. 


32143 M L Broadwall and William 
F 
Batchelder—In 
Central 
Land 
Company's 
Tract, 


map filed of record in the 
office of the Recorder of Al- 
ameoa Co.. n 3 4-12 ft of lot 
2 and s 30 ft of lot 3. blk 
B-2028 
, 
9 75 
32151 Mary Maganinl-rPce of id beg 
at a pt on the s line of Lo- 
gan st 704 ft w from Tele- 
graph ave, th w 40 ft by 120 
ft K, por of 
blk 
2028 and 


Imps 
4 74 


32184 Ida Gross—Pee of Id beg at a 


pt on the n line of Walton • 
st 556 ft w from Telegraph 
ave, th w 37U ft by 120 3-12 
ft n, por blk 2028 and imps 4 21 


BLOCK 2029. 


32208 Joseph 
Wohlfrom—In 
Row- 
land Tract, map flled of 
record in the office of the 
Recorder of Alameda 
Co. 
pet of Id bee at a pt on 
the s line of 30th at 127 
8-100 ft w from Telegraph 
ava, th w 80 ft, s 70 ft to 
the * boundary 
Una at 


BLOCK 2040 


32544 D 
Edward 
Collins — Mort- 
gagee's interest, 
in Row- 
land Tract, 
mai> 
filed 
of 
record m the 
office of the 
Recorder of 
Al imeda Co, 
lot 12 and s 11 3-12 ft of 
lot 11, blk J040 
6 67 


BLOCK 2'>41 


32560 L H Sly—In Rowland Tract, 


map Hied of rei ord in the 
office 
of the 
tiecorder of 


Alameda Co. lot i, blk J041, 
and imps 
21 78 


32565 Robert 
F 
Woodwatd— 


In 
Rowland 
Tract, 
map 
filed of record in the oflice 
the Recorder 
ol 
Alamed.i 
Co. o ',i of lot 7. blk 2041, 
and imps 
1 42 


BLOCK -043 


32645 Walter W Hunt-In Map of 


the Collins Tract, map filed 
of record in 
the 
office of 


the Recorder 
os 
Alameda 
Co, e 32 ft of lot 33. and w 
30 ft 
Of lot 
14 
blk 
2043. 


and imps, roll tax' 1902.... 
4 50 


32661 Mary F Stewart—In Map of 
the Collins Tract, map flled 
of record In the oflice of 
the Recorder 
01 
Alameda 
Co, w 37>/3 ft of lot 23, blk 
2043 anc! imps 
6 98 


32664 Francis M Schofield—In Map 


of the Collins Tract, map 
flled of record in the office 
of the Recorder if Alameda 
Co. lot 29, blk 2043. 
and 
Imps 
.- 
2 82 


32668 J M Van Every—In Map of 
the 
Collins 
Tract, 
map 


flled of record in the office 
of tire Recorder of Alameda 
Co 
e 22 6-12 ft of lot 32, 
and w 
12>/2 ft of lot 
33, 
tlk -043, and imps 
2 67 


BLOCK -'m 


32725 J 
H 
Simpson—In 
Central 
Land 
Companj 's 
Tract, 
map flled of word in the 
office 
of the Recorder of 
Alameda Co. s 11 5-5-12 
ft of lot 1. e 43 .15-100 ft of 
' 
lot 33. w 35 ft of lot 14, e 
15 ft of lo1. 15, blk F-2044 
and lots lots 16, 17 and 18. 
e 20 ft of lot 19. blk F-2044 
and imps 
15 16 


32744 J 
H 
Simpson—tn 
Central 
Land 
Company's 
Tract, 
map filed of record in the 
office 
of the 
Kecorder 
of 
Alameda Co, lot 21, and w 
20 ft of lot 20, blk F-2044 
and imps 
32 40 


32744 J H Simpaon—P*rs prop 
3 4 7 


32750 H 
L 
Hunter—I-i 
Central 
Land 
Companj 's 
Tract, 


map filed ot record in the 


of ttu Kecorder of 


Alameda Co e 30 ft of lot 
20, blk F-2044, and imps.. -» 7B 


BLOCK H-2045 


3276S Benjamin F Crouch—In Cen- 


tral 
Land • Company's 
Tract, map flled of record 
in the office of the Recorder 
of Alameda Co, e 25 ft of 
lot 5. blk H-2045, and Imps.. <1 


32770 Pilgrim 
Advent 
Christian 


Church—In 
Central 
Land 
Company's Tract, map filed 
of record in the office of the 
Recorder of 
Alameda 
Co, 
e 40 ft of lot 13, blk H-2045. 
and imps 
421 


S27T8 James 
Clancy—In 
College 
View Tract, 
map filed of 
record in the oflice of the 
Recorder of 
Alameda 
Co. 


e H of lot 46, blk 2045, and 
imps 
« M 


BLOCK 2048 


32789 J 
P 
Beckett—In 
Central 
Land 
Company's 
Tract, 


map filed ot record in the 
office of 
the Recorder 
of 
Alameda Co. e 40 ft of lot 
8, blk Q-:04ii. and imps 
44* 


32793 C W 
Gallagher—Mortgagee's 
interest. 
In Central 
Land 
Company's Tract, map flled 
of record in th* office of the 
Recorder of 
Alamcda 
Co, 
lot 2. blk P-2047 
IS 9* 


3'2S07 Edward J Jolinsoii—In 
Cen- 
tral Land Company's Tract, 
map filed of rei OM In tha 
office of the Recorder of Al- 
ameda Co.. e 25 ft of lot 12, 
and w 15 ft of lot 13. blk P- 
2047, and imps 
4 H. 


32811 Isaac 
D 
Wood—In 
Central 
Land 
Company's 
Tract, 


map filed of record In the 
office 
of the Recorder of 
Alameda Co. w 37 6-12 ft 
. of lot 9, blk P-2047. and 


imps 
14 M 
S2S1S George 
Berkley—In 
Central 
Land 
Company'* 
Tract, 


map filed o' record in the 
office 
of 
the 
Recorder 
of 
Alameda Co. e 12 6-12 ft 
of lot S, blk 
P-2047, 
and 


w 35 ft of lot 10. blk P-2047 
and imps 
4 IT 


32824 Max C Schmite.nh.iu8—In Cen- 
tral 
Land 
Company's 
Tract, map filed of i ecord 
:n the office of the Record- 
er of Alameda Co. lot 23, 
blk P-2047, and imps 
3 8 2 


BLOCK K-204S 


32S37 W 
J 
Seattle—In 
Central 
Land 
Company's 
Tract, 


map iiled of rerord In the 
office 
of 
the 
Recorder 
"f 


Alameda Co. n :10 ft of lot 
3, blk K-204S.- and 
imp*.... 
9« 


3CS49 Marion Von Ostrom—In Cen- 
tral 
Land 
Company's 


Tiact. map 
Tiled of record 


In the office of tho Record- 
ot Alamrda. Co, w 33 4-12 ft 
of lot 
5, blk K-204S, 
and 


Imps 
6 9» 


32834 Fiank M 
Da\ls—In 
Central 
Land 
Company's 
Tract, 


map 
filed, of record in the 


ofHce 
of 
thu 
Kecorder of 


AlJrneda Co. e -'5 ft of lot 
10. and w 12 6-12 ft of lot 
31, blk K-204S. and imps.. 10 Ot 


32S55 Phoenix 
Savings 
Building 
and . 
i-,oaii 
Association— 
Mortgagee's 
interest, 
in 


Cential 
Land 
Company's 
Tract, map filed of record 
in the office of the Record- 
tr of AUmetia. Co. e 26 ft 
of lot 1". jlKl w 1'J 6-12 ft 
of lot 11. blk K-2048 
S 99 


32860 Isaac 
D 
Wood—In 
Central 
Lond 
Company's 
Tract, 


map filed of record in the 
office 
of 
the 
Recorder of 
Alameda Co. .: 32 ft of lot 
8. blk K-20:8, and 
imps.. 6 Cf 


32862 Isaac 
D Wood—In 
Central 
Land Company's Tract, map 
filed of i ccord in the 
office 


uf the Recorder of Alameda 
Co, e 20 ft of lot 7, and w 18 
ft of lot S, blk K-2048, and 
Imps 
13 22 


32S64 Eclwaid 
McKenley—In 
Cen 
tial 
Land 
Company's 
Tiact, map liled of recoi d 
in the office of the Record- 
er of Alameda Co. w 40 ft 
ft of lot 12, block K-2048, 
and imps 
5 II 


32869 Phoenix 
Savings, 
Building 
ami 
Loan 
Association— 


' 
Mortgagee's 
interest. 
In 


Centidl 
Land 
Company's 


Tract, map flled of record 
in the office of the Record- 
er of Alameda Co. w 37 6-12 
ft of lot 9. blk K-2048 
41 28 


32871 B L Spence—In Cential Land 
Company's 
Tract. 
map 


filed of record in the office 
ot the Recoi dor of Alamerla 
Co. w J3 ft of lot 30. blk 
K-204S. and imps 
1761 


32ST5 Frank M Davis—In 
Central 
Land 
Company's 
Tract, 


map filed ot rrcord in the 
oflice of the Recorder 
of 
Alamed.i Co. e ,"2 ft of w 06 
It of lot 14, blk K-2048, and 
'.mos 
~ 
7 29 


32879 Frank M 
Davis—In 
Central 
Land 
Company'* 
Tract, 


map filed oT recoi d in tho 
oflice of 
tho Recorder 
of 


Ainmeda Co. c 32 ft of lot 
15. blk K-204S. and imps.. 
6 St 


32SS1 13 L Spca^e—In Central Land 
Company's Tract, map filej 


* 
of record in the office of tho 
Record"!- of 
Alamoda 
Co, 


c 33 ft of lot 29. blk K-204S. 
and imps 
17 61 


328S3 Fre^I A P.ii'oOns—In 
Ci>ntr.i! 


L,:nfl 
Company's 
Tract, 


map filed oi record tn the 
office 
uf 
the 
Recorder of 
Alameda Co. e 37 ci-12 ft of 
'of 11. blk K-2048, and Imps 10 08 


BLOCK 2049 


32S93 Charles w Hunt—In 
Central 


L?iiui 
Company's 
Tract, 


map filed of record in tho 
office 
of 
the 
Recordei of 


Alamcrla 
Co. 
lot 5. 
blli 


E-2049, and imps 
24 56 


32893 Charios W Hunt—Pers prop 
3-4T 


BLOCK 2050 


3294.' Han let H Wi.thart— In 
Map 
"H." Por 
ol 
15*t of A i^ 
Brown, map filed of record 


• in the office of the Recorder 
, 
of Ala.netii Co, pc« of M 
begr at a pi on the R 1 of 
Tr.irtv-p.ftb 
><t J63 ft w fm 
Telegraph ave, th w 40 ft 
In 
119 10-12 ft s, por of 
lot II. >>lh 2050. and imps.. 3 It 
2050. 


BLOCK 2051 


Hall—in Central 
32979 J 
B Hall—m Central Land 
Company's Tract, map filed 
of record In the office of the 
Record'iiV of 
Alameda 
Co, 


pee of Id beg at a pt on the 
o 1 of West st 30 ft. s fm 
Walton 6t. th s 30 l'A-12 
ft. e 116 ft. n GO 1W-12 ft. 
w 10 ft, s 30 ft. w 106 ft to 
beg. por lot 4. blk D-2051.. 6 31 


33003 Nellie 
T 
Swift—In 
Central 
Land 
Company's 
Tract, 


map filed of record In the 
office 
of 
the 
Recorder 
of 


Alameda Co, lot 
23, blk 
D-2061. and e H of lot 24. 
blk D-2051, and 
imps 
2 6« 


33003 Nellie T Swift—Pe-rs "prop... 
3 47 


33006 Albert 
w Pcrrson—In 
Cen- 
tral 
Land 
Company's 
Tract, map filed of record 
in 
the 
office 
of 
the 
Re- 
corder of Alameda Co. lot 
26, blk D-2051, and imps.. 13 41 


BLOCK .2052 


33008 W J DIngee—In Central Land 
Company's 
Tract, 
map 


filed of record In the 
office 
of the Recorder of Alame- 
da Co, w 37 6-12 ft of e 
40 ft of lot 11, blk L-2052, 
and imps 
2 OS 


33009 Phoenix 
Savings, 
Building 
and 
Loan 
Association — 
Mortgagee's 
interest. 
In 
Central 
Land. 
Company's 
Tract, map filed of record 
in the office of the Record- 
er of Alameda Co. w S7 6-12 
ft of e 40 ft of lot 11, blk 
L.-2062 
17 4« 
33010 W 
J 
DIngee—-In 
Central 
Land 
Company's 
Tract, 
map filed of record in the 
office 
of the 
Recorder of 
Alameda Co, e 2 6-12 ft of 
lot 11. and w 35 ft of lot 


j 
IS, blk L-2052 and imps 
2 .«• 


33011 Phoenix 
Savings, 
Building 
and 
Loan 
Association — 
Mortgagee's 
interest, 
in 


Central 
Land 
Comfa.ny'1 


•r" 


SATURDAY EVENING 
OAKLAND TJUBUNE 
JUNE 4,19O4 
29 


Tra.pt. map filed of record 
in the office of the Record- 
er of Alameda Go. e 2 6-12 
ft of lot 11, and w 35 ft of 
^ 
lot 12. blk I>»052 
17 4 6 
SHJ4 E J Shepardson—In 
Central 
Land 
Company's 
Tract, 
map filed of record In the 
office 
of the Recorder of 
Alameda Co, lot 22 and e 
15 ft of lot 23. blk L-E052.. 7 U9 
•MM Isaac D 
Wood—In 
Ci ntral 
Land 
Company's 
Tract, ' 
map filed of record in the 
office 
of 
the 
Recorder of 
Alameda Co. e 37 6-12 ft of 
w 42 9-12 ft of lot 9. blk 
, L-20S2 and imps 
3 : 8 


WMS Isaac 
D 
Wood—In 
Cf ntral 
Land 
Company's 
Tract, 
map flled of record in the 
office 
of the 
Recorde r of 
Alameda Co, e 26 ft of lot 
8, and w 5 3-12 ft of lot 9, 
blk L-2052, and imps 
8 S3 


BLOCK O-2053 


ISM* Nettle C Abernethy—In Cen- 
tral Land Company's Tract. 
map flled of record in the 
office of the Recorde] 
of 
Alameda Co. pee of Id beg 
at a. pt on the w 1 of Mar- 
ket st 32 ft s fm TMrty- 
flfth st, th s 61 88-100 ft 


, w 104 ft, n 59 ft. mo -e or 
lees, th e 100 ft to beg por 


' lots 4 and 
5. blk O-.353.. 
6 !>0 i 
tt»70 Battle M Albrecht—In 
Cot- 
ter Tract, map 
filed 
of 
record in the office of the 


• 
Recorder of 
Aldtneda Co, 


w 36 ft of lot IS, blk 2063, 
and imps 
S 43 


JS870 Hattie 
M 
Albrecht—Fers 
prop.. ..' 
2 47 
U079 Fred Henrichsen—In 
Cotter 


• Tract, map filed of record 
-In the office of the Recorder 
of Alameda Co, lot 25 blk 
2053 and Imps 
1 69 


S89JJ& Thomas Rutherford—In Cot- 
ter Tract, map filed of re- 


- cord in the 
office of the • 
Recorder of 
Alameda 
Co, 
, 
• 
w % of lot 26, blk 205S and 
* 
Imp* 
3 ?0 


BLOCK 2054 


MOM Jennie L Brides—In Mitchell 
Tract, map filed of record 
In the office of the Record- 
er of Alameda Co, lot 18 
on* e 754 ft of lot 19. blk 
2054 and imps 
19 45 
131*4 Charles 
Harris—In 
Mitchell 
Tract, map filed of meord 
in the office o£ the Record- 
er of Alameda Co, lot 64, 
blk 205 i and lot 65, 
blk 


2064 and Imps 
.. 1 £ 9 


BLOCK 2055 


11181 Charlotte E Osborn—In Cen- 
tral 
Land 
Comp-tny's 
Tract, map flled of r-icord 
in .the office of the R«oord- 
er of Alameda Co, w 37 
6-12 ft Of lot 9, blk M-2055, 
and imps 
6 69 
tilt* Charles H Burnham—In Cen- 
tral 
Land 
company's 
Tract, map filed of r -cord 
in the office of the Record- 
er of Alameda Co, e 5 ft 
of lot 6 and w 25 ft cf lot 
7, blk M-2055, and imps 
4 21 
Ulil Charlotte E Osborn—In Cen- 
tral 
Land 
Company's 
Ti-act, map filed of record 
In the office of tho Record- 
er of Alameda Co, e 12 6-12 
ft of lot 9 and 
-w 25 ft of 
lot 
10, blk 
M-2055 
and 
imps 
6 E9 


83145 Charlotte E Osborn—In Cen- 
tral 
Land 
Company's 
Tract, map flled of record 
in the office of the Rei.ord- 
er of Alameda Co, e -'5 ft 
of lot 10 and w 12 6-12 ft 
of lot 11. blk M-2055, and 
imps 
6 69 


Z1147 Charlotte E Osborn—In Cen- 
tral 
Land 
Company's 
Tract, map filed ol record 
in the office of tho Record- 
er of Alameda Co, 
e 
37 


6-12 ft of lot 11, blk M-2055 
and Imps 
6 6 9 


33148 Phoenix 
Savings, 
Building 
and 
Loan 
Association — 
Mortgagee's 
interest 
In 
Central 
Land 
Company'* 
Tract, map flled of record 
in the office of the Re>'ord- 
er of, Alameda Co, e 37 6-12 
ft of lot 11, blk M-2066.. 3325 
331*4 Catherine M 
Fabiajio — In 


Central 
Land 
Company's 
Tract, map died of r< cord 
in the office of the Record- 
er of Alameda Co, lot 16 
blk M-2065 and imps.. .. 1 ti 
13U« Anna 
E 
Smith—In 
Central 
Land 
Company's 
Tract, 
map filed of record in the 
office 
of the 
Recorder of 
Alameda Co, e % of lot 30, 
blk M-2065.. ., 
2 67 
>81« Christine M J Matthleson—In 
Land 
Company's 
1 ract, 
Land 
Company "s 
Tract, 
map filed of record ir tha 
office 
of the 
Recorder of 
Alameda Co. pee of Id beg 
at the ne cor of Thirty-fifth 
find Market sts, th e ')5 ft 
by 100 ft n, por of li.ts'l 
2, blk M-2055, and 
imps.. 6 2 9 
38H2 Christine M J Matthieso.i—In 
Pers prop 
(.. .. 2 ^^ 


BLOCK 2134 
', 


SHit OaJiland Bank of Savin'gs— 
Mortgagee's 
interest. 
Jn 
Alice Park, map 
tiled of 
lecord !n the omce 01 the 
Recorder of Alameda I o, n 
52 ft ot lot 18, blk 2134 and 
imps 
8 14 


38249 Grace 
A 
Ewing—In 
Alice 
Park, map filed of record 
in the oolcu of the 
Re- 
corder of Alameda Co. lot 
26, blk 2134. and imps . .. 32 42 


S8242 Grace A Ewing—Pers prop.. 4 44 


BLOCK 2136 


S3247 N W Chapman—Pee 
of 
Id 
beg at tne ne cor or 1'our- 
teenth 
and 
Webster 
st. 
th e 100 ft by 10,i ft n, poi- 
blk 2136 and Imps 
26 40 
3U87 Robert 
Howden—Pee 
of 
Id 
beg at a pt on the e 1 
of Webster st 8P6 ft n. tm 
Fourteenth st, th n 60 it by 
160 ft e, por blk 2135, and 
imps 
25 ]r> 


85SB7 Robert Howdcn—Pers prop.. 3 4T 


BLOCK 2136 


S8307 Mrs E J Braclley—Pee of Id 
beg at the nw cor of Web- 
ster and 
Fourteenth 
sts 


th. n 136 ft by 150 ft w. por 
of blk 2136 and imps. ... 13 !•£ 
33307 Mrs E J Bradlsj—Pers prop.. 2 -!7 
3331S Mrs G 
A 
Conrad—Mortga- 
sragee's Jnttrest, pee ot Id 
beg at a pt on tne w 1 ot 
Webster 
st 
306 ft 
n 
fm 
Fourteenth st, th n r-0 n 
by 150 It w, por blk 2136.. S il 
Kill Hioernia Savings and 
Loan 


Society—Pee of Id beg at a 
in on the e 1 of Franklin 
st 716 S-5 ft n fm 1 our- 
tc-enth it. th n TO ft b.- 150 
ft e, 
por blk 
2136, 
and 
imps 
77 rs 


BLOCK 2145 


12431 H K BoWen—Pee of Id beg 
at a pt on the s 1 of Lake 
st 240 ft e fm Madison st, 
th e 60 ft by loo ft s. blk 
2145, and imps, poll 
tax 
1902 .. 1 
4 {,0 


BLOCK 
2152 


JU435 Franklin H Perry—In Foun- 


tain Place, map tiled of re- 
cord 
In the 
office 
of the 
Recorder of 
Alameda 
Co, 
o 50 ft of lot 1, blk G-2152 
and imps 
3 (.7 


M441 W 
F 
Sawyer—Mortgagee's 
interest, pco of Id beg at 
the se cor of Durant and 
Broadway sts, th s S4 ft by 
100 ft e, por lot 4, 
blk 
G-2152 
3 t<> 


BLOCK 
2155 


M490 Susan T Mills—In 
Fountain 
Place, map filed of record 
in the office of the Record- 
er of Alameda Co. lot :."blk 
F-2166 
3 o 


BLOCK 21b1 


38CC1 Anna. L Carpenter—Pee of Id 
. bc» »t Ihe sw cor of Delger 
, ajid Harrison ate, th i 108 
' 17-100 ft w 120 31-100 ft. n 


86 J-12 ft, e 130 ft to beg, 
por blk 2157, and Imps.... 11 15 


BLOCK S-2161 


Sophie 
Frltach—In 
Pacific 


Homestead, map 
filed 
of 
record in 'the office of 
the 
Recorder of 
Alameda 
Co, 
pee of Id beg at a pt on the 
e1 1 of Franklin st 184 ft n 
fm Delger st. th n 30 ft, 
e 84 -18-100 ft, s, 33 48-100 
^ ft, w 82 60-100 ft, to beg, 
~ por blk 3-2161, and Imps— 


33693 Sophie FritscH—Pens 
prop.. 


33602 Charles 
Egbert—Pee 
of 
Id 


beg at a pt on the w 1 of 
"Webster st 575 ft e fm Wal- 
nut st. th s 36 ft by 100 ft 
•w, por blk 2161 
33602 Charles Egbert—Pers prop.: 
33603 Jessie D Seale—Mortgagee's 
Interest, pee of Id beg at a 
pt" on the w 1 of Webster 
st 575 ft s fm Walnut st. 
th s 35 ft by 100 ft w, por 
blk 2161 
„ 


-BLOCK 2165 


33693 J 
M 
Telxerra—Mortgagee's 
interest, in Pacific Home- 
stead, map filed of record In 
the office of the 
Recorder 
of Alameda Co, pee of Id 
beg at a pt on the w 1 of 
Valley st 81 ft s fm Twen- 
ty-third st, th s 82 ft, w 125 
ft, n 76 ft, 
e 50 It. n 6 ft, 
w 75 it, to begr, por 
blk 
10-2165 


27 32 
3 47 


3 77 
S 38 


BLOCK 12-2175 


33734 C A and I/!Iian Parker—In 
Pacific 
Homestead. 
map 


flled of record In the office 
of the Recorder of Alameda 
Co. pee of Id beg at a pt on 
the n 1 of Locust st 100 ft 
e fm Valley at. th e 25 ft 
by 115 ft n, por lot 9, blk 
12-2175, and Imps 


BLOCK 
2176 


33751 George p Clark—In 
Pacific 
Homestead, 
map 
flled 
of 
record in the office of the 
Recorder 
of 
'Alameda Co 
s 60 ft of lots 1 and 2, blk 
11-2176. and imps 


33758 G A Dennis and C E Nettle- 


ton—In Pacific Homestead, 
map flled of record in the 


I 
office 
of 
the 
Recorder 
of 


I 
Alameda-Co, n 30 ft of lot 


'aiRisw 4' b«J n-2176- "id Imps.. 
33818 W 
H 
Hardy—Mortgagees 
interest 
in 
Webster 
Hd, 


map filed of record In the 
office of the Recorder nf Al- 
ameda Co., e % of lot 39, 
blk 2177 
... 


23820 A A Donovan—In Webster Hd 


map filed of record in the 
office of the Recorder of Al- 
ameda Co.. w y, of lot 3D, 
blk 2177, an dimps 


BLOCK 2179. 


83835 Central 
Bank—In 
Sub 
of 


Webster, 24th 
and Valdez 
property, map filed,of rec- 
ord in the office of the Re- 
corder of Alameda Co., lot 
13. blk A-2179 


33835 Central 
Bank—Ir 
Sub 
of 


Webster. 24th and 
Valdez 


St Property, 
map 
filed of 


record in the ofllce of the 
Recorder of 
Alameda Co , 


lot 14, blk A-2179. and Imps 


33842 Flora 
J 
Stevens—Mortga- 
gees 
Interest 
in 
sub 
of 
Webster, 24th and Valdez si 
Property, man filed of rec- 
ord In the office of the Re- 
corder of Alameda Co., lots 
30 and 31, blk A-2179 


33667 Ruth B Sunderland — In Sub 


of Webstei. 24th and Val- 
dez St. Property, map filed 
of record In the office of the 
Recorder of Alameda 
Cn 


lot 2. blk B-2179, lot 3 blk 
B-2179, and Imps, and lot 4 
blk B-2179 


33857 Ruth B Sunderland—Pers p . 


BLOCK 2184. 


33885 George B McDonald—In Lin- 


coln Homestead, map fil»d 
of record in the 
office of 
the Recprdpr of 
Alameila. 


Co.. e 40 ft of lot 17. bik 
2184 and imps, poll tax 1U02 


BLOCK 2185. 


88915 George Aldridge—Pee 
of 
Id 
beg at a pt on the n line of 
Bay place 
160 ft e from 
Telegraph ave, th e 40 ft by 
100 ft n, por blk 2185...'... 
• 
33950 Charles Morse—In 
Map 
of 


Telegraph 
Terrace, 
man 
flled of record in the office 
of the Recorder of Alameda 
Co., lot 8, blk 2185 and imps 
33950—Charles Morse—Pers prop. .. 
33954 S H Green—In Map of Tele- 
graph Terrace, map filed of 
record in the office of the 
Recorder of Alameda Co. w 
20 ft of lot 10 and e 16 ft 
of lot 11, blk 2155, and imps 
S H Green—Pers prop 


BLOCK 2186. 


23 62 


1 48 


2 89 


6 35 


4 82 


20 85 
2 47 


33954 


33978 


S 2S 
5 43 


7 91 
6 -11 


3S97S 


3S97S 


3397S 


33980 


33980 


33986 


339SS 


339SS 


34004 


F J Woodward—In American 
Inv. Union Tract, No 1, map 
filed of record in the office 
of the- Recorder of Alameda 
Co., e 22 ft of lot 12, blk 21S6 3 73 
F J Woodward—In American 
Inv. Union Tract, No 1, map 
,filed of record hi tho ofilcu 
of the Recorder of Alameda 
Co, lot 13, blk 
2186, and 
imps 
22 70 


F J Woodward—In American 
Inv, Union Tract. No 1, map 
filed of record in the office 
of the Recorder of Alimeda. 
Co., lots H to 18, blk 21S6 20 S3 
F J Woodward—In American 
Inv. [Tnion Tract, No 1, map 
filed of record in the office 
of the Recorder of Alameda 
Co., lot 21, blk 2186. and 
imps, w 10 ft of lot 20 and 
e S ft of lot 22. blk 2186. . 23 63 


Emma J Middletor—In Amer- 
ica Inv Union Tract, No 1. 
map filed of record in the 
office of the Recorder of Al- 
ameda Co.. lot 39, blk 21SR. 
and imps 


Emma 
J 
Middleton—Pers 
prop 


F J Woodward—In American 


Inv- Union. Tract No 1, map 
filed of record in the office 
of the Recorder of Alameda 
lot 56. and w 15 ft of lot 67. 
blk 2186. and imps 
F J Woodward—In American 
Inv Union, Tract No 1. map 
filed of iccord in the office 
of the Recorder of Alameda 
Co.. s 35 ft ol lot 34. blk 
2186 


V J Woodward—In American 
. Inv Union-, Tract No 1, map 


filed of record in the 
office 


of the Recorder of Alameda 
Co.. 2- u ft reserve strips, 
blk 2186 
.. 


Robert Hughes-In 
American 
Inv Union Tract. No 1, map 
hied of record in the office 
of the Recorder of Alameda 
Co., lot 1, blk 
2186 
and 
imps, and w 20 ft of lot 2, 
blk 2186 


IS 99 


2 47 


3 43 


1 44 


4 59 


BLOCK 21S9. 


34029 Mary S Seaton— Pee of Id beg 
at a nt 682 ft e fm Tele- 
graph ave and 110 ft n fm n 
1 of Menimac nlace, th n 
35 ft by 61 ft e, por blk 21S9 
and imps, 
Also, pee of Id beg at a. pt 
on n 1 of Merrlmac place 562 
Jt e fm Telegraph ave, th e 
120 ft by 146 ft n. por blk 
21 S9 and imps, and pp ____ 8 40 


34037 Edward A. Holman — Pee of 


Id beg at a pt on the n line 
'of Merrimac place 170 ft e 
fm Telegraph av. th .e 55 ft 
by 145 ft n. blk 2189, and 
imps 
..................... 
4 68 


Edward A. Holman— Pers prop 4 44 


BLOCK 2196. 


34037 


34081 Minnie D Jenne— In McClure 
Academy 
Grounds. 
map 
filed of record in the office 
of the Recorder of Alameda 
Co., lot 4, blk 2195 and imps 47 19 


34081 Minnie D Jenne — Pers prop.. 5 43 


BLOCK 2199. 


34113 George D 
Hildebrand — In 
Academy Homestead, 
map 


filed of record in the -offtce 
of the 
Recorder 
of 
AJa- 
meda Co., lot 83, blk 2199, 
imps 
.................... . 11 08 


?BLOCK 2202. 


34134 S G S Dunbar — In Buena Vis- 
ta Homestead, map filed of 
record in the office of the 
Recorder of Alameda. Co., 
pee of Id beg at a pt on the 


34134 


34163 


34172 


34172 
34174 


34174 


341S8 


13 76 


5 43 


14 46 


7 91 


7 59 
7 40 


s line o( 'Hawthorne 
ave. 


72 2H-12 ft fm e I of lot 17. 
th s 60 ft, w 137.23 ft, ne 
163.54 ft to bet, 
blk 2201 
and imps 
.' 


S G S Dunbar;—Pers prop 


BLOCK 2204. 


Lettle W Holland—In Buena 
Vista Homestead, map flled 
of record in the office of 
the Recorder 
of Alameda 
Co., s 40 ft of lot 9, blk 2204. 
lots 10 and 
42. blk 
2204, 


and imps, and s 40 ft of lot 
43, blk 2204 
Carl R Krone—In Buena Vis 
ta Homestead, map filed of 
record in the office of the 
Recorder of Alameda Co., 
s 15 ft of lot 13 and n 20 ft 
of lot 14. blk 2204. and Imps 
i »j. 
Carl R Krone—Eers prop 
10 36 


G E Beach—In fiuena Vista 
Homestead, 
map filed of 
record in the office of the 
Recorder of Alameda Co , s 
30 ft of,lot 14, blk 2204 and 
imps 


G E Beach—Pers prop 


BLOCK 2205. 


Henry W 
Nelle—In 
Pacific 
Theological Seminary Tract 
map flled. of record In the 
office of the Recorder of Al- 
ameda Co., lot 30, blk 2203, 
and imps 
V2 85 


BLOCK 2207. 


34238 F H Foster—In Pacific The- 


ological 
Seminary 
Tract, 
map flled of record in the 
office 
of the 
Recorder of 
Alameda. Co., lot 74, blk 2207 
and Imps 


BLOCK 2208. 


34251 Luette A Swift—In Amend- 


ed Map of College Heights, 
map filed of record in the 
office of the Recorder of Al- 
ameda Co . lot S, blk 2208, 
and Imps 
9 2 9 


34251 Luette A Swift—Pprs prop.. 
4 4 4 


BLOCK 2^07. 


3427S D L and Mrs E C Lvon—In 


.Pacific Theological Semlna- 
i.v Tract, map filed of rec- 
ord m the office nf thp Re- 
corder of Alameda Co.. lot 
96, blk 2207 and Imps... . 


34278 D L and Mrs E L Lyon—Pers 


34282 


6 36 


6 52 


4 44 
prop. 


Charles F Dwyer—In Pacific 
Theological Seminary Tract 
map filed of record In the 
office 
of the 
Recorder of 


Alameda Co . s 46 46-100 ft 
of 
lot 97, 
blk 
2307, 
ard 
imps 
12 55 


34282 Charles F Dwyer—Pers prop 6 41 


BLOCK 2208. 


34286 John P 
rieckett—In 
Pacific 


Theological Seminary Tract • 
map flled of record in the 
office of the Recorder of Al- 
amcda Co., lot 2 and s 37>£ 
ft of lot 1, blk 2209, and imps 6 54 


BLOCK 2209. 


34287 Emily D Allen et al. trustee- 


Mortgagee's 
Interest 
in 


Paciflc 
Theological 
Semi- 
nary Traci, man 
Hied of 


record In The office of the 
Recorder of Alamcda Co.. 
lot 2 ar.d s 17^ ft of lot 1, 
blk 2-'09 
r. 30 47 


34259 John P 
Beckett—In 
Pacific 


Theological Seminary Tract 
map filed of record In the 
office 
of 
the 
Recorder of 
Alameda Co , n 45 ft of lot 
1, blk 2209 and imps 
2554 


34290 Emily D Allen ef al—Moi t- 


sragee's interest 
in Pacific 


Theological Seminary Tract 
map filed of record in the 
office 
of 
the 
Recorder of 


Alameda Co., n 45 ft of lot 
1, blk 2209. 
• 
22 08 


34305 Lucy S Browne—In 
Pacific 
, 


Theological Seminary Tract 
map filed of record in the 
office 
of 
the Recorder of 
Alameda Co.. lot 
11!, 
blk 


f 2209 and 
imps 
14 31 


BLOCK 2210. 


34317 Margaret Parker—In 
Armes 


Tract, map filed of record 
in the office of the Recorder 
of Alameda Co.. n 10 66-100 
ft of w 100 ft of lot 1 and 
s 21 34-100 ft of w 100 ft 
of 
lot 2, blk 
A-2210, 
and 
imps 
6 C7 


34317 Margaret Parker—Pers pi op 
3 43 
34331 A E Brune—Ip Armes Tract- 


map 
filed of record in (he 


office 
of 
tint- Recorder of 
Alameda Co. e 27 ft of lots 
1. 2, f. blk A-2210, imps 
and 
pfi 
, 
10 37 


34333 Henry Holmes-Mortgagee's in- 
terest in Armes Tract, map 
filed of record in the office 
of Ihe Recorder of Alameda 
Co., e 27 ft of lots 1, 2, C, 
blk A-2210 
33 ?s 


BLOCK 2256. 


34387 George A Faulkner—In Val- 
dez Tract, map hied of rec- 
ord in the office of the Re- 
corder of Alameda Co, pee of 
Id beg at a pt on the e line 
of Webster st 65 ft s from 
Elm St. th s 33 ft by 100 ft 
e, por blk 2256, and Imps . 


34393 Emma Jane Gray—In Valdez 
Tract, map filed of record 
in the office of the Recorder 
of Alameda Co.. n 100 ft 
of lot 9. blk 2256. Impb and 
PP 
3 46 
34395 P G King—Mortgagee's Inter- 


est in Valdez Tract, map 
filed of record in the 
office 


of tne Recorder of Alama- 
da Co.. n 100 ft of lot 9. blk 
2256 
12 73 


34396 F 
J 
Woodward—In Valdez 
Trart. map filed of record 
In the office of the Recorder 
of Alameda Co.. pee of Id 
beg at a pt on the w line 
of Valdez st. 32 ft s from 
Elm st, th s 1% ft bv 100 
ft w, por lots 10 and 11. 
blk 2256 
'. 
95 


BLOCK 2257. 


34406 Laura M Travers—In Valdez 
Tract, map flled of record 
in the office of the Recorder' 
of Aiameda Co., lot 4. blk 
2257, and imps 
15 74 


IN MAP OF PART OF PLOT 6. (PROP- 


ERTY OF J S EMERY). 


34420-A San 
Francisco. 
Oakland 
and San Jose Hallway Com- 
pany, 
(a 
corporation)—In 


Map of part of Plot 6 (Prop- 
erty of J S Emery), 
map 


filed of-record In the office 
of the Recorder 
of 
Alti- 
meda Co, lots 1 to 19, Inc. 
blk 33 
ill 47 


34438 F J Stoer—-In Map of part of 


Plo* 6 (Property 
of J S 
Emery), map filed of record 
in the office of the Recorder 
of Alameda Cc., that por 
tlon withir. the old city lim- 
its of OaKland of s 25 ft of 
lot 21. blk 30 
1 44 


34442 Methodist 
Episcopal Church 
—In Map of part of Plot 6 
(Property of J S Emery), 
map filed of record m the 
office 
of the 
Recorder of 
! Alameda Co., pee of Id beg 
at a pt of intersection of 
the n line of Watt's Tract 
with the line of Hollls st. 
th n 39% ft, w 133 ft. s 47 
ft to the n line of Watt's 
Tract, th e along «aid line 
to bee, por blk 17. and imps 4 39 


34443 Commercial 
Union—In 
Map 


of part of Plot 6 (Property 
of J S Emery), map filed 
of record in the office of the 
Recorder of Alameda Co., 
pee of Id beg at intersection 
of c line of right-of-way of 
Northern Railway and 1 di- 
viding lots 16 and 17, blk 30. 
th e to se cor of lot 20. blk 
30, Emery Tract, th n to old 
city 1. th nw along n 1 of 
city to e 1 of right-of-way 
of Northern Railway Com- 
pany, s to beg, por of lots 17, 
38. 19. blk 30. and imps 
31 93 


34474 Central Paoillc Railroad Com- 
pany (a corporation), a line 
of double track broadgauge 
steam railroad beg at a pt 
where the main line of track 
of the Central Paciflc Rail- 
road 
Company 
(Northern 
Railway Company's track) 
la intersected by the tracks 


of tho 7th st local ferry rail- 
road, neaV the w shore line 
of the City of O-. kland- sind 
running th e a ong Rail- 
road av and 7th t crossing 
the n arm of t] e estuary 
of 8an Antonio ind along 
the 
boundary 
of town of 
Clinton to Brook ?n station . 
' at foot of 13th a e in East 


Oakland about 3V. miles, m- 
cludljgg roadway, 
roadbed, 
rails and rolling stock... .3237 


34475 Central Pacific Rali-oad Com- 


pany (a corporati in)—Fran- 
chise grante4 for ;team rail- 
road 
over 
the 
following 


named right of v ay beg at 
a pt where file main line 
of track of the C ;ntral Pa- 
cific Railroad Co npar.y (or 
Northern 
Railw ly 
Com- 
pany's track) is intersect- 
ed by the 7th st ocal ferry 
railroad), near 
the 
west 
shore of the city (f Oakland 
. 
and running th e ilong Rail- 
road ave and 7th ;t crossing 
th north arm of t le estuary 
of San Antonio ind along 
the toundary of the town 
of Clinton to' Bro iklyn Sta- 
tion at foot of '3th .iv in 
East Oakland 
4932 


34477 Central Pacific Rai -oad Com- 
pany (a corporal on)—Rail- 
road tracks , si" ings, and 
switches 
In Wes 
Oakland 
yards 
(other 
t lun 
main 
track assessed V» the State 
" 
Board of Equaliz u.on) 
1110 


344S1-A South Pacific C last Rail- 


way Company (. 
corpora- 


tion)—A 
line 
f 
broad- 
gague. single trick. &Uam 
railroad, beg at the s bd 
1 of the 
City c' Oakland 
where same 
inte -cects the 
Harrison st Bnd ;e, in the 
Estuary of San t ntonio. th 
running n cur\in> to ;hc w 
to Webster si, th n on ^ eb- 
ster st to Thirtet nh st, th 
curving nw 
thn ugh 
por- 
tions of blks 17 
and 192. 
Kellersberger's 
Map 
of 
' Oakland, to the ne corner 


of blk 191 and ir sakl city, 
the distance 
be iis 
about 


4700 
ft, 
includ is 
road- 
-ails 


17 


34945 


34958 
3 43 


2 47 


36041 


350S2 


$6132 


35139 


I 35139 
.15140 


38 


33 61 


05 


.ind 
. . 4 6 2 


C ia.=t R.ifl- 
( 
corpora- 


if 
fete.tm 


way. 
lOadhed. 


local rci.ling ftoc 


344S1-B South Pacific 
way Company 
tlon—Franchise 
lailroTd, .single t ark. over 
the following 
c: I.^P. 
bepr 


at the a bu 1 of he City ol 
Oakland, where 
the 
same 


intei sec..s the H iiison 
st 
Bridge in 
the 
I stuai> 
of 
Sail Antonio, th 
i mining n 


curbing tu the v 
iu Web- 
ster ht. th n on 
Yebstoi st 
lo Thirteenth st 
th cuiv- 


irg nw through 
o: tlons of 
blk 
37:: 
ur.d 19. 
Kelkrs- 


btrger's Map' of 
Oakland, 
to the np corner uf blk 191 
in t-aid do 
7S9 


IN HIGLEY'S MAP C F CLINTON 


3457J 


Society — Pee of 
u pt on the nw 1 
a\e 
K>6 
oS-KO 
t. Ninth fet, 


ncl 
Loan 


d b' e at 
or Eigith 
t 
bv/ 
fin 


h sw 143 


4J-10I) it r.w pai. llel at r a 
tu Eighth avc t 
a lit on 


PV.- 
fm 
th 
Seventh a\p iW 
fi 
Ninth ft. th nw 
ne to pt of beg. jor ul b'k 
1 tind -imps 
.......... 
59 69 


34574 Ethel H Gu-lP ct r"— In 1-Jig- 


ley'B Mop of C'li iton, 
map 


HltJ of ri'uu. d .n the of-ice 
of the Recorder c c ^-.icim^da 
Co, lo; 3. blk 2. ind Imps; 
also lot^ 1, 2, 4, 5 and 
6, 


blk 2 
...... 
....... 
27 00 


34574 Ethel H Gunn et 
al — Pers 
prop 
...... 
, 
....... 
3 47 


34594 Charles II 
GriDble -In 
Hlg- 
Mjp of Cl1 *ion. 
map 


35167 


:s 97 


filed of l'PC(-td in the office 
of the Itecorder c" Alamoda 
Co, lice of Id b -g at the 
e coi of 
FIftn ave ' and 
East Eighth 
st. th na 30 


ft 
by 
14ij ft 
dt* p. se poi 


of blU 3, and !ni >-, 


35534 Charlie 
H 
CJr 'jble—Pels 


prop 
". . 


3433S Nancy E Hoag—Ir 
Hl'Jlrv's 


Map of Clinton 
nap 
flled 


of record in th( 
ofllce of 
the Recordei 
of 
Alameda 


Co. pee of Id be t at a pt 
on the n 1 of E «t Elguh 
st 74 ft w fm 
-ixth avc, 
th w SS'ft by l-i fl n. por 
blk 3 and imps.. 


S5598 Nancy E Ho«ig—P rs 
i op 


3460S Continent- 
Builc ng 
and 


Loan 
A££-ociatioi 
— .Mort- 
gagee's 
interest, 
in 
H'g- 


Ipy's Mdp cf Cli iton, 
map 


filed or record in the office 
of the Recoider c Alam"da 
Co. pcc of Id be -, at a pt 
on the e I of Flf h avp 100 
ft 
ne tin 
Ea' 
Eighth 
it, th ne 50 ft bj se 140 ft. 
por bl!i 3 


34655 Maiy Stonslnnd—It, 
Hi^l^v's 


Map of Clinton, rn.tp'fled 
of reco d In the o -]'-e nf ihe 
Recoider 
of 
Ala neda 
Co, 
pee of Id 
>iF>g at tiie n cor 


of Fou- th ave 
,nd 
East 


Ninth -,t. th nw 33 4-12 ft 
by 100 ft deep n . poi- lots 
11 and 1J. blk 7 


34675 Mrs F 
Vegvi't—In 
Hlgley's 


Map of Clinton, n ip ri'ed or 
reroid in tl-.L- onit e of 
the 
Recorder of 
Ali meda Co, 


sw 50 ft of lots :i to 24. 
blk 7 and imps 


34751 H C Braun—Mortg igee's In- 
terest, m Hiffley s Map of 
Clinton, in Badge '.s Sub of 
hlk 11, mat) flled of recoid 
in the r.ffiru of tl e Reco-d- 
tr of .Mamtda ( o. lot 27. 
blk 11 


34755 Hattie L Martin—11 Higley's 


Map of Clinton, i 
Badger's 


Sub of blk 11, in p filed of 
record 1:1 the 
off ee of 
the 
RecordPi of 
Ala neda 
Co. 
lot 30. oik 11 
3 28 


34827 Harry 
Tenner 
(t ustee)—In 


Hlgley's M,lp 
ol 
Clinton. 
map filed of rect rd ir. the 
ofllce 
of 
tjie 
R. cordc-r of 
Alameda Co, ne 
0 ft of 9, 


10. 11 and 
12, b k 19 pnd 
imps 
1 ''S 


34827 Harry Beaner (tru; tee)—Pers 
prop 
o 47 


34836 F J Woodward—In 
Hi?]fy's 
Map 
of Clinton, map filed 


of record in 
the- office 
of 


the Recorder of 
Alameda 


Co. ne 300 ft of lots 7 to 
12 inc 
blk 20 an 
Imps.. . 22 "4 


34Soo Union Savings 
B; nk—Mcrt- 


gee's Interest 
h 
H!gl?ys 


Map of Clinton, map filed 
of record in the o fice of the 
Recorder of 
Ala leda 
C'o , 


sw 100 ft of lot 1 . bit 21. 
15 92 


34865 Edward 
Kapser—Ii 
Hljjlev's 


Map of Clinton, map filed 
of record In tne\o Ir.e of 'lie 
Recorder of Ala neda Co., 
sw 50 ft of iots S to 12, blk 
22, and Imps.. 


34685 Edwaid Kaeser—Pi rs pro3 
34885 D H McLanghlln—1 i Hislcy's 
Map of Clinton Rr -sub, map 
flled of record In f.io office 
of the Recorder o Alamcda 
Co, lot 11. blk 27. and Imps 
also lot 12. blk 27 


34887 Lilias S Weber—I i Higleys 
Map of'Clinton R :sub, map 
filed of record in the office 
of the Recorder o' Alampda 
C. s 40 ft of n 7C ft of lots 
10, 11 and 12, bi v 27, and 
imps 


34894 F J Woodward—Ii 
Higley's 
Map' of Clinton, map filed 
of record in the o flee of rhe 
Recorder of Ala neda Co., 
n 30 ft of lots 10. 11 and 12, 
blk 27 and s 10 ft of lots 13. 
14. 15. blk 27, anc imps 
6 


34928 C H Eastman—In 
Hippy's 
Map of Clinton, n-*p filed of 
record in the off ce of the 
Recorder of Ala aeda Co . 
, 
pee of Id beg at 
point on 


the nw I of 7th ave 50 ft 
lie fm E llth st, th ne 45 
ft by 150 ft nw. ] or blk 32, 
and imps 
40 


34928 C H Eastman—Per < prop 
10 
34929 Louisa 
A» 
Parrifi—Mortga 
gee's interest 
in Higley's 
Map of Clinton, ir ip flled of 
record in the off ce of the 
Recorder of Ala aeda Co.. 
pcetof Id beg at - point on 
the'nw line of 7:h ave 50 
ft ne fm E llth st. the ne 
45 ft by 150 ft n t, por blk 
12 
• 
1019 35394 


35151 


35154 


35 19 


7 91 


5 7 4 


i 61 


9 13 


John J and Annie Maloney— 


In Higley's Map of Clinton, 
map flled of record in the 
office of the Recorder of Al- 
ameda Co., pee of Id beg 
at a point on the nw 1 of 
Sth ave 75 ne fm E llth st. 
th ne 37 6-12 ft by 150 ft 
nw, por lot 7 to 12, blk 33 
and imps 
ary Ann Russell—In Hlgley's 
Map of Clinton, map flled of 
record in the office of the 
Recorder 
of Alameda Co 


ne 25 ^ft of sw'100 ft of lot 


35023 H M Moffltt 
et 
«I—Mortga? 
gee's interest 
In HIgloy's 
Map of Clinton, map flled of 
record In the office of the 
Recorder of Alameda Co., 


3o032 G Wempe—In Higley's Map 


of Clinton, 
map 
filed 
of 


record In the office 'of the 
. Recorder of Alameda Co. 
n ,, i6' blk 38' and Imps.. 20 
H M Moffltt ct al, trustees- 
Mortgagee's 
Interest 
In 
Higley's Map 
of 
Clinton 


map filed of record in the 
office of the Recorder of Al- 
arneda Co., sw 60 ft of lots 
1 to 4 inc. blk 39 


John 
B I>Ixon—In 
Hit-ley's 


map of Clinton, map flled of 
record In the office of the 
Recorder 
of Alameda Co.. 
ne 20 ft of lots 9. 10, 11 and 
U and sw no ft of lots 13, 
14 and 
15 and IS, blk 41, 
and imps 
s 


Minnie 
Easten—In 
Higley's 
w Map of Clinton, map filed'of 
record in the office of the 
Recorder of Alameda Co, 
sw 100 ft of lot 3. blk 44, 
and imps 
17 


Lucy C Hewlett—In Higley'B 
Map of Clinton, map flled of 
record In the office of the 
Recorder..of Alameda Co. 
ne 50 ft of lots 1 to 6 inc, blk 
44 and 
Imps 
46 


Luev C Hewlett—Pers 
prop 2 
F J Woodward—In Hlgley's 


Map of Clinton, map filed 
of lecord In the office of the 
Recordei 
of Alameda Co, 
pee of Id beg at a point 


• on thp sw 1 of E llth fit 


145 ft nw fm Sth ave, th 
nw 37 6-12 ft bj 100 ft sw, 
por blk 48. and imps 
7 


Phoenix 
Savings 
Building 
and Loan Society—Mortga- 
gee's interest 
In 
Hlgley's 
Map of Clinton, map filed of 
record in the office of Ihe 
Recorder of Alameda Co , 
pee of Id bpg at a point on 
thp sw I of E 14th st 145 
ft nw fm 5th ave 
the nw 


37 6-12 ft 
by 
100 ft 
sw. 
por blk 48 


F J Woodward—In Higle>'s 
Map of Clinton, map filed 
of record in the otTce of the 
Recorder of Alameda Co , 
Pee of Id lieg at a pt on 
the nw 1 of Sth a\e 145 ft 
ne fm E U'tn Ef, th ne 43 tt 
by 150 ft nw, por blk 48, 
and imps 
Phoenix 
Saving 
Building 


and Loan Asceiation—Mort- 
gagee's interett in Higlej's 
Map of Clinton, map tiled of 
recoid in the 
office of the 


Recorder of Alameda Co , 
pee of Id beg at a point on 
the iw ! of Bill avc 100 ft 
ne fm E 12th t,t th ne 45 ft 
by 150 ft nw. por blk 48.. 
35 17 


35155 F J 
Woodward—In Hisley's 


Map of Clirton, m?p filed 
cf recoid in the office of the 
Recorder nf Alameda 
Co.. 
• pee of Id beg ,U a point on 


the sw 1 of E 14th st 107 
6-12 ft nw frn Sth ave. th 
nw 37 6-12 ft by 100 ft SW, 
pot- of blk 48 and imps.... 7 44 


35157 F J Woodward—In 
Higley's 


Map of Clirton. map flled 
or r<?co-d in the office of th« 
Recorder of Alameda Co., 
pee or" Id beg at a point on 
the ne line of E 12th st 
1S7 6-12 ft se fm 4th ave, 
tho be o" 6-12 ft by 100 ft 
no. por of blk 48. and imps 7 43 


35159 F J Woodward—In 
Higley's 


M 
ot Clinton, map 
filed 


of , ecord in the office, of the 
Recorder ot Alameda 
Co , 
pee of Id beg at a point on 
the ne 1 of 14 12th st 150 ft 
.se fm 4th ave. th s.e 37 6-12 
ft oy 100 ft ne, por of blk 
48 and imps 
7 4 4 


35161 F J woodward—In 
Hlgley's 
Map of Clinton, map filed 
uf record in the offloe uf the 
Recorder of Alameda 
Co . 
pje of Id beg at a point on 
the ne I of E 12fli st 75 ft 
se fm 4th ave, the se 37 6-13 
ft by 100 ft nc, por blk 48. 
and imps 


35165 F J Woodward—In 
Higley's 


Map of Clinton, map 
died 


or' record ni th ' office of the 
Recorder of Alameda 
Co.. 
pee of Id bee at a point on 
the ne 1 of E 12th it 112 6-12 
ft se fm 4th ave. th se 37 
6-12 ft by 100 tt ne, por blk 
48 and 
Imp-, 
F J Woodward— In Hlgyey s 
Map of Clinton, map filed 
of record in th< 
j office of the 
Recorder of Alameda 
Co., 


pee of Id beer at a point on 
the ne I of E 12th st 37 6-12 
ft s,e fm 4th ave. th se 37 
6 -12 ft by 100 fi ne. por of 
bll; 4S. and imps 
F J Woodward—In 
Hlgley's 


Map of Clinton, map filed 
of record in trw office of the 
Recorder ot Alameila. 
Co.. 
pee 
of 
Id 
beg 
at 
the 


e cor of 4th ave and E 12th 
St. the se 37 6-12 ft by 100 
ft deep, ne par blk 4S and 
imps 
F J Woodward—In 
Higlfty's 
Map of Clinton, map filed 
of record in the office of the 
Recorder of Alameda 
Co . 
pee of Id beg at a point on 
the sw 1 of E 14th st 220 ft 
nw fm 5th ave. th nw 37 
6-12 ft by 
100 ft sw, 
por 


blk 48 and Imps 
7 
F J--Woodward—In Htgley's 


Map of Clinton, map filed 
of record in the offic* of the 
Recorder of Alameda. 
Co. 
pee of Id beg nt a point on 
the sw 1 of E 14th st 1S2 6- 
12 ft nw fm Sth ave, th nw 
37 6-12 ft by 100 ft sw, por 
of blk 48. and imps... 
7 
F J Woodward—In 
Hisley's 
Map of Clinton, map 
filed 


of record in the office of the 
Recorder of Alameda 
Co.. 


pee of Id beg a> the w cor 
of Sth avc and E 14th St. 
th sw 100 ft by 107 6-12 ft 
deep nw. por blk 48 
42 
Margaret G riayes-In Higley's 


Map of Clinton, map flled 
of record In the office of the 
Recorder of Alameda Co., 
pee of Id beg at a point on 
the sw 1 of E 14th st 80 ft 
se fm 2d ave, th se 20 ft by 
90 ft sw, por blk 50 
1 
E M Marwedel—In 
Higley's 
Map of Clinton, map flled 
of record in the 
ofllce of 
the Recorder 
of 
Alameda 


Co, pee of Id beg at a pt 
on the 
nw 1 of 
Second 
ave 63 ft ne fm East Four- 
teenth Et, th ne 6 ft by 100 
ft nw, por blk 52 
Milinda C Anthony—In Hig- 
Ipy's Map of Clinton, map 
filed of record in the office 
(if the Recorder of Alameda 
Co, ne 40 ft of 21 and 22 
and ne 40 tt of lots 23 and 
24, blk 53, and imps 
34 
Milinda 
C 
Anthony—Pera- 


W C Mason—In Higley's Map 


of Clinton, map 
filed 
of 
record in the office of 
the 
Recorder of 
Alameda Co, 
lots 6; 6, 7 and S, blk 58 and 
Imps 
34 


Continental 
Building 
and 
Loan 
Association—Mortga- 
gee's Interest, in 
Higley's 
Map of Clinton, jnap flled 
of record in the* office of 
the 
Recorder 
of Alameda 
Co, pee of Id beg at a. pt on 
the ce 1 of Eleventh ave 
127 ft sw 
fm Eaat 
Fif- 
teenth »t, th sw" 33 ft by 
se SO ft, por blk 62 
9 
Henry 
Barkmeyer—In Hlg- 


7 43 


35179 


S5182 


35213 


35235 


35248 


35248 


35278 


35339 


7 43 


10 21 


44 


58 


1 89 


7$ 


3 47 


17 


73 


ley's Map of Clinton, map 
flled of record in the office 
ot thd Recorder of Alameda 
Co, sw 26 ft of lots 21 to 
24 inc, blk 66 and imps.. 4 28 
35409 John Steinson et al—In Hig- 


ley'B Map of Clinton, map 
flled of record in the office 
of the Recorder of Alameda 
Co, sw 37% ft of lots 13 to 
16vi:ic, blk 67 and imps 
14 63 


3S418 Mary 
Musse—In 
Hlgley's 
Map of Clinton, map filed 
of record in the 
office of 
the Recorder ol 
Alameda 


Co, pee of Id beg at a pt on 
the se 1 of Tenth ave 120 
ft ne fm East Fifteenth st, 
th ne on Tenth ave 30 ft by 
IIS ft deep se, por blk 68, 
and imps 
124 


36428 Branson Bangle—In 
Hlgley's 


Map of Clinton, map flled 
of record in the 
office of 
the Recorder 
o:" 
Alameda 


Co, ne 75 ft of li.ts 21 to 24. 
blk 68 and Imps 
S 13 


36479 Patrick Hickey—In 
Higley's 


Map of Clinton, map flled 
of record in the ofllce of the 
Recordei 
of Alnmeda 
Co, 
pee of Id beg at i pt on the 
se 1 of Fifth aVe 50 ft ne fm 
East fifteenth 
st, th ne 


25 by 300 ft deep se, por 
of blk "~73 and i'jips., 
3 81 


35570 Theresa 
Calvert—In Higley's 
Map of Clinton, map filed 
of record in the office of 
the Recorder 
o' 
Alameda 


Co. lot 19. blk 8-'. and'imps 4 82 


35684 Marshall N Gerald—In 
Hlg- 
ley's Map of Clinton, map 
filed of record in the office 
of the Recorder of Alameda 
Co, pc« of id b"g at a pt 
on the ne 1 of East Six- 
teenth st 80 ft «e fm Sev- 
enth ave. th se. 25 ft 
by 


100 ft ne. por blk 84 and 
imps 
6 11 


35584 
Marshal^ N 
Gerald—Pers 


prop 
2 4 7 


35593 Methodiot Eplscop.U Church— 


. In Hlgley's Map of 
Clin- 


ton, map filed of record m 
the 
office of the Recorder 


of Alameda Co. ne 80 ft of 
lots 13 to 17 inc. blk 
84 


' 
and imps; also lot IS, blk 84 
and ne 45 ft- of >,w 70 ft of 
lota 13 to 17 Inc 
blk 84 
24 24 


35630 J 
A 
RIcketts—In 
Hlglev's 
Map of Clinton, map 
tuecl 


of record 
In 
tho 
oftlce 
UL 
the Recorder 
ol 
Alameda 


Co, pep of Id b- s at a pt 
on the nw 3 of. Tenth ave 
75 ft sw 1m East Seven- 
teenth tl, th sw 37 ft by 
150 ft nw. por blk S6 and 
imps 
6 
59 fi7 


35G30 J A RIcketts—Pei s prop 
15 3D 


35643 M 
E 
James—In 
Hlgley's 
Map of Clirton. map 
filed 


of record 
In tho ofllce of 
the Recordei 
ol Alameda 


Co. pee of Id beg at 
the 


n cor 
i»f Ele\enlh ave and 
East 
Sixteenth si. th nw 


i!3 4-12 ft by 90 ft deep ne. 
por of iots 9 to 12. blk 87 
and Imps 
3 09 


36644 Continental 
Bull.ling 
and 
Loan 
Association—Moi t- 
pr.igce'.s 
Interest 
in 
Hig- 


ley'fa Map of Clinton, map 
filed of record in the 
office 


of the Recoider of Alameda 
Co. pee of Id beg at the n 
cor of 
EIe% cnth ave 
and 
East Sixteenth 
st. 
th nw 


33 4-12 ft by 90 ft deep ne, 
por of lots 
t> to '2. blk S7.. 22 08 
35658 Mary E Robert?—In Hlglov's 


Map of Clinton -map filed 
of record in the 
office of 
the 
RecordPi 
of 
Alameda 


Co, pee of Id b"K at a pt 
on the 
ne 1 of Enst Six- 
teenth .*t 90 ft EI> fm Tenth 
ave, th! ne 70 f t , se 10 ft. 
ne 30 ft. se 25 ft. sw 100 ft. 
nw SB ft to beg, por Iilk 87 
and imps 
1 37 


35697 Ike 
H 
Herold—In 
Hlglev's 
Map of Clinton, map filed 
of record In the nflice of the 
Recorder of 
Alnmeda 
Co. 


f\v 37% ft of lo's 13 to 16 
Inc. blk 89 and Imps 
8 56 


35704 Annie 
Hunkf-r—In 
Hisley's 


Map of Clinton 
mao filed, 


of recoid In the office of the 
Recorder of 
Alnncda 
Co, 
pee of Id beg at a pt o-l the 
e 1 of East Sixteenth 
st 


M20 ft 
nw 
fm Thirteenth 
ave, th nw 32 f by 120 ft 
ne, por blk 89 md Imps.. 25 98 


36719 Mary Deike—Ir H'glev's Map 


of 
Clinton. 
m a j > , 
filed 
of 
record in trie office, of the 
Recorder of 
Alnmeda 
Co. 
pee Of W bep at i pt on the 
ne 1 of Ea?t S'xteenth st 
225 ft 
se 
fm 
Thirteenth 
ave, th se 0 ft by 
300 ft 
deep'ne. por blk 90 
143 


35901 Amv J Werner—In 
Higle.y's 


Map of Clinton, map filed of 
lecord in the-ofllce of 
the 
Recorder of 
Alameda Co, 
lot 19. blk 303 and imps 
5 26 


35908 C H Cook—In Hiplcj 's 
Map 


of Clinton, map filed of re- 
cord In the office of the Re- 
corder- of Alarm la Co. pee 
of Id beg al a pi on the ne 
1 of East Eight.-eiith st S3 
ft nw fm Sixth ave. th nw 
34 fl by 100 ft deep ne, por 
blk 104 and linp^ 
3 20 
35013 C H Cook—In Hlgley's Map 


of riir,,on, map filed of re- 
cord in the office of the Re- 
corder of Alameda Co. pee 
of Id beg at a pt on the ne 
1 of East Eighteenth st 117 
ft nw fm Sixth ave. th nw 
33 ft by 100 ft ne, por blk 
104 and imps 
6 28 


BLOCK 106 


35935 Jane E 
Jewell—In 
Higley's 


Map of Clinton, map filed 
of record In the office of the 
Recordei- of 
Al.'meda 
Co, 
pee of Id beg at a pt on the 
nw 1'of Eighth ave 50 ft sw 
fm East Nineteenth st, th 
sw 60 ft. nw 160 ft. ne 100 
ft, se 30 ft, tw 60 ft. se 120 
ft. to beg. por Mk 106 and 
imps 
30 41 


36951 Luther 
Osborne—In 
Hig- 


ley's Map of Clinton, map 
died of record In the office 
of the Recorder of Alameda 
Co, ne 60 ft of lots 7 to 
12. blk 107 and imps 
898 
35951 Luther Osborne—1'era prop.. 2 47 
35962 Mary E Alexander—In 
Hig- 
Jey's Map of Clinton, map 
filed of record in the office 
of the Recorder of Alameda 
Co., ne 100 ft ol lots 19 to 
24 Inc, blk 108 
6 4* 


3601S Joseph 
Amos — In Hlgley's 


Map of Clinton, map flled of 
record in the office of the 
Recorder,' of Alameda Co., 
lot 20, blk 112. .ind imps.. 191 
36075 Mary A Mclntosh—In Hlgley's 


Map of Clinton, map filed of 
record in the o!Bce of the 
Recorder 
of Alamcda Co.. 
pee of Id beg at a point on 
the nw 1 of Sth ave 90 ft sw 
fm E 20th st, t'l sw .60 ft 
nw 150 ft, ne 75 ft, se 10 ft 
sw 15 -ft, se 140 ft to beg-, 
por blk 119 and Imps 
3596 
36100 Beatrice 
Park—In 
Higley's 


Map of Clinton, map flled of 
record In the office of the 
Recorder 
of Alameda 
Co., 
pee of Id beg at the w cor 
of 7th ave and E Slst st, th 
nw 160 ft by 150 ft ddep sw, 
por blk 124 and Imps 
17 77 


36103 Harriet P 
Haynfs—In Hlg- 
ley's Map of Clinton, map 
Bled of record In the office 
of the Recorder of Alameda 
Co, pc of Id beg at a pt on. 
the si? line of "7th ave 100 
ft sw from -E 21i-t st, th aw 
50 by 100 ft si', 
por blk 
125, Imps and pers prop 
2 47 
«10S E H Little—Mortgagee's in- 
interest In Hlgley's Map of 
Clinton, map flled of rec- 
ord in the office of the Re- 
corder of Alameda Co., pee 
of Id beg at a potnt on the 
se line of 7th ave 100 ft 8* 
fm E Slat st,. th sw 50 ft 
by 100 ft deep ae, por blk 
125 
S 42 


36124 James Steinson—In 
Higley'B 
Map of Clinton, map flled of 
record in the office of the 
Recorder of Alrtmeda Co., 
pee of Id beg at a point on 
the ne I of Sth ave 60 ft aw 
fm E 21«t nt. tu BW GO ft 
by 100 ft deep se, por blk 
1JB 
~ 
4S9 
34127 Calvin. JL Shaw—In Hlgley's 


Map of Clinton, map flled of 
record in the office of the 
Recorder of Alameda, 
Co.. 
pee of Id beg e.t the w cor 
of Sth ave and E 21st st, th 
th sw 50 ft by 100 ft deep 
• 
nw. por blk 125 
2 73 


36182 C 
H 
Smith—In 
Hlgley's 


Map of Clinton, map flled of 
record In the offloe of the 
Recorder, of Alameda 
Co., 


pee of IcrbeK at a point on 
the se 1 of 13th ave 26 ft 
sw fm E 21st st, th sw 35 
ft by 100 ft se, por blk 128, 
and imps 
4 S2 


S6182-C H Smith—Pers prop 
2 4 7 


36192 F J Woodward—In 
Higley's 
Map of Clinton, map flled of 
record in . the office of the 
Recorder 
of Alameda 
Co., 
pee of Id bee at a point on 
the se 1 of Commerce st 115 
ft ne fm E 20th st. the ne 
185 ft, se 61 5-12 ft to the 
line bet Cllntnn and San 
Antonio, th s'ly to E 20th 
st. th nw 36 5-12 ft. th ne 
315 .ft, the n'ly 62 6-12 ft to 
pt of beg-, por blk 128 
38* 
36193 W H Brown—Mortgagee's in- 


terest in Higley's 
Map of 


Clinton, map filed of record 
In the office of tho Recorder 
of Alameda Co.. pee of Id 
beg at a point on tiie be i of 
Commerce st 113 ft ne fm E 
SOt'i st, th ne 1S5 ft. se 51 
B-U fl to the hue bet Clin- 
ton and 
San Antonio, th 


s'ly to E 20th st, th nw 36 
5-12 ft, th ne 115 ft. th n'l> 
SJ 5-12 ft to pt of beg. por 
blk 128 
S91 


36233 Carrie B Russell—Mortgagee's 
Interest in Map of Breman 
tt 
Estate Property, map filed 
of record 
in the 
office of 
the 
Recorder of 
Alameda 
Co. lot 3. blk A-131' 
» «7 


3626S Wlmilfred 
Llteril—In 
Hlgr- 


ley'.s Map of Clinton, 
map 


filed of record in the office 
of the Recorder of Alame- 
da Co.. poe of Id beg at a 
point on the se 1 of 7th ave 
100 ft no fm E 21st at. th 
IIP 25 ft by 325 ft se, por blk 
132 and Imps 
/. 
174 


36272 M 
Bendpsard—In 
Hlgley's 
ley's Map of Clinton, 
map 


liled of record in thp office 
. of the Recorder- of Alameda. 


Co., pee of Id bpff at A point 
on the nw 1 of Sth ave 66 
S-1J ft sw fm K 22d st, th 
sw 33 4-12 ft bv 125 fl nw. | 
por blk 332. and imps 
12 5f 


36315 Sarali M Maieani—In Higley's 


map of Clinton, map flled of 
ipcoid in the office of the 
Recorder of Alamcda Co., 
pee of Id beg: at H point on 
th sw line of K 23d st 150 


* 
ft nw fm 7th ,i\o, th nw 50 
fl by 150 ft !-w, por blk 136. 
and Imps 
§W 


36320 Josi-ph A Moodv— In Hiirlny'* 
Map of Clinton, map tiled of 
record 
111 the 
office of 
the 
Recorder of 
Alampdu Co.. 


ppe of Id bejr at ihp P cor 
of 7th n\c and K 22d St. th 
se 50 ft b.\ 150 ft depn ne. 
por Mk 337 and imps, poll 
tax 
3fi(>L' 
i 
4 64 


36336 Margal-Pt C Supptp—In 
Hig- 


Ipy'.s Map of Clinton, map 
filed of i Pcord in «nc oin^p 
of the Recorder of Alameda 
Co . pee of Id beg at the 
n cor of 9ih a-* e and E 22d 
st. th np 53 bv 150 ft deep 
nw por blk 137 and imps.. 8 20 


36331) Margarcl C Supple Pers p 
3 17 


3S353 C.irne L Gie^ory.—In Hlgley's 
M.ip of Clinton map filed of 
record in the office of the 
Reeordpi 
of Al.imeda 
Co.. 
pee of Id bogr at a point on 
the s-e I o'' lOt'i avc 
60 fl 


bw fm K Md tt. th *w 60 ft 
by 150 f 
se. por blk IIS.. 790 


36364 John J Ch Ntlaii—In Hiplpy'f- 
Mnp of C'lnlon, mail filed of 
i ecord n 
the oflicp of 
the 


Rpooider of Alameda Co.. 
pcc of Id bPff at a, point on 
the lie 1 f f E 22rt st 215 ft sp 
fn llth 
xe. Ih se 65 ft by 


3oO ft IIP por Iilk 13H 
11 80 


36424 Bertha Neiander—III Hlgley's 


Map of C niton, m.ip filed of 
record ir tho nfflct of the 
Reccidur of Alameda Co.. 
pcc of Id bPE at a point on 
the nw 
of 34th avp 117 


41-100 fl PW fm K 24th st. 
the sw 3n 7S-100 ft. nw 367 
SI-1IIO ft 
nc 28 ft. se 70 


fl. ne 9 It se 109 43-100 ft 
to beg. por blk 141 
5 IS 


3«45S Maigaret 
Manning—In 
Hiff- 


IPV'S Map of Clinton, 
map 


filed of record in the office of 
the Reco'-der of 
Alameda 
Co.. pr-e uf Id b"g at a point 
on the sw ' of TO 21th st 144 
67-300 ft 
w fin 14th ave. 


. th nw 35 ft bv 121 ft sw, 


por blk 141 
9« 


364S4 Amelia p KclloKp— In HIpley's 


Map of Clinton, map rtlefl of 
record In the office of the 
Recorder of Alampda Co., 
pee of W beg- at n point on 
the lie 1 of R -J3d it 300 ft 
;,' fmm Sth avc. th se 50 ft 
bj 130 ft ne. por blk 144. 
and imps 
1! 59 


36519 John E 
Morris—In 
Hlsfley's 
Map nf Clinton map filed of 
record in Ihe office of the 
Recorder of Alameda Co.. 
pee of Id beg at a point on 
The nw 1 of 12th ave 100 ft 
nc fm E 24th st, th nwJllSO 
ft. ne 200 ft. se * ft. sw 
I'iO ft FO 25 ft. sw 25 ft. se 
100 ft. th sw 25 ft .to beg. 
por of blk 150 and imps 
1 W 


36521 Josephine M Masten—In HIg- 
loy's Map of Clinton, 
map 


filed of record in the 
office 


of the Recorder of Alameda 
Co.. pee of Id bpg at a point 
on the nw 1 of 12th ave 150 
ft n» fm E 24th .st. th IIP 
12? ft by 125 ft nw. 
por 


blk 
350 
19 w» 
365'7 James C and Annie Eagles-In 
Hlglev's Map 
of 
Clinton, 
map liled of record In the 


• office of .he Recorder of Al- 
ameda Co., pee of Id beg at 
a point on the nw 1 of 13th 
a\e 100 ft ne fm E 24th st, 
th nw 
125 fl. ne 60 ft. P. 


6 inches nw 6 9-12 ft. 
e 


324 6-12 ft. 5,0 63% ft to beg. 
por blk 150 and imps, poll 
tax 
1902 
i 
36641 W 
J Renwlck—In 
H'Sley a 
Map of Clinton, map filed of 
record In the office of the 
Recorder of 
Alameda. Co. 


pee of Id bes at a pt on the 


• se 1 of Thirteenth ave 100 ft 
ne fm East Twenty-fourth 
st, th ne 50 ft by 150 ft se, 
por blk 161 
-. 
3665S Margaret Manning—In 
Hlg- 
ley's Map of Clinton, map 
flled of record In the office 
of the Recorder of Alameda 
Co, pcc of Id bpg at a pt 
on the FW i of East Twen- 
ty-fifth st 135 42-100 ft nw 
fm Fou; t**enth ave, th nw 
35 ft by 120 ft sw, por blk 
151.. .' 
1*« 
3«586 T 
Rasrnussen—In 
Larue'a 
Addition, map flled of re- 
cord In the ofllce of the Re- 
corder of Alameda 
Co, lot 


30, tlk 56 
4 21 


IN SAN ANTONIO. 


36834 Henry 
J 
Derby—In 
Free- 
man's Map of San Antonio, 
• 
map^ filed of record In the 
office 
of the 
Recorder of 
Alameda Co, lot II. oik 4, 
and imps; also lots 10, 11 12 
and ee to of lot 9, blk 4, poll 
tax 1902 
4 (0 
36782 Amy 
H 
Graves—In 
Free- 
man's Map of Sun Antonio. 
map flled of reeon» in the 
office 
of 
tho Recorder 
r>l 
Alameda. Co, lot 19. blk 17 2 13 


36782 Amy 
H 
Gravt-s—In 
Free- 
man's Map of San Antonio, 
map flled of record in the 
office 
of the 
Recorder of 


• Alameda Co. lot 20. blk 17 12 58 


3S836 Jaclnto 
Carvalho—In 
Free- 
man's Map of San Antonio, 
map flled of record in the 
office 
of the Recorder of 
Alameda Co. lot 6, blk 21 6 97 


36840 Anna and Anthony 
Kretz— 
In Freeman's Map of San 
Antonio, map flled of re- 
cord in the ofllce of the Re- 
corder of Alameda Co, lot 
14. blk 21 and Imps; also 
lot 17, blk 21 and im,*>, and 


4 50 


9 75 


SATURDAY EVENING 
OAKLAND TRIBUNB 
JUNE 4,19O4 


lots 15, 15, 16 and 18, blK 
21 
6 67 


30854 Edwin 
W 
Albee—In 
3'ree- 
man's Map or San Antonio, 
map filed ol record In the 
office 
o£ 
the 
Recorde • of 
» 


Alameda. Co. ne 35 ft ol lots 
33, 34 . 15 and 16. blk 2'. and 
imps 
• • •• 
8 il 
36861 Harry* 
Hubs—In 
Freeman's 
Map 
of, San A*tonio. map 


filed of record in the office 
of the Recorder of Alameda 
C'o, pee of Id beg at a ]>t on 
the se 1 of Twentieth ave 
33 ft sw fm East Fifteenth 
st. th hw 35 ft by 100 it, se 
I 
por lots 23, 22, 23. 24, blk 
| 


22 and imps 
2 80 , 


SS865 Janet C Mu.ir—In Freeman's 
Map of San Antonio, map 
filed of record in the 
>fflc-e 


of the Kecoiuer of Alameda 
Co, lot 1 an.l nw 33 ft : f lot 
I 


2. blk '.'3 and imps 
1733] 
36871 Katherine I Wait—In 
l-'ree- 
man's Map of San Antonio, 
map flled of record in the 
office 
of 
the 
KciOixle- of 
Alameda C'o, lot 11. blk 23 6 97 
36871 Katherine I Wait—In 
Tree- 
man's Map of San Antonio, 
map filed of record m the 
office 
of 
the 
Recorde™ of 


Alameda Co, lot 12. blk 23 
and imps 
36876 Lillian A Belknap—In 
Free- 
man's Map of San Antonio 
map filed of record in the 
office of the Recorder o'. Al- 
ameda Co, nw 
H> of lot 16. 
and ail lot 17, blk 23 and 
imps 
1 81 
36917 M L Fowler—In 
Freeman's 
Map of San Antonio, map 


i 
filed 
of record in the 
office 


of the Recorder of Alameda 
Co. lot '15. b!fc 25 and imps, 
also ne 
12V4 ft of lo' 14. 


blk 25, 
* 06 
36974 W 
J ' .Ahern—In Freeman's 
Map of San Antonio, map 
filed of record in the 
office 


of the Recorder of Alameda 
Co, lot 18, blk 29 and lot 
19. blk 29 and imps 
4 4 9 


86974 W J Ahern—Pers pi op 
2 4 7 


36987 K E Johnson—In Freeman's 
Map of San Antonio, 
map 


filed of record in the office 
of the Recorder of Ala.neda. 
t'o. lot :-. blk SI, and imps.. 
«8 


37000 James 
and. R R 
Rus ell— 
In Freeman's Map of San- 
Antonio, map filed of re- 
cord in the office of thf Re- 
corder of Alameda Co pee 
of id beg at the w cor of 
Kast Seventeenth 
st 
and 


Fifteenth ave. th FW TO ft 
by 
nw 
23-Ot! ft 
depp 
ne 


73-09 ft. 
Ee 9 9ii-3C'G ft 
to 
beg. por blk 02 
1 42 


37002 Z W Bisnsford—Mortgagee's 
interest, in Freeman s Map 
of San Antonio, map 
filed 


nf reco:c7 in the office cf the 
Recordei of 
Alameda Co. 
pee of Id beg at a pt o i the 
w 
1 of 
Kiltceilth av:: 70 


ft s fm Scuentepiuii s-t, th 
s 70 ft, w 2S ft. 11 45 21-100 
ft, 
ne :o ft. e 23-6 Jt to 
beg. po, bli- 32 
6 3 1 


37067 Mrrtha Ironsides. — In Free- 
man's Map of Sai Anlonio. 


> map 
filed 
of refold h 
the 


nfflce 
of 
the 
rtc'corelpr of 


Alamecla Co. 
lot 4, b'k 38 
and imps 
1 E4 


37113 
Jackson G Crooks—In ]*ree- 
man's Map of San Antonio, 
map file-d of leeord ir the 
'office 
of 
the 
Recorder of 


Alame-da Co pec of k, beg 
at intPrscction 
of the 
ne 


I 
nf East 
Seventeentn 
st 


with the nw 
1 of 
Nine- 


teenth ave. 
th 
ne 
i ' 
ft 


bv 
330 ft 
nn, por 
blk 


43 and imps 
5 f-0 


37370 Mary 
Mc-Men,inm—In 
"ree- 
nitin's Map of San Anionio, 
map filed of le-cord ii 
the 


office 
of 
thp 
Re-c-ordc r 
of 


Al.'.mPda f'<5. lots, 10 and 11. 
blk 49. also lot 32, b k 40 
;.nd imps 
6 t'4 


37372 William '! .in.J F B Srrith— 
In Freeman's Map of San 
Antonio, 
map 
file-d 
of re- 


c-nrd 
m 
the office 
nt 
the 


Rcc-oicloi of 
Alampda 
Co. 


pie cif Id bi-g at a pt Ya ft 
,^u 
fm 
nw 
t-or of 
East 


Tnenti"ch si anc' 
Tw-nty- 


1,1 M a\f, tl -*w 35 ft b - 100 
tt 
nw. 
jji 
blk 
49, and 
rii! s.. . . 
2 TS 


37374 P'rane-e-s M Maiklpv—In -'ree- 
ir.an s Map o:' San An'onio, 
:nnp tilod of i-pc-ord i- 
the 


nfiit-i- 
of 
the 
Ilccordc L- 
of 


ALimfcla Co 
pee of Ic 
beg 


Ht 
a 
t>t cm the- nw 
! 
of 
Twenty-first 
ave 
10T 
ft 
'v, fm Eaft TV, cntipti st, 
th sw 35 f-. by 100 ft nw, 
ILJI blk 
4? 
ar.cl \rnpa 
2 f3 


3717S MtilHlPl 
Agte-lla—IP 
-"ree- 


nirir.'s Map nf San An onto, 
liu-p Iiled of record i! 
thp 


cifhev 
of 
thf 
Ite-c-ordfr 
of 


Alamecla Co lot 37. blk 49.. 
2 £1 


373S3 Frank Crirtler—In Fir-man's 
M i p of San Anto-iio. map 
t l» d of rpc-oid in the- "fiVc 
nf thf 
Hf-c-ci'clei- of Alnmeda 


Co. lot -0. Ml. -jri and imps 
2 f6 


37390 JO-P 
M.n-ks—In 
Fice-irian's ' 
Map nf Sai, Anlonin 
map 


t'.lecl of ipcnrcl il- the office 
of the Rpc-ciMler of Ala-neda 
To. sw 2x ft 
c,f jots _1 to 


24, blk 49, mirl imps 
2 '5 


37226 S^vmp: and 
Lo^in 
Socict\ — 


In Freeman s Map of Sin 
.Vntonio 
rnHr- ni*>d of i -cord 
sw tho^Dftlce of thp Re-ord- 
er 
of 
Alamecla C'o, entire 


S7234 Vincentid C cnldPn — In Free- 
man's Map of San An or.io, 
Rc.jsub 
of 
por 
nf 
blk. 


in:t]> filffl nf icforcl ir 
thp 


office 
of 
ihc 
Rpt-ordc i 
of 


AlirrPda Co lo; * Uk T.3.. 
3 ( ' 


37234 Vmr-ntia C Golclpr— In i.'tpp- 
mai.'s Mnji ot S;ui An onin. 
Resnb 
of 
por 
of 
bik, 


map 
fil-^el of lec-oi-d 
ii 
thp 


• ifficc- 
of 
the- 
Rc-c-orclri- 
of 
Al.im«l.i C'n. Int ii. hiij 53. 
and in-ps 
f) ; 3 


37308 Mm-\ 
Hond—In 
Fi epnan s 


Map nt' San Antcnio 
map 


J'lpd of iff old ir. th-1 uftice 
nf thp Rpcn'-.ler of Aljrneda 
<"o. pee of Ic] beg at a 
>t on 


ihp ne 1 of Kast Fift -entli 
M 
2J5 
ft 
sc 
fm 
Tivnt>- 


."-pponel ave. th «e 37 
t by 


MO ft ne. pur blk C2, and 
imps 
4 js i 


87309 A C -Ormsby—In 
Fieeman's 
Map nf £an Antonio, map 
'ilocj of rff01 d in the office 
nf -the Repoi der of Alamecla 
'""n. pee of Irl be-g at a >t on 
ihe su 1 nf E.i!<t Sixteenth 
st 225 ft se fm 22d a-*» th 
I 
se 37 ft by :50 ft, po- blk 
K. sw por blk 62 
3 .'1 1 
37310 A 
C Ormsby—In Freeman's 
1 


Map 
of San 
Antonio, map 
i 


filed of record in the office 
of the Recorder of Ajjrneda 
i 
i'o. lot 30 and se 5 ft of lot 
i 


33. hlk t',2, and Imps 
2 '31 


87336 C H Lynn—Mortgagee's 
in- 


tpre.st. in Freeman's Map 
of Ran Antonio, map filed 
| 
o' rccjrd In the 
office-of 


the Recordei 
of 
Alameda 


Co, lot 1 and nw 
'•<, :ot 2. 
blk 63... 


87332 ^Emma 
Appledorn—In 
Free- 
man's Map of San An'onln 
map filed nf record Ii 
th>^ 


office 
nt 
the 
Recorder of 
Alameda Co, lot 4 an-1 m% 


2 ft of lot 5. hlk H5 
and 
imp?. 
poll tax 
ISO: 
of 


Da\id M Baxter.. .7- 
17339 David 
Weir—In 
Fieeinan s 
Map of San Antonio, map 
flled of record in the 
office 


of the Recorder of Alameda 
Co, lots 10, 11 and 12, Uk 65 3 


3 20 


1 15 


1 16 


1 15 


1 89 


in Brooklyn, map filed of 
record in the offlcp of the 
Recorder of Alameda 
Co, 
lot 43, blk 73, and se 16 ft 
of lot 44. blk 73. and imps 


37521 Ida Davis—In Map of Lots 
in Brooklyn, map filed- of 
record in the' oflJcc of the 
Recorder of 
Alameda 
Co, 


lot 46. blk 75 


37521 Ada Davis--In Map of Lots 
in Brooklyn, map filed of 
record in the office of tne 
Recorder of 
Alameda 
Co, 


lot 47. Blk 75 


37621 Ada Davis—In Map of Lots 
in Biooklyn, map filed of 
record in the office ot the 
Recorder of 
Alameda 
Co, 


lot 48, blk 75 


37524 Jo.seph C and Mabel S Nunes 
—In Map of Lots in Brook- 
lyn, 
map flled of record In 


the office of the Recorder of 
Alameda Co. lot 6. blk 76, 
and imps; also lot 7, blk 


37530 Augusta E Beam—In Map of 
Lots in Brooklyn, map filed 
of record m the office of the 
Recorder of 
Alameda 
Co, 


lot 20. blk 76 


37630 Augusta E Btam—In Map of 
Lots In Brooklyn, map filed 
of record in the office of the 
Recorder 
of 
AJameda Co, 


lot 21, blk 76 


37637 George R Williams—Mortga- 
gee's interest, in Map of 
Lots 
in 
Brooklyn, 
map 


filed of record in the 
office, 


of the Recoider of Alameda 
Co, lots 33,34 and 35. blk 
76 


37669 John 
Mitchell—In 
Map 
of 
Lots in Brooklyn, map filed 
of record in the office of the 
Recorder of Alameda 
Co., 


lot 15, blk 81 and lots 14, 16, 
and 17, blk SI and imps 


37688 Hirarn Tubbs Estate Co and 
C H King—In Map of Lots 
in Brooklyn, map 
filed of 
record in the office of the 
Recorder 
of 
Alameda 
Co, 
nw IVi ft of lot 48, ar.d se 
22V- ft of lot 49, blk 81.. 
37695 Sarah A 
Schubert—Mortga- 
gee's interest, in Map of 
Lots in Brooklyn, map filed 
of record in the office of the 
Recorder 
of Alameda Co, 


'otb 22. 23. 24 and 
25, blk 


37600 Jam F Lott—In Map of Lots 
in Brooklyn, map filed of 
recoi el in the 
office of 
the 


Recorder* of Alameda Co. 
lot 30 and 36. blk 82, and 
lot 37. blk S3 and imps, and 
PP 
2 4V 
37601 E C Kelso—Mortgagee's 
in- 
terest, in Map of Lots in 
Brooklyn 
map filed of re- 
cord in the office of fche Re- 
corder of Alameda Co, lots 
35, 3fi and 
37. blk S2 
1362 
37601-A1 M O Donnpll—Mortgagee's 


interest, in Map of Lots in 
Brooklyn, map filed of re- 
coi d in the office of the Re- 
corder of Alameda Co. lots 
35. 30 and 37 bh< S2 


37619 Joseph Hunt—In Map of Lots 


111 Brooklyn, map 
filed 
of 


lecord Ir. the office of the 
Recorder of 
Alameda 
Co, 
lots IS 19. 20. 21 and 22, blk 
84 
and lots 30 to 37 inc. 


blk S-l ar.d imps 
37619 Joseph 
Hunt—Pers 
prop.. 


15 83 


3 98 


1 S7 


82 


1 43 


1 43 


1 43 


1 42 


1 42 


1 43 


1 13 


ll 43 


1 2T 


2 04 
4 44 


IN FROST'S THIRTEENTH AVE 


TRACT 


37646 Isaac 
L-Sax'.or. — In 
Frost's 
Thirteenth ave Tract, map 
filed of record in the office 
of the Recorder of Alamecla 
Co, lot 32, blk 86 and imps 3 83 


IN- MAP OF LOTS IN BROOKLYN 


37676 Christine J Cameron— In Map 


of Lots in Brooklyn, map 
filed of record in the office 
of the Recorder of Alameda 
Co. lots 2S, 29, 30 and 33, 
blk S9 
............... 
68 


376SO Adela Moret — In Map of Lots 


in Brooklyn, map flled of 
record .n the office of the 
Recordc-i of 
Alameda 
Co, 
lot 47. blk 80 
........ 
1 37 


376SO 'Adda Moret — In Map of Lots 


in Brooklyn, map 
filed of 
lecoid in the office of the 
Recorder of 
Alameda 
Co, 


lot 48 blk 89 
.......... 
1 37 


376SO Adela Moret — In Map of Lots 


In Brooklyn, map filed of 
record ;n the office of the 
Recorder of 
Alameda 
Co, 


lot 49, blk 89 
.......... 
1 36 


IN MAP OF PORTION OF HIGHLAND 


PARK 


37721 Mary S Homer — In Map 
of 
Por of Highland Paik, map 
filed of refo'd in the office 
the Recoider 
of 
Alameda 


Co, ne 20 ft of lot 5 
........ 
1 88 


37721 Man' S Hornc-i — Ir Map of 
Por of Highland Park, map 
of record in the office of the 
Recorder of 
Alameda Co, 


lot 6 
............... 
9 2!: 


37721 Mary S Homer— In 
Map 
of 
Por of Highland Park, map 
filed of record ill the 
office 


nf the Recoider of Alameda 
Co. lot 7. ... 
........ 
9 29 


37721 Mary S Homer— In Map of 
Por of Highland Park, map 
fi'ed of record in the 
office 


of the Recoi del of Alameda 
Co. lot S 
......... 
9 29 


37724 Mary 
S Horton — Mortgagee's 


interest in 
Map 
of 
por 


of 
Highland 
Park, 
map 


filed of recoi d in the 
office 


of the Recordei of Alameda 
Co, lot ln and 31, and ne 
60 ft of lot 9 also the sw 
JO ft of lot 12 
.......... 
25 00 


37727 C B Williams — In Map o' Por 


of 
.Highland 
Paik, 
map 


filnd of lecoid in the 
office 


of the Rc'forrler nf Alameda 
Co, pec of Id bos: at a pt 
on the 
se I of Fourteenth 


ave 
1276 ft 
ne fm 
East 


Twentv-fonrth st. th ne 40 
ft by 2'ii ft «e. por blk IS 2 24 


37728 Mnrv S J-Inniei— In Map of 
Por of Illshlancl Park, map 
filed of icf.-'iel in the office 
of the Recorder of Alameda 
Co. pee of lei ber? at a pt on 
th«* Kf 3 of Fourteenth 
ave 


irilfi ft nf fm East Twentv- 
f o u i t h it.'th ne 40 ft by 247 
ft sf por of lots 13 and 14.. 
2 23 


TN NORTHERN ADDITION 


37767 Philip Tietz— In Northern Ad- 


dition, map 
'ilfd of re-cord 
fn the eiffifc ot the Recorder 
of Alameda Co. pee of Id 
bd ne bv s boundary 1 of 
Lynn. 
LC h-" id of Joseph 
J Walk, sw by East Thirti- 
eth 
St. and nw 
by Id of 
Kate L M> nck por blk 105 
ard imps 
.............. 


1 43 


1 42 


1 44 


1 43 


43 


96 


97 


1 43 


40 27 


IN MAP OF LOTS IX BROOKLYN 


37354 A J Foster—In Map of Lots 
in Brooklyn, map filed of 
record in the -office o' the 
Recorder of 
Alameda Co, 


Pee of Id bes at a pt on se 


of 
Twenty-first 
ave 


77 
6-12 ft 
sw fm 
East 
Twenty-second 
st, 
tl- 
sw 


60 ft, th se 100 ft, th s-v 12- 
6J2 ft. th se 2S it. th ne 
62 6-12 ft. th nw 125 ft to 
beg. por blk 67 and Imps.. 3 rs 


J7S71 Isabella 
E 
McClell.tnd— 
Mortgagee's 
Interest. 
In 


Map of Lots in Broeklyn. 
map filed of record in the 
office 
of the 
Recorder of 
Alameda Co. lots 30 ard 31, 
blk 67 
3 £,8 
John C Nola.—In Map ot 


IN NEW TOWN OF LYNN 


' 37780 Martin Stearn—In New Town 
I 
of L\ nn 
map filed 
of re- 
' 
cord in the office of the Re- 


3 I 
corder of Alameda Co,1 lot 


I 
10, blk B 
1 43 


j 37780 Martin Stearr.—In New Town 
1 
of Lynn, map filed of 
re- 
cord in the office of the Re- 


i 
corder of Alameda Co, 
lot 
| 
13. blk B 
1 43 
5 ; 37780 Martin Stearn—In New Town 
f 
of Lynn, map 
filed 
of re- 


i 
cord in the office of the Re- 


I 
cnrder of Alameda Co. lot 
32. blk B 
1 43 


37780 Martin Stearn—In New Town 


of Lynn, map filed of record 
, . . 
in the office of the Recorder 
4 • " 
of Alarm-da Cn, lot 33, blk 
B 
1 43 


1 37798 D M and J M George—In New 
Town of Lynn, map filed of 


! 
lecord in the' office of 
the 
' 3! 
Recorder of 
Alameda Co. 


lot 45. blk C. and lot 46. blk 
C and imps 
89 


3TS27 C W Carruth—In New Town 


of Lynn, map filed of record 
in the office of the Record- 
er of Alameda Co. re Sub 
div nw t4 of lot 73. blk E. 
and original subdivision lot 
3. blk E, and imps 
2 24 
37846 William Nicol—In New Town 


of Lynn, map filed of record 
in the office of the Record- 
er of Alameda Co, re sub 
division lot 2. blk G 
2 82 


37857 Margaret McGibney—In New 
Town of Lynn, map flled of 
record In the office of the 
Recorder of Alameda Co. 
lot 39. blk G 
3 74 


37S67 Margaret McGibney—In New 
Town of Lynn, map filed of 
xecord In the offlo* ot tb* 


• Recorder of Alameda 
Co, 


lot 40, blk G 
37S96 Charles L 
White—In 
New 
Town' of Lynn, map flled 
of record in the office of the 
Recorder 
of 
Alameda Co, 
lot 1. blk J 


37896 Charles L, 
White—In 
New 
Town of Lynn, map filed of 
record In the office of the 
Recorder of 
Alameda Co, 
lot 2. blk J 


37S96 Charles -L 
White—In 
New 
Town of Lynn, map filed of 
record In the office of 
the 
Recorder of 
Alameda Co. 


lot U. blk J 


37986 Chailes L 
White—In 
New 
Town of Lynn, map filed 
of record in the office 
of 


the Recorder of 
Alameda 
Co. lot 4, blk J.. .. ' 


37896 Chailes L 
White—In 
New 
Town of Lynn, map 
filed 
of record in the 
office of 


the • Recorder of 
Alameda 
Co. lot 5. blk J 


37899 Charles L 
White—In New 


Town of Lynn, map filed 
of lecord in the 
office of 


the Recorder of 
AJameda 
Co, lot 36. blk J 


37899 Charles 
L 
White—In 
New 


Town ot Lvnn. map filed 
of record m the office of the 
Record ir of 
Alameda Co. 
lot 37, blk J 


37899 Chailes L 
White—In 
New- 


Town of Lj-rn. map filed of 
record in the- office of the 
Recorder of Alameda 
Co. 
lot 36, blk J.. 
. 
. . 
.. 
37899 Charles 
L 
White—In New 


Town of Lynn, map filed of , 
record 
in 
the 
otllce 
8f 
* 
the 
Recorder 
of Alameda. 


Co, lot 39, blk J 
M 43 
37899 Charles 
L 
White—In 
New 
Town of Lyrm, map filed of 
record,'n 
the'office of 
the 
Recorder 
of 
Alameda Co. 
lot 40, blk J 
1 12 


IN MAP OF EASTERN POR OF LYNN- 


HOMESTEAD 


8T902 R 
A 
Thomas—In Map 
of 
Eastern por of Lynn Hd, 
map filed of record in the 
office 
of the 
Recorder 
of 
Alameda Co, lot 6, blk K. 
37902 R 
A 
Thomas—In 
Map 
Df 
Eastern por of Lynn Hd, 
map file-d oT record in the 
office 
of 
the 
Recorder of 
Alameda Co, lot 7. blk K.. 


37904 Edith A Whitney—In Map of 
Eastern por of L.\nn Ha. 
map filed of record In the 
office 
of 
the 
Recorder of 


Alamecla Co, lot S. blk K.. 


37911 
E B Hare—In Map of East- 


ern por of Ljnn Hd, map 
Illed of record in thp office 
of the Recorder of Alameda 


• Co, lot 27. blk K 


37911 
E B Hare—In Map of East- 
ern por of Lynn Hd. map 
fled of record in the office 
of the Recorder of Alameda 
Co, lot 28. blk K 


3911 E B Hare—In Map of East- 
ern por of Lynn Hd, map 
filed of record In the 
office 


of the Recorder of Alameda 
Co, lot 29. blk K 
37911 E B Hare—In Map of East- 


ern poi of Lynn Hd. map 
filed of record in the 
office 


"f the Recorder of Alameda 
Co, lot 30. blk K 


37916 F J Woodward—In Map of 
Eastern por of Lynn Hd. 
re-sub division, map filed 
of record in the officft of the 
Recorder of 
Alameda Co, 
iot 7 blk L 
37915 F J 'Woodward—In Map of 


Eastern 
por of Lynn Hd, 


R=subdlvision. map filed o 
record in the office of the» 
Recorder of Alameda Co lot* 
S, blk L 
] 


. IN BSuLAH PARK PROPERTY 


38001 James McAllister—In Beulah 
Park 
Property, map flled 


of record in the office of the 
Recorder of 
Alameda: 
Co 
lot S9 and 90, blk F 
] 


IN FIFTY ASSOCIATES TRACT 


380S6 Charlton L Edholm—In Fifty 


Associate's Tract, map fi'ed 
of recoi d in the office of the 
Rec-orde.- of 
Alameda Co. 


nw 75 ft of lot 1, blk C and 
imps 


3S09S,Etigen Johnson—In Fifty As- 
sociates Tract, map liled of 
record in the office of the 
Recordei of 
Alamecla 
Co 


lot 7, oik C and imps 


38134 R L Shepard—In Fifty Asso- 
ciates Tract, map 
ffled of 


lecord in the office of fie 
Recorder of 
Alameda Co, 
pee of Id Leg at a pt on 
the nw 1 of Twenty-third 
ave 66 8-12 ft sw fm East 
Twenty-second 
st. th 
sw 
33 4-12 ft by 120 ft l.w, por 
blk E, and imps.. 


38134 R L Shepard—Pers prop 
38153 Charles Chester—In Fifty As- 
sociates Tract, map filed of 
lecord in the office of tie 
Recordei of 
Alameda 
Co 
pec of Id beg'at a. pt on the 
IIP 1 of East Twenty-fim 
st 
.'IS 
9V4-12 ft 
se 
fm 


Twenty-thlicl 
ave, th 
se 


50 ft by lo!) ft r.e, por blk 
Ci. and imps 


38173 J C Peterson—In Fifty As- 


sociates' Tract, map filed of 
rpcorel in the office of the 
Recorder of Aiameda Co., 
pee nf kl beg at a point OT 
the sw i of E 22d st 20.1 
10-12 
ft 
nw 
fm 24th ave. 


th nw 40 ft by 150 ft sw 
por blk G 
' ' 


CS209 Debbert R and L A Wheeler— 


In Ffty Associates' 
Tract, 
map Pled nf record in t'lp 
offce 
of 
the 
Recorder nf 
Alameda Co 
sw K of lot 


'i. blk I 
ard 
imps 


3S216 M'ltua' 
Savng Fund 
Loan 


and Building- Association.— 
Mortgagee s interest in Flftv 
Associate". Tract, map filed 
of record ir tho office of the 
Recorder of Alameda 
Co . 


Ir. Fifty Associates' Tract 
lot 4 blk I 


?S218 H T McCarter—In Fifty As- 


f-oriates' Tract, map filed of 
record in the office uf the 
Recorder of Alameda Cn . 
pee of Id beg al a point on 
the sw i of E 20th pt 310 
ft se fm 23d av. th se 73 
fi'i-12 ft sw 100 ft. nw 69 
fi't-32 ft. ro 50 ft. w i ft. 
ne 50 ft to pt of beg. por 
hlk I and imps 


SS243 Man- E Selzv— In Fifty Asso- 


ciates' Tract. Map filed of 
record in the office of the 
Recorder of Alameda Co , 
sw 'i of. lot 2. blk J. and 
imps. 


35256 Lizzie McDonald—Mortgagee's 


Interest in Fifty Associates' 
Tract, map flled of record 
In the office of the Recorder 
of Alameda Co, sw °5 ft 
of lot S. blk J 


3S2SS J W Baker—In Fifty Associ- 
ates' Tract, 
map filed of 


rpcord in the office of the 
Recorder of Alameda Co. 
nw 35 ft of lot 5. blk M and 
imps, pell tax 
1902 


38298 David Smart—In Fifty Asso- 
ciates' Tract, map filed of 
record in the office of -the 
Recorder of Alameda Co., 
pee of Id beg a.t a point on 
the sw 1 of E 21st st 174, 
66-300 ft se fm 24th ave. th 
.se 35 ft bv 350 ft sw por 
blk M and imps, poll tax 
1902 


38301 H Cooke—In Fifty Associates 
Tract, map filed of record 
in the office of the Recorder 
of Alameda Co. pee of Id 
beg at intersection of the 
sw 1 of E 22d st with se 
line of 24th ave. th se- 104 
SU-12 ft by 350 ft sw. por 
blk N 


6 75 


record in the offcie of the 
Recorder of Ala' leda Co., 
lot IS, blk. 1 anc Imps ---- 14 36 
3S369 Catherine Kennedy -In Ken- 
nedy < Tract, 
ma i flled of 
' 
record in the off ^e of the 
Recorder 01 Alaneda Co., 
lot 19. blk 1. and imps ____ 15 30 


3S3C9 Catherine Kennedy -In -Ken- 
nedy Tract, 
ma i filed of 
record in the off ::« of 
the 
Recorder of Ala. leda Co., 
lot 20. blk 1...-. 
......... 
10 67 
38369 Catherine Kennedy -In Ken- 
nedy Tract, 
ma 
> 
tiled of 


ree-oVd in the off :e of the 
Recorder of Ala leda Co., 
lot 21. blk- 1 anc 
imps ____ 23 64 
38369 Catherine Kennedy -In Ken- 


nedy Tract, 
ma > 
filed 
of 
record in the off je of the 
Recorder of Ala leda .Co.. 
lot 22. blk 3 
.............. 
10 67 


I 38378 Catherine Kennedy- -In 
Ken- 


I 
ne-dy Tract, map 
filed 
of 


I 
record in the offi c 
of the 


I 
Recordei 
of Ala) icda Co.. 
lot 7. blk 2 
............... 
6 98 
38378 Catherine Kennedy- -In 
Ken- 


nedy Tract, map 
filed 
of 
record in the offi e 
of the 
Recorder of Ala1 leda Co.. 
lot 8. bit 2 
............. 
6 98 
38378 Catherine Kennedy- -In 
Ken- 


nedy Tract, map 
flled 
of 
'record in the offi e 
of the 
Recorder of Ala'ieda C'o.. 
lot 9 blk 2 
........ 
6 98 


,"S37S Catherine Kennedy- -In Ken- 
nedy Tract, map 
filed 
of 


record in the offi -e 
of the 
Recorder 
of Ala leda Co . 


lot 10. blk 2 
.............. 
6 98 


3S378 Catherine Kennedy- -In 
Ken- 
nedy Tract, map 
filed 
of 


record in the offi e of the 
Recorder of Ala aeda Co.. 
lot 11 blk 2 
.............. 
6 98 
38378 Catherine Kennedy- -In 
Ken- 


nedy Tract, map 
filed 
of 
record in the offi •* 
of the 
Recorder of Ala neda Co.. 
lot 12 blk 2 
............ 
8 98 


3S3TS Catherine Kennedy- -In 'Ken- 
nedy Tract, map 
flled 
of 
record in the offi -e 
of the 


Recorder of Ala eieda Co., 
lot 13 blk 2 
............ 
7 89 
38378 Catheilne -Kennedy- -In 
Ken- 


r«d> Tract, map 
filed 
of 
, record in the offi e of the 


Recorder of Ala Teda Co.. 
lot 
34 
blk 
2 
.......... 
7 89 


3S378 Catherine Kennedy- -In 
Ke-n- 
redy Tract, ma^t 
filed 
of 


record In the offi e 
of 'he 


Recorder of Ala neda C'o . 
lot 15. blk 2 
............. 
7 89 


38378 Catherine Kennedy- -In 
Ken- 
redv Tract, map 
filed 
of 
record in the offi e 
of "he 


Recorder of Ala neda Co , 
lot 16. blk 2 
............ 
7 89 


38378 Catherine- Kennedy- -In 
Ken- 


nedy Tract, 
ma] filed of 
record in the offi -e 
of the 


Recorder of Ala neda Co . 
lot 17. blk 2 
.............. 
7 89 


3S37S Cathe-rine Kennedy- -In 
Kcn- 


nedv Tract, map 
filed 
of 
record in the offi e 
of -he 
Recorder of Ala .icda Co.. 
lot IS. blk 2 
.......... 
.'. 10 68 


38411 Edwin 
H 
Foster- In 
Ken- 
nedy Tract, ma; filed of 
record in the 
offi -e 
of the 
Recorder of 
Ala neda Co . 


(s of R R av«). i e 35 ft of 
lot 25, b!k A 
............. 
2 81 


38411 
Edwin 
H 
Foster- -In Ken- 
nedy Tract, mai filed of 
record in the off ce of the 
Recorder of 
Ala neda Co . 


fs of R R ave), 
ot 26, bik 


A 
....................... 
< 21 


3S411 
Edwin 
H 
Foster- -In Ken- 


nedy Tract, ma] filed of 
record in the off ce of the 
Recorder of 
Ala neda Co.. 


(s of R R ave). 
ot 27, blk 


A 
......... 
' 
............ 
* 20 


38411 
Edwin 
H 
Foster- -In 
Ken- 
nedy Tract, mai filed of 
record ir. the off ce of the 
Rc-corder of 
Alaneda Co.. 


(s of R R ave), 
ot 28, blk 


A 
..................... 
< 20 
38411 Edwin 
H 
Foster- -In 
Ken- 
nedy Tract, mai filed of 
record in the off ce of the 
Recorder of 
Ala neda Co.. 


fs of R R ave), ot 29. blk 
^ 


38411 Edwin" "k 
Foster- -in 
Ken- 
nedy Tract, mai flled of 
record 'in the off ce of the 
Recorder of 
Ala neda Co . 


fs of R R ave), ot 30, blk 


4 05 
2 47 


3 46 


9 36 


6 67 


3 91 


5 50 


1 76 


4 50 


4 50 


8 71 


IN LATHAM TERRACE. 


3S340 A H Rloton--ln Latham Ter- 
race. map filed of record 
in the office of the Recorder 
of Alameda Co.. lot 5, blk 
. G and Imps 
............ 
IS OS 


IN KENNEDY TRACT. 


38369 Catherine Kennedy — In Ken- 
nedy Tract, map -filed of rec- 
ord in the office of the Re- 
corder 
of Alameda 
Co.. 


w 6 ft of lot 17. blk 1 ...... 2 81 


8S3S9 Catherine Kennedy— In 
Ken- 
filed of 


.............. 


38439 Michael' J and 
An i Dowd— 
In Kennedy TiACt (Knotues 
&• Potter's Sub), map filed 
of record In the 
office of 


the Recorder 
of Alameda 


Co , lots 14, 15 a id 16, blk 
C 
................... 


38477 L-\dia V Anderson and Bet- 
'FV 
Bereiuist— In 
Kei'nedy 
Tract fKnowles -; Potter's 
Sub), map filed o record in 
the 
office of the- Recorder 


of Alameda Co. 
ot 4. blk 


G and Imps 
............ 


3S579 J N Knowles — Mortgagees 
interest in Kenn 'dv Tract 
(Knowle? & Potter's Sub), 
map filed of rcrr rd ir the 
office of the Reco der of Al- 
ameda Co. lot 35. blk N.. . 


3S613 C G Hellftrom— Ir Kennedy 
Tract fKnowles ; Potter's 
Sub), map filed of record 
in the office of th • Recorder 
nf Alameda Co., Int 7. blk 
P and imps 
........... 


4 20 


4 51 


3 20 


5 90 


9 « 


3 58 


38 57 


IN SHELL MOUN3 > TRACT 


38630 Frank Silva—In SI- '11 Mound 
Tract. 
map 
filed 
ot 


record in the ofl ce- of 
the 
RecordPi 
of Ala neda Co.. 
pee of Id beg at 
point on 
the e 1 ef Kenned 
st. 140 ft 
n fm Dp'ir.isor st, th n 30 ft 
by 100 ft dec e, por blk 
A", and imps 
» 36 


3S825 GranviUe Pullen — In "^^"j" 


thefoffice of the 
Recorder of 
Alameda Co.. pee if Id bes at 
intersection of sw 1 of e Ibtn 
st with se 1 of 23d avp. th sw 
4'570-KiO «. se 1.V1- 9-1HO ft. ne 
<v5 S2-100 ft. nw IX 58-100 ft to 
beg, 
and imps 


IN MAP OF DHAPI R TRACT. 


3SS39 Gra-pville Pullen — In Map of 
Draper Tract, m ip filed or 
lecord in the offic- of the Re- 
corder of Alameei i Co. lot 1 
and imps 
- • 


3SS43 Elizabeth B Hitchco k—In Map 
of Draper Tract, rap liled of 
Record in the o'}ce of the 
Recorder of Alam 'da Co 
4 and imps . . . 
IN BERNAMAVO Z PLAT 


3SS65 P H Anderson — : lortgagee's 
interest i'i Bernsmavou Plat, 
map fll»d of ipord in the 
office of the Reco-der of Ala- 
meda Co . pcc o- Id beg at 
a point on the n v 1 of 24th 
ave 120 ft sw fm 
> 16th st, th 


- 
sw 30 ft by 112 't nw, 
por 


blk C. ..' 
15 92 


LAND OF LEWIS. 


SS918 S S Austin — Lane of Lewis, 
map filed of rec jrd in the 
office of the Reco' der of Ala- 
meda Co . pep ot d bd no by 
Knowles and Pott -r subdivis- 
ion of Kennedy '1 fact. sf- by 
charter 1 of City if Oakland, 
sw by Block 23 <orth Ala- 
meda Tract, and nw by 23d 
ave, 
3 £0 acres 
991 


IN NORTH ALAME 5A TRACT. 


38972 H C Still well - In N'orth Ala- 
meda Tract, rrrap lied of rec- 
ord in the office of the Re- 
corder of Alameci Co., sub 
blk 23, that por 1 ,'ing nw of 
charter line of C t> of Oak- 


\ 
land lots 7 and « blk B. al- 
so lots S to 59 in. . Big B.... 27 01 


IN CAMDEN 23d A\ E TRACT. 


39023 E V Goularte — In Jamden 23d 
ave Tract, map l led of rec- 
ord in the office of the Re- 
corder of Alame< a Co, s ^ 
of lot 31, blk A 
1 91 


39024 L Blodgett — In < amden 23d 
ave Tract, map 1 led of rec- 
ord in the office of'the Re- 
corder of Alamen 
Co, lot 32, 
blk A, and imps 
159 


390S6 William Goularte — In Camden 


2Cd ave Tract, n ap filed of 
record in the offic of the Re- 
corder of Alamech Co, n ••£ of. 
lot 31, blk A 
1 88 


39033 John J Abel—In C imdea 23d 
ave Tract, map fi ed of rec- 
ord in the office 'f the He- 
carder of AJame a Co, lot 


43 and ne 15 ft of lot 42, 
blk A 
2 02 
39039 John Chenne—In "Carndsn 23d 
ave Tract, map filed of reu- 
oi'd in the office of the Re- 
corder of Alameda Co, iot 7, 
blk B, and imps; also lot 8 
blk B, and imps; and lot 9, 
blk 
B 
1 44 


39049 Serrtll \Vinsor — Pee of Id beg 
at intersection of riw 1 of E , 
lib st and.w 1 of Paik ave. 
2 
th nw 160 2-12 ft. sw 207 7- 
12 ft 
to right 
of way 
of 
C P R R Co. se 306 7-12 ft, 
ne 08 ft to Park ave, n 244 
9-12 
ft to beg, and imps.. 17 13 


JN PERALTA HEIGHTS. 


39082 John Kelly—In Peralta Heights 
map filed of record in the 
office of the Recorder uf Ala- 
meda Co, lot 3, blk B, und 
imps.. ..' 
8 27 
39086 Du Ray Smith, et al, trustee, 
Mortgagee's interest in Per- 
alta Heights, map filed of 
lecord in the office of the Re- 
corder of Alameda Co, w 35 
ft of lot 6, blk B 
2 45 
39093 P G King — Mortgagee's inter- 
est in Peralta Heights, map 
flled of record in the 
office 


of the Recorder of Alameda 
Co. lots 16. and 17. blk B 
S 27 


39097 John Biller—In Pc-ralta Heights 


map 
filed ot" record in the 


- 
office of the Recorder ot Ala.- 
mPda Co. se 40 ft of lot IS. 
Blk B, and imps 
5 13 
39106 P G King — Mortgagee's inter- 
est in Peralta Heights map 
filed of record in the office of 
the Recorder of A.<imeda Co. 
in re-sub of 1 and 2, lots 1 
to S. b;k C 
12 38 
39130 A .C Jackson — In 
Peralta 
Heights, map filed of record 
in the office of the Recorder 
of Alameda Co. ne 35 ft of lot 
S, blk D 
6 II 
39136 Serena A Downing — In Peralta 
Heights, map flled of record 
in the office of the Recorder 
of A'.ameda Co. w y, of lot 11, 
blk D, and imps.. .." 
541 
39144 Mary 
O'Neill — In 
Peralta 
Heights, wiap filed of record 
in the office of the Recorder 
of Alameda Co, lo£ 18, blk 
D 
2 go 


39184 Hermania B Rudgear — Mort- 


f agee s interest, in Peralta 
lelghts, map flled of rec- 


ord in the office of the Re- 
corder of Alameda. Co, lots 
1 and 2, oik F 
15 29 


IN MISCELLANEOUS. 


39208 Jesse M Chown — In Miscellan- 
eous, pee of Id bes at a pt 
on the n 1 of Hanover st 300 
ft w fm Newton ave, th w 
100 ft by 145 ft n, and imps.. 31 94 


39208 Jesse M Chown—Pers prop 
247 


IN CAPITAL H O. 


39223 Samuel Adams — In Capitol H'd 
map flled of record in the 
office of the Recordei- of Ala- 
meda Co, lot 7 
l 90 


39230 J B Taylor — In Capital H'd' 


map filed of record in the of- 
fice of the Recorder of Ala- 
meda Co, lot 14 
2 82 


39231 H S Simon — In Capital H'd'. 
map tiled of record in the 
office 
of 
the 
Recordei- of 
Aiameda Co. lot 35 
282 
392ol Elizabeth Evans*— In Capital 
H'd, map filed of record in 
the office of the Recorder of 
Alameda Co, lot -13.. . 


39259 C Shlmmons' — In Capital H'd', 


map filed of record in the office 
of the Recorder of Alameda 
Co, lot 55 


S9269 Elizabeth Evans - In Capital 


Hd, map flled of record in 
the office of the Recorder of 
Alameda Co, lot G9 


39269 Elizabeth Evans—Iri' 'ca'pi'tai' 
Hd. map filud of record in 
the office of the Recorder of 
Alameda Co.. lot 70 


39269 Elizabeth Evans—In 
Capital 


Hd. map led of record in 
tho office of the Recorder of 
Alameda. Co.. lot 71. 


39271 Samuel 
Adams—In 
Capital 
Hd. map filed of record m 
the 
office of the Recordcir 
of Alameda Co., Jot 74 
^ 
39271 Samuej. Adams — In Capital 


Hd, map filed of record In 
the office of the Recorder of 
Alameda Co.. lot 75 


39274 Frank W Baker—In 
Capital 
Hd, map filed of record in 
the 
office of the Recorder 


of Alameda Co.. lot SO 


39274 Frank W Baker—In Capital 


Hd, map filed of record in 
the 
office of the Recorder 


of Alameda Co., lot 81 


39274 Frank W Baker—In Capital 


Hd, map filcfd of record in 
the 
office of the Recorder 


of Aiameda Co., lot 82 .... 


39274 Frank 
TV Baker — Capital 


Hd. map flled of record in 
the 
office of the Recorder 


of Alameda Co. lot S3 


39277 Frank M Todd—In Capital Hd 


—map filed of record In the 
office 
of the 
Recorder 
of 
Alameda Co., lot S7 
1 59 


INT KELLEY'S 5 25 ACRE PIECE. 


39291 H E Bobbins— In Kelley's 5.25 


Acre Piece, map filed of roc- 
record In the 
office of 
the 


Recordei- of 
Aiameda 
Co.. 


lot 6 
1 59 


39291 H E Bobbins—Ir Kellpj's 5.25 


Acre Piece, map filed of 
rec- 


ord in the offli e of the Re- 
corder of Alameda Co . lot 
~ 
1 58 


IN WATSON" TRACT. 


39322 Mrs C F A'nest—In Watson 


Tract, map filed of record 
In thp office nf the Recorder 
of Alameda Co . sub plot 12. 
lot 6. also lot 7 and imps.. 
2 35 


39322 Mis. C F Arnest—Pers prop 
2 47 


IN LAKE MERRITT PARK. 


39342 F H Kennedy —In Lakp Mer- 


ritt Park, man fled of 
rec- 


ord in the offi'-p nf ihe RP- 
cordc'i of Alameda Co., 
lot 


37 
4 20 


39342 F H Kennedy—In I.arkp Mel- 


ritt' Park, map filed of rec- 


i 
orcf in the office of the 
Re- 


corder of Alameda Co., lot 


IS 
4 20 


IN RIDGWOOD. 


39378 Jol-n E Dailev—In Ridgwood, 


map filed of 'ecord in ihe 
office of the Recorder of Al- 
ameda Co. pep of Id beg at 
the ne cor of 4th av and Van 
Dyke a\e,' th n 14120 ft, e 
43 30 ft. s 114 S2-300 ft. sw 
49 31-100 ft to pt of 
beg. 


and imps, also pee of Id beg 
at a rtomt on the n 1 of 4th 
a\e 43 31-300 ft e fm Van 
D\kc- ave. th n 334 82-100 ft 
e 41 67-100 ft, s SS 45-100 ft. 
sw 49 33-ino ft to bes 
6 82 


I 39378 John E Dailej —Pers prop... 
3 4 7 


' 39SSO Adela 
Moret—In 
Riclgwood. 


map filed of record in the 
office 
of 
the 
Rccordet 
of 


Alameda Co . pep of Id beg 
at a pt on the n 1 of 4th ave 
9S 62-100 ft e fm Van Dyke 
ave. the e 49 31-100 ft. n 73 
63-300 ft. w 41 66-100 ft, s 
100 ft to beg. and imps.... 
9 14 


IN LAKE VIEW TRACT 


39387 E C Robinson—In Lake View 


Tract, map tiled of record 
in the office of the Rec-ordnr 
of Alameda Co . lot 6. blk 
17 and 
lot 
7 
blk 
17, and 


imps 
15 16 


393S7 E C Robinson—Pers prop 
4 44 


39390 Mary L Maxwell—Mortgagee's 


interest in Lake View Tract 
'map flled of record in the 
office of the Recorder of Al- 
ameda Co. lot 9. blk 37 
3 28 


39393 Maria K Bilz—In Lake View- 


Tract, map flled of record 
in the office of the Recorder 
of Alameda Co . w % of lots 
1 and 2. blk 17 
3 2 ? 


39413 E B Hitchcock—In Lake View 
Tract, re division of por of 
block 18 -w of Pine st. map 
filed of record in the 
office 


of the Recorder of Alameda 
Co. lot 21. blk IS 
3 2 7 


39413 E B Hitchcock—In Lake View 
Tract, 
Re-division 
of por 


of block IS w of Pine st, 
map flled of record in the 
office 
of 
the 
Recorder of 


Alameda Co.. lot 22. blk IS 3 28 


39413 E B Hitchcock—In Lake View 
Tract. Re-division 
of 
por 


of blk IS w of Fine 
st. 


map flled. of record in the 
office of the 
Recorder of 


3 2S 


3 37 


3 28 


3 28 


3 27 


3 27 


3 28 


1 58 


1 58 


1 68 


1 58 


Alameda Co., lot 23, blk 18 3 28 
39413 E B Hitchcock — In Lake View 
Tract, Re-dlvlslon 
of 
por 


of blk IS w of Pine ot, frnap 
filed of record in the office 
of the Recorder of Alame- 
da Co., lot 24. I .Ik IS ...... . 5 12 


IN CLINTON MOUND TRACT. 


39473 II 
D 
Brown — In 
Clinton 


Mound Tract, rrap filed of 
lecord In the oifice. of the 
Recordei 
of Al'meda Co., 


n. 40 ft of lots 1. J and 3, blk 


- 
G 
...................... 
3 28 


09476 Celeste 
Toffiez — Mortgagee's 
interest, in Clinton Mound 
Tract, map fileti of record 
in 
ihe office 
of the 
Re- 
corder of Alamcj<la Co. lots 
2 and 3, blk H 
.............. 
2 06 


- IN EAST OAKLAND HEIGHTS. 


39493 E P Vaadercook and Alice G 
White et al — In East Oak- 
land Heights, map filed of 
lec-ord in the oifice of the 
Recorder of Alameda Co.. 
lot '1. and se 10 ft of lot 11 
and nw 10 ft of lot 13. blk 1 1 90 


39495 Lillian B Wiedersliiem— Mort- 
gagee's 
Interest 
in East 


Oakland Heights map hied 
of rccold in the 'ifflce of the 
Recorder of 
Al. me-da 
Co . 
lots 22. 23, 24. 'X. Jii and 27 
blk 1 
................. 
' 44 


335"0 Lars Peterson— In East Oak- 
land Heights, map filed of 
record in the office of the 
Recorder of Al \mcda. Co , 
lots 45 and 46. b U 1 
........ 
2 82 


39525 Union Saving^ 1 ink— Mort- 
gagee's 
Interest, in 
East 
Oakland Heights map filed 
of record in the office of 
the 
R3corder nf Alameda 
Co. lots 15 and 16. blk 3.. 
7 90 


39529 Union Savings 
Eank— Mort- 
gagee's interest 
in 
East 
Oakland Heights, map filed 
of record in the office of the 
Recorder 
of Alameda 
Co. 


lot 18 and 19, blk 3 
........ 
7 SS 


39S57 Charles Scott— In East Oak- 
land Heights, map fljed of 
record in the 
offices of the 
Recorder of 
A] imeda 
Co, 
lot 5 and nw u lot 4. blk 6. . 6 05 


IN JONES 
'1 RACT 


39565 Joseph 
McKnight— In 
Jones 
Tract, map fileii of rccoid 
in the office of Hie Record- 
er of Alamc-da Co. pee of Id 
beg at a pt on the ne 1 of 
Peralta 
a\ c- 50 ft 
se 
fm 


Clinton a\e. th -.e 50 ft by 
100 ft ne. por lo.. S. blk 9.. 2 6 - 


IN 
BELLA VISTA PARK 


33619 W W Potter— In Bella Vfsta 
Park, map filed of record 
In the office of the Rccorri- 
er of Alameda 
<~*o, lots 32. 


33 and 
14, blk F 
.......... 
2 07 


IN TEMPLETON TRACT 


39690 Edgar 
Rlckfrd — Mortgagee's 


interest, 
ir. 
Templeton 
Tract, map filer of lecord 
in the office of 'he Recoid- 
er of Alameda C>, sw ,14 73- 
300 ft of lot 24 and lie 35 
27-300 ft of lot 21 
........ 
14 36 


IN CAMERON TRACT 


39757 Ada 
M White — In 
Cameron 
Tract, map filed of record 
in the office of the Record- 
er of Alameda Co. pee of 
Id beg at a pt on the 11 1 
of Hopkins st 210 ft w fm 
Winter st, th w 50 5-12 ft 
by 410 1-2 ft n, por plot 6.. 
2 35 


IN WALSWORTH TRACT 


39843 A 
G 
Rhodes— Mortgagee's 


interest, 
In 
Walswoith 
Tract, map 
iilec3 of reco:d 


In the office of the Recoid- 
er of Alameda Go. pee of 
Id beg fit a pt on the n 1 of 
Walsworth ave 
129V4 ft sw 


fm n 1 uf lot 1. Hi .sw about 
32 ft by 20J ft mv, por of lot 
1.. .. . 
.............. 
15 15 


39847 George H Edward- — 111 Wals- 
worth Tract 
map riled of 
lecord in the o'flce of tho 
Recorder of AUmeda Co. 
e 47 S-12 ft of sub 3. lot 35 6 68 


39851 C W Bowles— In Walsworth 
Tract, map fileci of record 
In the office ot the Recorder 
of Alameda Co. sub 6, lot 
]5 
.................. 
19 00 


IN HAMILTON TRACT 


39566 John H Pierce— In 
Hamilton 
Tract, map filec of recoi d 
in the office of the Record- 
er of Alameda Co, lot C and 
imps 
................ 
7 67 


39869 John H Pierce— 1". Hamilton 
Tract, map fileii of recoi d 
in the office of the Recorder 
nf Alameda Co, lot 7 and 
imp«- 
................ 
1 67 
39870 Phoenix 
Saving;-. 
Building. 


and 
Loan 
Association — 
Mortgagee's 
i merest, 
In 
Hamilton 
Ti.ict, 
map 


filed of record i i the 
office 


of the Recoider of Alameda. 
Co. lot 7 
............. 


39878 George 3r Cfarland —In Hamil- 
ton Tract, map 
filed 
.of 


record in tie ot>ue of the 
' 
Recorder of Al imeda Co, 
lot 19 and 
imp.1- 
....... 


39S79 George W 
Fisch"i— Mortga- 
gee's interest in Hamilton 
Tract, map tile'! of record 
in the office of ihp Record- 
er of Alamfda C ', lot 19. ... 


33887 Lois E Hughes — In Haml'ton 
Trait, map 
rile 1 of reford 


in the office of tin: Rerord- 
er cf Alameda C'o. lots 25 
and 2G 
.............. 
3 1 


IN OAKLAND VIEW HOMESTEAD 


39912 Gufctaf 
Peterson— In Oakland 


Vlfw lid. map Hied o:' re- 
coi c. in the orMe-t of thp Re- 
colder of Alainod.i Co. s 
29 ft of n JOlz ft of lot 5, 
blk A ,ind imps 
........ 
3 2 


39928 Ann 
Murphy — I'i 
Oakland 


View Hil. T-suli of lots 13, 
:2 and 13. map filed of re- 
coicl 
In 
the of Ice of 
the 


Recoi d,ar ot 
Alanicda C'o, 


lot B. blk A and Imps . . . 2 1 


39931 L Lespic — In 
Oakland View 


Hd. re-sub ot lots 1?, 
i_. 


-"3, man iilfd o' lecord in 
the 
office 
of tli» Recorder 


of Alameda Co, lot E blk A 
and imps- 
........ 
3 5 
39948 SarPh A Ste-] hen^— In 
Oak- 


land View Hd. map filed nf 
record in the office of the 
Recorder of 
Aiamoda (Jo. 


lot 42, blk B and imps.. . 
Sarah A Stephen? —Pers prop 
W 
C 
Beatif — 111 
Oakland 
View Hd. map filed of re- 
cord in the oliice of 
the 
Recdrder of Ai uneria 
Co, 


lot 1. blk B 
.......... 
W E Beatle — Moi tagee's in- 
t^rest. 
in 
OaHand 
View 


JId. map filed uf tecord in 
the 
office of tl e Recorder 


of Alameda Co, lot 1, blk B 


Philip Aspinwall— Tn Oakland 
View Hd, map tiled of re- 
cord 
in the 
ot'ice of 
the 
Recorder 
of A'ameda 


17 45 


3994S 
39953 


44 27 


1 74 
2 47 


3 58 


4 36 


Co. 


s 6n ft of lot 28 blk B, and 
imps 
5 13 


40009 Lizzie 
D 
Trow iriclge —In 
Oakland 
View 
Hd, 
map 


filed of record in the office 
of the Recorder of Alameda 
Co 
lot 22.- b!!( D 
4 82 


40009 Lizzie 
D 
Trow bridge —In 
Oakland 
View 
3-tcr. 
map 


rilpci of record in the 
office 
of the -Recorder of Alameda 
Co. lot 23, blk I> 
396 


40009 Lizzie 
D 
Tjowortdge —In 
Oakland 
VIP™ 
Hd. 
map 


fileci of record M the office 
of the Recorder of Alameda 
Co. lot 24, b!k D 
3 96 


40009 Lizzie 
D 
Trow bridge —In 


Oakland 
View 
Hd, 
map 


filed of record i'i the office 
of the Recorded of Alameda 
Co. lot >5. blk I).. ...... 3 52 


40009 Lizzie 
D 
Trow bridge —In 


Oakland 
View 
Hd. 
map 
filed of record i'i the office 
of the Recorder of Alameda 
Co, lot 26, blk D 
3 52 


40009 LJzzie 
D 
Trov bridge —In 


Oakland 
View 
Hd, 
map 


filed of record in the office 
of the Recorder of Alampda 
Co, triangular pce^ of lot 
" 27, blk D 
93 


40009 Lizzie 
D 
Trow bridge —In 
Oakland 
View 
Hd. 
map 
filed of record in the office 
of the Recorder of Alameda 


. Co. lot 61, blk 1) 
5 68 


40009 Lizzie 
D 
Tro* bridge —In 


Oakland 
View 
Hd. 
map 


filed of record in the office 
of the Recorder of Alameda 
Co. lot 62. blk D 
5 88 


40009 Lizzie D Trowbndge — In Oak- 


land View Homestead, map 
tiled of rc'c-ord in the office of. 
tho Re-uordt.ir of A.umeda Co, 
lot 13. blk D 
50J 


40009 Lizzie D Trowhridge — In O.ik- 


Ijind View Home-btead map 
hied ot" record in the office of 
the Recorder of Alumcda Co, 
lot m, blk D 
o SI 


M009 Lizzie D Truwbridge — In Oak- 
land View Homeste.td. map 
tiled en' record ri the office of. 
the Recorder ot Alameda Co. 
lot t!5. hlk D. and imps 
41 52 


40010 John L. IltiwunI 
Jr.. 
Henry 
How.ird. Charies P. How- 
ard, Jc.m Howird. an undi- 
vided 1-4 nuere-bt ouch — In 
Oakland 
VKnv 
Homestead, 
map tiled ot iec-o: 
in the 


office of tho Recorder of Ala- 
meda Co, poi of lot :.7 and 
all ot lots 25 to 31, inc. hlk D 
and poi- of Int 53 and all ot 
lots 5G to iiu 'm. bll- D. jnd 
imps- and poi. ta\ for year 
3902 ot John L Howard Jr. 
and Henry Howard 
850 


40056 A Vandergaw - 
Ir. Oakland 


View Homcst-Md. map liled 
of record ri tin- office of the 
Recordei- of Alimoda Co ne 
3J ft of lots 15 t!-ri ].;. blk F. 
a'id imps . . . . 
s 35 


4005S A Vanclergaw — Pe s. r>rorj 
3 47 


•i'Xi59 Mary L Carter — Mortgagee's 
interest 
in 
Oakland 
View 
Homestead, map nlod of rec- 
ord in the office of the Re- 
corder of Alameda Co. ne 
34 ft of lots 15 and In bik F 39 a 
40061 Ethel B Soule - In Oakland 


^ lew Homestead, map tiled 
of record in the office of the 
Recorder of Alameda Co. lot 
19, blk F 
6 9T 
40061 Ethel B Soule — In Oakland 


View Homestead, map flled 
of; record in the office of the 
Recorder of Alameda Co. lot 
M, bik F 
6 9i 


FLINT TRACT, MAP NO. 4. 
* 


40095 E P Flint — Flint Tract, Map 
No. 4. sw 30 ft of lot 9, blk 
D and imps 
1093 


4012S C M Cook—Flint Tract. Map No 


4. map nled of recoi d in the 
office of thr Recorder oC Ali- 
meda Co. r 31 .^-lort ft of lots 
1 und 2, blk G. ,uid imps . . 6 67 


40343 F 
W 
Hamilton—Flint 
Trai-t. 
Map No 4. nun tiled in 'he 
oflK-e of tile Rei-ordei of Aln- 
niPda Co. lot 7. blk G. and 
imps 
s °0 


40163 S R .I.nnfTRell—In Flint Tract 


in ip-div of blks G. H. map 
filed of record in the office 
of the Recorder of Alameda 
,„,.., Co • lot 4' blk )-!. and Imps.. 451 
Win Heron 
Hcilcomb 
Company — 
I'llBt Tract. Map No 4, map 
liled of record in thf 
office 
of the Recorder of Alameda 
Co, lots 3 to 5 ir.c. nw 3G 95-100 
ft or' lot G, and lots S and 9, 
blk I 


403SO Heron, 
Holcomh Company"— 


Flint 'I'I act. Map No 4, "map 
nled of record In the 
offit-a 
ot the Recoider of Al.inied.1 
Co 
HC -10 ft ol lot G, blk 
I. 
and imps 
•»•» 71 


40193 Christopher 
M Cook — ' Flint ~~ 
Tract, Map No 4. mpr> tiled 
of record 
In the 
office of 
the Recorder of Alamecla Co, 
pee of Id beg at a pt on the 
sw line of Santa Clara ave 
31917-303 ft se fm 
Oakland 
ave, th se 40 ft, sw 116 60-100 ft 
, 
nw 
38 96-100 ft 
ne 111 54-300 


ft to pt of beg, por blk J, ' 
and Imps 
7 M 


40213 R. Lascoir.be 
— Flint Tract 


Map No 4. map filed of rec- 
oi d in itic office of ihe Re- 
corder of Alameda Co. lot 5. 
blk L. and imps 
67 08 
40213 R Lascombe—Pers prop 
543 


IN LINDA VISTA TERRACE. 


40227 Samuel J Taylor — In Linda 
Vista Ten ace. Map 
No 2, 
map filed of record in the 
the office of the Rocoruer of 
Alameda Co. lot 6 and s 5 
ft of lot 7. hlk D, imps and 
poll tax 
3902 
4 58 


40266 S B Sawtelle — Mortgagee's in- 
terest in Liiua Vista Ter- 
race, map flled of record in 
the office of the Recorder of 
Alameda Co, iot i;, blk I 
2362 


STANFORD TRACT 


40317 Etna C Ransome — In Stanford 
Tract, map filed of lecord 
in the office of th» Recorder 
of Alameda Co, s 49 ft of lots 
1, 2. 3, blk B. and imps 
38 41 
40319 H J Raum — In Stanford Tract, 


map file-d of rcc-ord In the 
office 
of 
the 
Recorder of 
Alameda C'o, n 49 ft of lots 1, 
2 and 3, blk Ii. and imps 
11 29 


40348 H 
O 
Beatty — In 
Stanford 
Tract, map 
tiled of re-cord 


in the office of the- Recorder 
of Alameda Co. sw 20 it of 
lot 8. blk K 
4 67 


40349 Mary E Riloy - In Stanford 
Tract, map filed of record in 
tile oflico of. thp Recorder 
. nf Alameda Co, lot 10 .-end & 
20 ft of Int 11. b,. 13 
6 54 


40377 Irving: A. Culltridt — In Stanford 
Tract, map liioil of record in 
thn eiffic-c of the Recorder of 
Alameda C'o, lot in. Mk G ,ind 
imps, and i,w in ft of lot 13 
bile G 
4 67 


40377 Irving A Oonrddt — IVrs prop . 14 96 


IN L.AKLA. D HEIGHTS. 


40397 C M Olnpy—III Oakla-id heights 
[Revised M ip nf'- map tncd 
of i-pc-ord in th-1 office of thp 
Rce-orciPi- eif A.Mineria C'o fpx- 
c-fptinp: 
triinsular pep as- 
tfsspd in W (j Ilenshaw) nf 
lot 
-i 
'ilk K, and imps and 


r x ' f p t l l l f i 
(S X> ft) 
Of lot 
n. 


blk K.. 
. . . 
. 17 08 


40423 W 
F 
Kfll'py — In 
Oi'kl.nnl 


HPlght.s 
(Rfvi.secl 
Map 
o f f . 


pfe nf in IM-P at th*3 r 
• »rnpr 


of CllPtwood and PPITV sis. 
th iiv.- 70i'.'.-100 tl. 
IIP 1'"] .7)-]00 


ft. SP 'n chptwnnd. w 1h2 TiO- 
lOil ft to beg. port-on ul lot 
3. blk I,, and imp- 
. . . . "4 65 


40423 W F Kclley—Pf-r-, prnji 
.. .. 10 'M 


10431! L 
J 
AiplK" 
— 
I n 
Oakland 


Heights 
(Rpvi-.»cl :',ip 
nfl. 


map liled of i-ptoni I . the of- 
flcp of thp HP- orclp-- nf Ald- 
meda Co. s l-i of lot 9. blk 
S ard imps 
57 


40472 Adflip 
E 
Wlilfp -- In Oakland 


Heights 
iRevueel 
Map 
ofi. 


map 
fi'fci 
of • oc-ord 
in 
the 


office of HIP Recorder nf Ala- 
meda Co lot ~. blk T. and 
Imps 
fi 
"S 


40472 Addle K Whl'e—Pers prop 
. . 
4 44 


404S6 Philip GMg.-in 
— In Oakland 


Heights 
(Revised 
Mao 
nf). 
, 


map Illed of record in 
the 


nfTic-e of thp Recorder of Ala- 
nifcla Cn 
nw 
o4 4<*-30/> ft 
of 


lot 12. blk T -n,. imps . . 
. . 5 7 4 


404S6 Philip Gfaggn—Pe r.s prop .. .. 
J 47 


401374 Peter W 
Andei son—In Oa.k- 


la'id Heights (Re-vised 
Map 


ofl. map filed of , pcord in 
the office nf the Recorder nf 
Alampcla C'o. w SS 87-100 ft 
of se Vi of lot 12. b. . T 
M 


St'B 
NO. 1 OF ADAMS PROPERTY. 


40520 Miss J B Campbell—Sub No 1 


nf 
Adams 
Property, 
map 


filed of record in the office 
of the Recorder of Alame-da 
Co. sc 40 ft of lot 2. blk 1.. 5 68 


POR PLOT* 21. 


40702 William 
O Badgley—Pe, 
Plot 


21. map filed of record in the 
office ol the Recorder of Ala- 
me^a Co. pee- of Id fioming 
w 1 of proposed -jee Ht 7p ft 
by an average depth of I.V 
ft. and bounded n by 
.v) of 


Wm E and Mary E Palmpr. 
e by proposed Lee St. s and w 
bv Id of Edson F Adams et 
al, and imps 
50 44 


40702 William O Badgley—Pers prop 13 82 


IN LANDREGAN TRACT. 


40720 Elizabeth H Sp?ar—In Lan- 


dregan Tract, map filed of 
record in the office of the 
Recorder 
of Alameda Co . 


lot 3. blk 12 and 
imps 
6 12 


IN MAXWELL, TRACT. 


40736 J H Jurgens-In Maxwell Tct. 
map filed of lecord in the 
ofhce of. the Recorder of Al- 
ameda Co . lot 7. and imps 23 63 


40743 L Scatena—In Maxwell Tract, 
map filed of lecord In th? 
office 
of 
the 
Recorder of 


Alameda Co.. lot 58 
975 


I-N VILLA HOMESTEAD. 


40756 M Goodwin.—In Villa Home- 
atead, man filed of record 


SATURDAY EVENING 
OAKLAND TRIBUNE 
JUNE 4, 19O4 
81 


In the office of the Recorder 
of Alameda Co 
lot 5 
8 S3 


IN POTTS TRACT (MAP NO 3) 


40761 State Savings Bank—In Po ts 
Tract (Map No 3) map filed 
of lecord in the office of the 
Recorder 
of Alamedu 
Co 


lot 3 and imps 
5 13 


40761 State Savings Bank In Po ts 
Tiact map No 3 map filed 
of i ecord In the office of the 
Recorder of Alameda 
l o 


lot 4 
16 21 


40765 M L Wolff—In Potts Tr, ct 


(Map No 3) 
map filed of 


record In the 
office of the 


R»corder of Alameda Co 
lot 8 
2 66 


40765 M L V, olft—In Potts Tra t 


(Map No 
3) 
map filed of 


record m the office of the 
Recorder of 
Alameda 
Co 
j 


lot 9 
2 65 


40.68 C L Weldon—In Potts Tra t 


map No 3 map flleel of r c 
ord n the office of Ihe I e 
corder 
of 
Alameda 
* o 


w % of Iotl2 
2 82 


40"S4 Anton 
Chi Istem-en—In Potts 
Tract (Map No 3) map fi ed 
of record in th* office of 
the 
Recorder 
o* Alamtdi 


Co 
lot 32 
6 uo 


IN ROCK ISI AND 
TRAC i 
i 


40800 Caroline R 
Blumenburg- In 


Rock Island Trict map ikd 
of record in the ofice of the 
Recorder of Alami da (o 
lot 
34 
4 "0 


40800 Caroline 
R Blumtnburg- In 


Rock 
Island 
Tract 
n ap 


filed of record in the ofiice 
of the Recordei ot Alami da 
Co 
lot 
ST 
4 21 


IN HERZOG TRACl 


40844 K 
'N Kllnkner Mortgigee s in 
terest in Ilerzog I i a c t 
In 


Subdivision of Block 3 n ip 
led 
of record In 
he 
ofl c e 


of the Recordi r of Al im ca 
Co 
lot 6 and w 10 ft of lot 
" 
blk 3 
6 98 


40865 E N Snook—In ilcrzog Trict 


In Subdivision of Block 1 
map filed of recor 1 in 
he 


office of the Recorder of \1 
ameda Co 
lots 
o " 
nd 


-4 blk 9 
5 6 " 


40863 James Moore In. Her?og Tiact 


in Subdivision of Block 10 
mai 
f l e d of 
iceorel in the 


effiee of the Recoreei of \1 
amcda Co 
lot 1 blk H 
o 11 


40898 John 
Stewnt—In 
Her/og 
Tnct 
in Subdiv ston 
' 


Block 11 map filed of :e ord 
in tre office of the Recor IPI 
of Alimeda Ci 
lot 12 Mk 


11 
ind Imps 
1" 01 


40898 John 
Stew irt —Pers 
i op 
- 4 


IN C K \ \ \ Z O R D 1 RAC I 


40946 Mnrv McGonan—In (rivv'nul 


I rat t 
map 
flleel i f i c c i r d 


in the office nf the Rece lei 
of Al imed i Co 
l e t 
3 
blk 


B and imps 
1 58 


40963 John R 
Gnpn— In 
Ciavvf i el 


Tract map 
fil d of 
PC r 
I i 


th 
office 
of thp 
RPCO lei 


of Al unpcla C o 
P io f 
of 


lot ( I l k C in I mps 
" 17 


409"5 A\ 111 im 
T 
"v ihlb is — In 


C i ivvfoid 
T I H C t 
m i l 
lee1 


of reeoiel in the e flic 
of the 


Ree ordei of 
V rredi 
c ( 
lot 
' and v, 1J fl of lot 1 


bll 
I 
4 6" 


4100,. Chitles M Alison —In Cr w 


fold 
Tiact 
map 
filed 
ot 


r e e o i d i i llu 
office of Ihe 


Recorder 
of 
Alamedi 
""o 


e 
0 ft n let 1J and b k C 


ind 
mps 
" o2 


4J010 F Koei IK—In C r a w f r r d Inct 


m i p filed of lecord in the 
o f i c e 
f the Recjid r of Al 


imp 1 i Ce 
w 1 18 I 10J f o' 


ot 1 and 5 blk H 
also nee 


of Id bej, it i point on the 
n 
I I 1C of McRne st 138 4 100 


ft e from Baker si th e oO 
fl bv 114 fl n 
por of ols 


3 4 - i blk H and Imi s 
" "8 


(Amended Map) 
map fllad 


ot record in the 
office of 
the Recorder 
of Alameda 


Co lot 13 blk 7 
2 16 


IN DLNIGAN TRACT 


412"0 California 
Building 
and 
Loan 
Association—Mortga 
gee s interest 
In Dunigan 


Tract 
sub of lot 
S 
map 


filed o' record In the offi e 
of the Recorder ot Ala ne 
da Co s i, of ot - 
11 30 


PROPi-RTi 
Ofr 'WILLIAM O M.ILL 


(MAP NO 
-) 


C L C hichestei—In Propeitv 


of Urn O Nelll (Map No 
) 


map 
f l e d 01 i ecoi d In ihe 


ofPce 
of 
Ihe Rpcoider nf 


Alamed i Co e J 
ft of l"t 


and Imps 
3 oS 


Edwird I 
Mu phv—In Prop 


erU n' V, n 
O Nelll (Map 


No 
) man 
filed of record 


in the cflice of the Recoider 
of Al med i CJ k s 6 and 
" 
i nr imps 
30 


41301 Ld\v rd 
e 
Murphv 
— Pers 


IN 


41-97 


plop 


11308 F 
D 
nd 


Piopct t\ 
(Vap N j 
reco d In 
Uecoid i 


I 
D 
Bdllev—In 


of 
V\ m 
O N e 11 


) 
map 
filed 
of 
tN 
ofli e of the 


of 
Alameda 
Co 


0 


4 44 


of Id beg at a pt on the n I 
of 3t>th st 266 To 100 ft w fm 
West st 
th n 12o ft by 40 ft 


e pot of lot 7 Imps and pp 2 4' 


41871 Hulda A Millei — In 
ecke't s 
Second Addition 
map filed 


of record in the office of the 
Recordei of Alameda Co 
w 


.0 ft of lot 14 and e .D ft oC 
lot lo 
,1872 Kate S Cook — In Jeckett s 
Second 
Addition 
map tiled 


of record in the office of the 
Ret ordei of Alameda Co 
w 


3S 38 100 ft of lot lo 


PLO1 „" 


f 5 


PLOT 36 


42330 H H Lirderman—In 
• 


map 
filed of record 


3 2S 


'lot -6 


-_ ._ in the 


I 
office of the Recorde 
of Al 


amcda Co pee of Ic beg at 
the se cor of Grove ind 43d 


„ „,, I 
sts 
the s oO ft b'- 9 
ft i 


- "* I 4 341 Mars Dutlt— Mortgage s 
in 


terest in Plot 36 m ip filed 
of lecoid in tie offlc 
of the 


Recordei 
of Alime IIL 
Co 


pee of Id beg at a 
) flfi the 


e line of Gi o e st 
aU ft 
= 


fiom 4Jd st 
th 


ft 


4S Paul C McC oui tne\— [n Plot 


°h mpp filed of i eco d In the 
office 
of 
the 
Recc d*>i 
>f 


Maireda Co 
pee o 
Id beg 


at 
a pt 
01 the c 1 ne of 


Grove st 
oO ft 
s. 
m 41tb 


1 3b 
st 
in s jf 4 1 
ft 
3 90 ft 
John A VcCail — In Plot 


Bav Cities Realtj Companv—In 
Plot 3i mip filed of recoid 
in the ofiice of the Recoidei 
of Alameda Co pee of Id beg 
at a tiolnt -Ob 13 ll)0 fl e fm 
Maikel bt and Io9 o 1 f I n fm 
38th st 
th e -.0 ft bj loJV: ft 


lots 16 ard 
1" and Imps 


Don r 
Mill i—In 
PioperU 


< ' "Urn O Ndll (Map No ") 
m i ] 
til d ol 
11 cord in 
the 
othe 
<f 
the 
Rtcoidpr of 


Alamc i i 
Co 
pee 
of 
Id 


bet, 
it a 
pt 
oo ft 
n fm 


Stinfor I a\e ind 
OT 1" 1- 


't c fm Sin Piblo i^e th 
n !>(J ft 1 v 10-> 8 1 't de"p w 


IN OOLBtN GATE FH\CT 
MH i O N e i l — I n Goldf n G ite 


I 
ict 
m ip 
filed 
of recoid 


in t ic ( m c of 
he FU coid 


ot A irredi Co 
1 t 
r> 
blk 


3 
S 


7 91 


11 -9 


C 


4141" 


41l" 


IN PARODIST 
"ARK ( fodd s Po t i e n l 


41038 R h M u t i l IT Parielise Iirk 


(1 nel 1 s mtion) ri ii 
f i d 


of i c c n r l It 
le ofiice 
f th 


Ret 
i ler of 
\lam< da 
( 
l 


lot 6 blk H 
uiel imps 
A Cb 


41036 R II M irtln—Pers rrop 
2 4"' 


43042 Fill 
J 
Jonp=—Ir 
Pn ! Use 


Park 
Podd s Portion n p 


fil d of record 
n the 
ofice 


of the Flpcorelf-r of Mim d i 
f < c i ft of lot 3 anel w 
1" and 6 
1. ft of ot 4 blk 


II anel imi s 
4 82 


41048 Elli 
J 
Joi es—In 
Pira Use 
Pi k f 1 odd s Portion) in ip 
filed f t ucord In the 
ifflce 


of 
I c He older of A a r r e d a 


Ci 
e 1" 6 12 ft 
of Io 
1 


blk U ind 
mi>s 
4 S' 


410"! Ba\ 
C i t e s Po ilt\ 
Comp uiv 


In 
I 11 idis 
Pa ^ ( 1 j Id s 


Pf i I n) 
miri filed ef 
ec 


d 1 1 ih 
ofiice e f Ihe Re 


coule i of AI imeda Ce 
lot 
I' 
11 
K md Imps 
" 81 


4IO"9 Man A Me she r—I i Pn dl=p 


P tk 
I net ( I odds I on ion) 


m p 
f i l e d of leco el in the 


offle e of the Pecoie 11 of Al 
imed i t o 
lot 1 
blk O 
1 "o 


410S1 L nl ni Smnrs 
1'iiik—Mi't 


j,if,pes 
n t e i e s t In f a r i l l s t 


P rk ( 1 edel s I o i t k n ) 
n tp 


fik 1 of n ct 
1 m the 
office 


of the R coidf 
of A l i n e d t 


C > 
I H 11 
1 Ik O 
S "I 


410S9 HP I p i t i 
C i l l l i i n -In I 
n 


disp I irk 
I i e d d s Pi t on» 


IT p Illed 
f i« i 1 ii 
the 


off i of the Hi 
i lei <f Al 


a n* d i C 
f 
ft < I It t 
> an 1 


v\ 
1 '4 ft 
e f lot 
l, 
hi 
P 


a 
1 imjs 
4 1( 


4i091 Stei-s.ii \\1 il i-In I1 in Us, 
Puk ( 1 e del s p i t i n) 
mui 


flleel of 
I P 
l 1 in Ih 
( Tlci 
' 


of the R or 
< 
i 
>f Al in pd i 


Co 
e 1 ' 
ft 
f 1 t 6 1 
P 
i 


a id imps 
S S I 


4110o Carra S 
C e < l 
In 
Pu 
li»( 
Park ( 1 < dd s l irt in 
n 11 


f led 
of 
11 C( id i i th 
( H e 
v 


ot the Ricoreler eif 
V 
n dl 


Co 
lot 16 ind " 
lf> 
f 
of 


lot lo 
blk 1 and 
mp 
^ 6 


4112S D 1 Bohammon—li 
Pu 
el sp 
Park (Todds l o i t k n l 
-na 


filed of recoid 11 t ie 
ffici 


of the Recoidei of \ l i r i e d i 
ce 
lot 11 ind 14 bU R 


and 
linns 
4 6 


4113<! •\\illl im 
Martin—In 
Pu 
dise 
Pirk (loelds Pol lion) map 
fll«d of lecord In Ine file-e 
of Ihe Recoi ler of A l a t i P d i 
C o 
v. 1- b 1- ft of 1 t 
t> 


blk R 
1 4 


4113«i A JKnn 
John—Mortgagee s 


interevt In Piiaeise 
1 u k 


( l o d d s Portion) 
map fi ed 


of -tcoid In the office o 
the 


Recorder 
of 
-Mamedi Co 


e 3" b 1" ft of lot 6 blk R 
3 


41136 lona McDonald—In 
Par dise 
Pirk (lodd« Poitlon) m p 
fi ed of lecoid in the 
<fflce 


of the Recoider of Alaneela 
Cn 
lot 16 hlk R and mps ' i 


4113S Helen A Dornfleld — In I in 


dine Park (Todds Poi ion) 
mip filed of lecoid in the 
office of the Recoidei 01 M 
ameda Co lot 18 blk R and 
imps 
"> " 


4113S Helen A Dorifleld—Pers prop ' 4 
41140 Minnie Spence—In 
Par idlse 
Paik (Todds Portion) map 
filed of record in the 
fflce 


of the Recoider of \laneda 
da Co 
lot 19 blk R and 


Imps 
-i 


41140 Minnie Spence—Pe-s pro] 
2 4 


IN" BL1L-ER TRACT 
(Amen led Map 


41211 Amelia 
"Van 
Mourlck 
— 
In 
Butlei 
Tract 
{\mcnded 


Map) 
map filed of ncoid 


n the cflice of the Re 01 d 
et of Mamcda ( o 
•« 
l j of 


lot 
IS 
blk 4 RTid imp' 
4 6 


41211 Amelia 
'\ an 
Mourick—Peis 
prop 
4 4 


41225 C 
A 
Klmkne —In 
Patlei 


Tract 
(Amerdcl Map) 


map filed of lecord h 
the 


office 
of 
the 
Recorde 
of 


Alameda Co lot 1 bll 6 
" 6 4 


41225 C 
A. 
Ulinkrei—tn 
Futlei 


Tract 
(Airendeel Map) 


map filed or recoid n 
the 


office 
of iht 
Recorde 
o' 
Alamefla Co loi 
blk > 
23 f 


4123o Lnion Savings 
Sink—Moit 
gngee s Interest 
in Bullei 
Tract (Amended Map) Tn ip 
filed of record in the 
eiffict 


t f the Recoider of Ala-neda 
Co 
lot 
11 
Wk b 
19 C i 


41M1 R 
Crist—Mortgagee s 
inter- 
est. 
In 
Butler 
Tract 


4116- Daniel 
\\ 
M Donald—In 


dcldPi f a t e 
T i a e t 
map 


filed of lecu d in the 
office 


of thp Recor kr uf Alimeda 
Co k t li hlk D and Imps 


41C5S C A Mart n—In Golden Cate 


Trict 
map filed of ipcord 


in the 
cfflcp of the Reroi 1 


e i 
of 
Alimecli Co 
lot " 


blk E and im is 


413"2 Lllen 
MeCJC—In 
Golden 


G ite 
11 let 
man 
filed 
of 


iccord In the office of 
the 


R t c c i d c i 
l 
Alameda Co 
k ts o and 
b 
blk E 
ard 


Imps 


41"S4 S \\ 
Kilpatrkk—Ii 
Cole pn 


Gite 
1 act 
map 
filed of 


ipcoid In the of'ice of the 
Recc d^i 
of 
AlimPda 
Co 


1 t 
0 
Ik I and 
mps 
; 


1110" John R McGitfcor—In Golden 


G it 
1 r ict 
rrai 
'lied 
of 


leeo el in the o"lce of the 
R e ni d l 
of 
VI imp 1 l 
CO 


k l 
blk C a i d imi •= 


Simue 
Hii ct—In 
G ilden 


G te 
l a c t 
m ij 
tike, 
of 


eeoi 1 i i the 
office of the 


Recordt r 
of 
Al lined L co 


lot 
i 
blk n 
ird Imps 


C i mcl t^ 
H 
Boeple—In 


C.e Iden 
Gat 
11 i t 
ma] 


lied of i ee c i el in the ofi cp 
c f thf 
I P 
t lei of Mamed t 


C 
to' 
blk J mcl Imps 


414-0 Johi R 
Peikrs—In 
(,»ldci 


rate 
T i i e t 
n i p filed of 


recoid 
n tile c nice of 
hp 


record i 
ef 
Alameda 
Co 


lot 1 hlk J ii J imps 


I I H 
F 
J 
A\ pclvaid—Mortgagees 


inteiest 
In 
Goldei 
Gate 


Ti ct 
na i f led of 
re ird 


n t ie rffi e of 
he Recoid 


i 
of Alimeca Co 
ots 1 


and S blk h 


IN oASKIIL 
I R A C T 


I14b1 A McKe 
\\iig—Ir 
Gask 11 


Tract 
i lap file 1 of 
i ecoid 


ir thp office of the Recoid 


i 
of 
Ai 
tne-cla 
Cr 
lot 
*• 


1 k A 


•llolJ H A G i e n—In G i=kll 
Iract 


rrap fled ol 
i ecoid in 
the 


ifflce 
ot 
the 
Recordei 
of 


Al mpdi Co 
lots i a id 4 


blk C 


Uo 0 J 
V II *n—In Cask 11 Trad 
m i p tiled of ie old ii 
the 


ofli e 
of 
t ic 
Itccordei 
of 


A l i m e d i Co 
lot II 
blk C 
a i cl imps 


Johr 
A 
Orison—In 
Gisklll 


i act 
mao 
fled 
of tec ird 


in the c P se of h 
Reeoider 


of Alimeda Co 
lot 12 blk 


C and imps 


Vi 111 am 
Ralrev—In 
Gaskil 


I r i c t 
m p filed of record 


in the c flee of the Reco o 
PI of Aline-da Co 
w 
10 ft 
o' lot 
o blk C ind inps 


Uo40 R H 
Ci oss—Mortgigee s in 


teiest 
I i 
Gaskill 
1 ract 


nni filpel of recoid In thp 
office 
of 
the 
Recorrer of 


A ameda Co w 
0 't of loe 


d e 1J ft ot ot 
3 blk 


1 69 


map 
f ltd 
of iccoid in the 


c fflce of the Reeoidei of A l l 
meda. Co pee of id beg at a 
Pt on 
Ihe n 1 ot 
SSlh st 


20C U 100 tt e fm Maike^ bt 


i 
the e 
0 ft bv 
ioaV± it n 
b ol 


41886 J P Beckett — In Plot 37 
map 


filed of record in the otTte 
of the Recoider of A amed i 
C o pee of Id beg at 
he i c 


coi of S"t}\ and M «et sts 
th e 100 ft bj 139 t 1- ft n 
r 11 


4 86S. J P Beckett — In Plot 3 
map 


filed of lecoid in the oftice 
of the Recordti of Alameda 
Co pee of Id oeg 
the se 


coi of 38th si 
nd Market si 


th e 120 ft 
B 148 01 100 ft 
w 


"0 ft 
s 33 ft 
w 100 ft 
n 161 


ft to beg 
4 44 


418C9 Gee rge \\ 
Reed — Moi tgagee s 


inteiest In Plot 
i map filed 


of leccid li Ihe offie" of the 
Recoider of Alamedi Co pee 
of Id beg at se coi of 18lh 
I 
si and Maikel si tn e 1"0 ft 
I 


s 14801 100 ft 
w 20 ft 
i, 33 


ft 
vv 100 ft 
n "51 ft to beg 
20 16 i 


4H91 'vMlllam R Stew irt — In Plot 


I/ 
mip filed of record 
n 


the ofkc of he Recoi del of 
Al imeda Co pee of Id beg at 
a pt on th s i of 18th st 1 1 
ft e fm Market st 
th e 4j 


ft bv US fl = and Imps 
9o 


41P92 J P Deckett — Moitgaqees ir 


terest In Plot „ 
mip filed 


of record in the office of the 
Recoidei 
of 
Alameda 
Co 
pee of Id beg at a pt on the s 
1 of S^th st l.r ft e fm Maiket 
st 
th 
< 40 fl bj 14S It s 
37 48 I 


41904 M i l l i i m J Ccrrad — Pee of Id 


beg it a pt o i the n 1 of 1* h 
st 3% 3 100 ft e fm Markel 
st 
th e " ft bj 13111. ft n 
and imi. s 
2 ol 


41908 Joseph 1 Beckett—Pee of id beg 


it a nt on the n I n* 3Sth st 
3"3 11 100 
L e fm Market st 
1 
th 
c 40 ft bv 111,4 ft n 
and 
Imps 
o 67 


i 11010 J P Beckett — In P ot 1" map 


fil d of iccoid i i thp office ot 
Ihe Recorde of Alamtdi Co 
pee of Id >eg at a pt on the 
s 1 of 
iSth si 
4-C ft e fm 


Maiket st 
th e 3-83100 f 


423o3 Paul C AlcCour r e v — I n Plo 


36 
map filed of r 
nd 
n 


ihe 
office 
of the 
J eeoi lei 


of 
Uameda Co 
pi * o* le! 


bei? at a jt on Ihe i line or 
41d st 
iO fl L t 01 i Or vi 


st 
th e 10o ft b\ 101 ft n 


4"io1 Piul C McCourtn<"\— In Plot 


AC 
map 
filed o' rt cord in 


the 
office 
of th a 
rcordet 


of 
\lamedi Co 
p ^ of 
Id 


bPS al 1 pt or th 
s Iln 


of 44th st 
_4o ft 
e 
fio-n 


Grove st the e Io5 t bj 101 
ft - 


4 369 Annie J MtCouitnev 
In Plot 


1 
map 
filed 
of r cord 
in 


the office of the Rer irdei e f 
Alameda Co 
pee o 
Id hej, 
at i pt on the s lir 
of 43d 


«t 1GO .6 100 ft e frc n Gnne 
st 
the t 90 ft bi 
1 '5 100 


03 


IN SAN 
PABI O AVE 


Gordon— In 


M LA 


45 


i RAC 1 


I 
1 v 141 ft s 
md imps 
| IN MAP - 
HE MAJOP 


TR\CT 


] 8 


5 5<> 


II 


41o3" 


C 


MAP 
or 
PARSONS 


GVTIi. TRAC1 


4 82 


GOLDEN 


41611 Isibelli 
F 
Ruth rfo d— In 


Mttp 
of 
Pusons 
Go del 


Of te 
i.rie 
ma > file 1 of 


ipcord 11 the 
oftice 
of t i e 


K p p o i d t i 
of 
Alarieda 
C( 


ots ~ ind 8 b k B 
2 8S 


416"5 A Rittl^steln— In M i] of 
Pu 


s^ns 
old i Tale 
Pi e t 


m i p f l e d ol 
i ee 
el In 
th 


office 
jf 
the 
RPC >i l e i 
o 


Alim 
I 
t o 
lot 
uk 
t k C 
i/l cl mil s 
4 86 


416 r O l i l t 1 Bimt 
if 
Sa\iif,s_ 


M rti? gt e s 
h i t 
st 
11 


M l 
f 
Pi is us 
Golde i 


C L I P 
I t ict 
m i 
fil d 
of 


i c id in the ofilr 
of the 


He PI 
i 
f 
Al lint ! i 
< i 


1 t 
is 
1 Ik 
C 
6 00 


41f>3 C \ C h e h «t< — 7n 
Mai 
(t 


P 
1SO1 
( olclPI 
( itP 
J I 1C 
ir ip file ( 
f 
i p >i I ii 
the 


oflicp 
of 
the 
Hecoide 
of 


Alamp 1 i Co 
s 
,* of 
ot 16 


1 k D i d imps 
l 90 


41"01 Sni ih 
r 
\\ hi 
—In 
Map 
of 
Pi sirs C lelen C ite l l i c t 
rial fil el 01 i roid i i f he 
o tie 
t 
thr 
Re e nrdei 
of 


J. lined i l o lo - blk r 
4 6 


41"0o G 1 l l l z — l i M i p of Pirsons 


* o 1 i 
( i t 
1 lact 
mif 


f l e d 
of 
ie r d in 
hp olice 
n' the Ite o dpi cf \larreda 


o lot 11 blk r 
4 6 


IN J F M c H R M H TRACT 


417"t M i \ 
\ 
U\ n — Mo tmgee s 


nteies 
m J t 
M I liltl 


1 let 
In K 
sulouisioi Of 


ts 1 
nrl 
n ip like of 


1 42 
2 47 


e c o r l 


Rf 
ord 


S i 


t i c 
eimc-^ of 


of 
AlaniPei 


inel A 
I 
1 k 
V 


the 
Co 


1 O i k l nd bank of 
Savings— 


Ii 
J r 
Mcl i th 
Tract 


m^p f i l i d ( 
i ceo d in 
thp 


oils e 
if 
the 
Reco e'er 
of 


Al i me i Co 
ot b blk B 
" 81 


16 Gcornp 
i. 
J-il nson—In J 
F 


Mcl i ith 
l i ict 
nap 
filed 


of i ecc i 1 in the offce of 
the 


Reeoid 
ef 
V amedi 
Co 


lot 
10 
blk D 
ird irrps 
2 9o 


IN H C DOHR S HOMLfaTEAD 


11 so Maiv b de Bell — 1 H C l)ohr s 


Homestead 
man filed of rec 
1 


ord in the office of tne Re 
I 


colder of Alameda so 
pee 


of 1 beg a 
a pt on Ihe s i 


of 4>d si loO fl e fm e 1 of 
Adeline s 
ih e !o 10 100 ft 


ih fa ai 
a lo 4 d st oO ft 


th w 49 b"b 1000 ft to the e bd 
I of Emervville 
th 
n oO 23 
1 
110ft to beg 
por 
of lot 1" 
2 34 


| 
IN MRS M J E\O\ PROPER T1 


i 41S07 Lessle Giimmins—In Mrs M J 
I 
Evov 
Propcrtv 
map filed 0' 


! 
lecoid in the offlr^ of the He 
cordei of Alarieda Co e -0 ft 
of k t 10 ind v, 40 ft of lou 
II blk B 
3 74 


4isii Ldwaid D Donahoo — In Mrs 


M J 
Lvov 
lopertj 
mip 


filed of i ecoid In th 
office of 


the Reco der of Aalrneda Co 
lot 
o o k B imps an^ pp 
" 4" 


IN MAP Ot RECKETT S ADDITION 
41S41 Lucv McCarl—In Map of Beck 


etts Addition 
map n ed ot 


lecord In the office of the Re 
colder of Alameda Co lot o 
and imps 
_ 67 


41S46 J P Beckttt — In Map of Beck 
ells Addll on 
map filed of 
record in the office of the Re 
corder of Alameda Co e 32 
4" 100 ft of lot 7 
6 05 


4IS4" Sidnev W Floto — In Map of 
Beckett s Addition 
ap filed 


of lecord in the office of the 
Recorder of Alameda Co, pee 


196' F O Hohnot 1st — Ji Map of ne 


Majoi Cl en T-i"t map fi ed 
o" 
e c o r l i i the oFce of the 


.Rpcoide 
of Alameda Co lot 
1 blk C 
'86 


H19i Rose Mil anon — n Map of the 


Majoi Givei Tract map filed 
of iccoid In the ofi ce of the 
Rccoide 
of Alameda Co lot 
1 blk F and ol 11 blk r 
ane imps 
3 17 


U3K Elizabeth Devlin — In Map of 


the Majoi Given Tract 
mail 
lied of lecord 11 the 
office 


of the Recoider of Alamedi 
Co lot 11 blk G and imps 
10 68 


P011 Kite Costello — In Man of th» 


Mijoi G el Tract m i p flled 
of retold in Che oftice of the 
Recoidei of Alimeda Co 
ot 


9 blk H 
nd imps 
2 99 


I2010 John P Beckeu — In Map of the 
- 


Majoi 
Given 
Tract 
map 


filed of reeoiel in the 
office 


of the Ileco-dei of Alarieda 
Co lot 17 and s 1" fl of 
ol 


Ib blk H 1-rps and pp 
2 4" 


IN APCAP TRACT 


l"033 Heiberl Lv or — Ir 
AI 
r Tiact 


map 
filec 
of record in the 


ofPce of tl e Reco del of Ala 
meda Co ] ce of Id bog at a 
pt on the n 1 of 
30th 
st 


T98J100 ft w fm Grove st 
the 
w 17 b 1- ft 
n 1"" ST 1 H) 


ft 
e 30 ft fa 180 ft 
poi of lot 
r blk A imps anel pp 
2 47 


4201o Llizabeth S Jones — In Apgai 


Iract map filed of -ecoid in 
the offipe of the Recoider of 
Alarreda Co 
lot 7 
blk A 
imps and np 
? 47 


4'069 1 G ind Annie Thompson — In 


Apgai 
Tract 
map filed ot 


recoid ir 
the office of the 


Recordei or Mameda Co n 
H of lot 11 blk C and Imps 3 12 


4'073 De la Hi derbrand - In Apgai 
Tract map filed of record in 
the office o* the Recoidei ot 
A ameda Co 
ot 14 hlk C 


4'0-1 Delia Hlldoibiand —Pers prop 
4'OSo L S Claike — Jn Apgu Trac 


map filed of record ir 
the 


office ot the Recoidei of Ala 
meda e.o 
loi 4 blk G 
and 
Imi- 
31 si 


42100 Samuel Ben — In Apgir I n c t 


map riled of rpeoid In t ie of 
file of the Recorder of Ala 
meela Co pee of Id beg it i 
pt on the 
I of Grov p st 4 


ft n 'm 18th st 
th n " r 1 


fI I v 
7 ft e 
por of blk 
and imps 
rj 53 


PLOT 1 


42111 f eoig 
FPH — In Plot ]! 
map 


fled of 
ec rd in the c (hep of 


I P Reec tdei of AHmed i Co 
pee of 11 beg: it i pt on tl r 
n I e f VU 
si ~ 
ft 
w 
fm 


nw 
coi of 36th st 
ind 
Tel 


?M i h ave 
th vv "0 f t 1 > n 
1 
ft ind imps 
i 35 
i.lll Gfcige 
Ictt—Pe fa piop 
2 4 " 


I N 1 \O\ 1KACT 


I21C8 Fdward 
Mindonet 
—In 
Fvov 


T ract m i ti ed ot i ecoid in 
the oTice of the Reco dpi c f 
Al imed i Co 
lot 4 b k -01 
and imps 
4 9 


4°lfiS Edwiiti Mil donet — Pers prop 
4" 


jN MONi&OMERI 
1 P A C T NO 1 


I21T A P Ho laid — In Montgcmeiv 


lint 
No 1 map filed of rec 


old I i the ofTlce of the Re 
corder of A amedi C o pee or 
kl beg at a point on the w 
1 ne of lelegnph ave 
30 f 


n fm 101 i st 
th n 3 ft jv 100 


ft w poi of lot 1 inn s and 
I oil tax 
190' 
6 6" 
i"!14 Dell Volmei — In Montgomeiv 


Tract No 1 map filed of lee 
old m t i c office of the He 
coidpr of Alamedi Co e ^ 
of n i of lot 11 ai d imps 
3 "4 


1- -3 W C and S A Baiiett—Voi t 


gigees interest 
in 
vlont 


gomery 
Iract Nol 
m ip 


nled of record in 
he oftice 


of the Recorder of \lameda 
Co n '2 of n '2 lot 14 
5 04 


41-2" 1 P Ande son—In Mortgom 


I 
erj Tract N o l map filed of 


l 
record in the 
office of tl e 


i 
Recorder 
of 
Alameda 
Co 
| 
pee of Id beg at a pt on the 
n line of ^ Hi st 
3 4 12 ft 


e irom Grove st 
the e _6 


8 12 ft bv 100 ft n 
nor of 


lot 14 
3 28 


IN MONTGOMtRi TRACT 
(Rediv 
o') 


4'-64 George G Macklnnon — In 


Montgomery 
Tract 
(Red v 


of) 
map filed of i ecord In 


the office of 
the Recorder 


of Alameda Co 
lot 10 and 
imps 
1 51 


42"6S Louis Schafer—In 
Monrgom 
| 
erv Tract 
(Rediv of) map 


filed of lecord In the 
office 


of the Recorder of Alame 
da Co 
lot 13 
2 ' 


IN 
MONTGOMER1 
TRACT NO 2 


42300 Geoige McCourtney-ln Mont 


gomerv 
i ract 
NTo J 
map 


flled of record In the 
office 


of the Recorder of Alameda 
Co 
pee of Id beg at a pt 


on the s line of ->3 st 540 6 
nOO ft 
e from 
e 
me of 
! 


Grove st th e 33 *0 100 ft 
| 


bs 11 -5 100 ft s 


42300 George McCourtnfv In Mont 


pomerv 
Tract 
No 
_ 
map 


filed of record in the office 
ot the Recorder of Alameda 
Co 
pee of Id beg at at pt 


on the s line of 43d st 631 
56 100 ft 
e from Grove pt 


th e 33 10 100 ft b> 91 2o- 100 


Si i Pabl 


A\e ^ Ilia Tract 
n a p filed 


of reeoid In the offi e of th > 
Recorder 
of A lam* Ji Co 


lot 7 blk " 


12385 C \\ Gnidon — I i S i i Pibl 


Ave Villa 
1 net 
n op lie 1 


nf record in the offi e of th^ 
Recorder of 
Alam ela Co 


lots B b and s o ft o' lot 4 
blk . 


4'3So C W 
Gordon— In 
S 1 Pablo 


A\e ^ UK Tiact 
n a p fllel 


f record in the ufii e of tl e 


Recorde 
of Alameli 
< o 


lots 
and 23 bll 2 


4 390 Cath-rlne Honberg 
t al — Ii 


Sin Pablo Ave 1 II i Trict 
map filed of recor 
in the 


office of the Record r ot Al 
arreda to 
lols, 8 ind 
• 


blk 2 
4"W \\ 
J O Isplll — In Sii 
Pablo 


A v e Villn Tract 
ip nlPd 


of ncoid in the offi e of Ihe 
lecoidei 
of A l i m di Co 


s "4 ft of 101 n 
ai d n 1 fl 


of lot 14 
bik 
f 


4"4J3 Flori J I v on— In S n Pibli 


A v e Mill Tract 
r an lied 


of itcord in the offi e ot ihe 
Recordei 
of 
Alam da 
C o 


lot 
0 blk 6 
Bi.IILO'tt TRA T 


414 Marv 
A Sullivan— Ir Bel Io v 


map 


3=i 


6 60 


ree ord 
J rac 
map nled 


In t ie office of the ^leco 
of A ameda Co 
1 t 1C 


IN BEA1 DR\ 
&. PELADbU 


424-S M Fuchs In Beiudr & Pel-> 


deau 
Iract 
map 
filed 
c f 


record in the 
offic 
of the 


R eordci 
of Alam dx 
Co 


s 2- ft of let 4 blk 


4243" Pa rick M A l d e i s p n 
In Beau 


drv & Pelad^au I r i c t 
map 


filed of record in 
he offic0 


o' he Recoi lei of A amtdi 
Co 
lot 6 Mk " ar d imps 


4 438 G V Hughes—Mortg gee s li 


terest in B e i u d i v 
(S- Pe 


deau 
T acl 
ma i 
nled of 
peon in Ihe rflie 
of the 


Recoidpr 
of Aim eda Co 


lot 0 blk 2 


4-4"0 John and Rose Kare [i Bea _i 


drv 
<£. Peladeau i r i c t 
map 


filec of recede in 
he offit e 


of the Recorde 
of Alamec a 


To 
lot 11 blk "1 
nd im) s 


4"I7i lulia Kane—Ir Beiu Irv t Pel 
ideau Inct 
map 
filed of 


record 
In Hie offic 
of 
the 


Recorder of Alamec a Co 1 it 
15 blk "1 
' 


4'4SO Isabella Langfoi-d—I 
Beau 


drj & Peladeiu Ti tct 
map 


fllpd of recoid m 
he ofl e 


of the Recorder of Alameda 
Co 
lot -0 blk 21 ind imi s 


4"521 Tohn MPGarn—In B audrv S. 


Peladeau Tract nir-p flled if 
record in the 
offic 
of 
the 


Recordei 
of Alarr 'da Co 


lot 4 blk " 
and 1 ts 6 and 


7 blk "" and im) s 
! 


IN JOHN DO1 I E TRACT 


4"o34 J J 
Rjan—In 
Jot- i 
Dovle 


Trac 
mip 
filed 
f reco d 


In the cfice of the Reco-d^i 
of Alameda Co 
I t " blk 


B and imps 


(2o14 T J Rv an—Pels proi 


IN MAP OF XLINIO ER\ F LF 


4"5"8 Ci irens Building 
na l o i n 


Association — M rtga^e s 
Interest in Map of Kllnkn r 
vllle met map f 1 d of r c 
o-d in the office o the Re 
co der of Alaiied 
Co 
lot 


4 
blk C 


425"8 A Citizens 
Bllldln, 
md 
loan 
Assoclallon 
Mortgi 


gee s n t p i e s t 
In Map o' 


Klinknervllle 
Tri t 
m i p 


filed of 
I pcord in 
he off 


op the Recoider of Alamp la 
Co 
lot 4 blk C 


42 S" Frfink 
Peri ir—In 
Ma i of 


Klinknervil p Tract mip fl d 


ilert of reco-tl in 
he e fflce 


of t i e Rerordei r' Alime a 
Co 
P 35 tt of lo 
f- 
blk C 


na 
Imps 


4 oOO Rose 
"U illlims—In 
Map 
o? 


Klmkncrvill Trict map filPd 
of record in the 
office 
of 


the Rpeoid r 
of 
Alame la 


Co 
lo 
14 blk D 


4'160h C A Kltnki er G H 
o ilrs t 
Higg us ind A J ? u del—In 
Map of Ivlmknerv Ie Tra t 
m-p nled of leco d n 
the 


office of the Recor ei of Al 
amed i Co 
pee 
f Id 
beg 


at the 
sn 
cor 
of Pan 


Pablo ave ane. Sr der a e 
ti s 1 ft bv 710 ft vv 


Ql. INT 
RA< T 


4"630 M E 
Bla ichard—I i 
Quint 


Trac 
map led of recoid in 


the 
office 
of the 
Recerder 


of Alameda Co 
i e c f Id 


beg a a pt on the s line of 
")th st HT 3 12 f 
w from 


Mortgorreiv fact No 1 
h 


v, 5" 89 100 ft s 
oO -i 
100 


ft 
e 6 08 •'OO ft 
n i3 i 1' 


ft to beg por of let -0 


IN PARADISE 
'LOT 


4"6o4 Paul C McCcurtnev —In Pir 


adisp plot 
(Map No 
) 


map n ed a' leco el in 
the 


office 
of 
the 
Re order 
of 


Alameda Co lot 1 
blk 2)89 


4"654 Paul C McCourtnej —In Pa- 
idlse Plot 
(Map 
No 
) 


lot 11 and 
w 10 ft of 
ot 


14 blk 2089 


4'668 John A McCarl—M irtgagee s 
merest 
In Paia t«e 
Plot 


(Map No ') 
rra filed of 


recoid in the off e of the 
Recorder of 
Alaiieda 
Co 


lots 3 
1 and 
5 b -v OS9 


4r)6S4 Jennie O Gaidlnei- In Para 


di p 
lot (Map N ) 2) 
map 


fi cd of record in the 
office 


of the Recorder o Alameda 
Co lot 6 blk 
0 3 


4 bS9 Paul C MeCour'rev —In 
Par 
adlse Plot cMap ^ o -) n-ap 
filed of recoid in 
he office 


of the Recorder o 
Alameda 


Co 
lot 4o w 8 7 100 -t of 


lot 44 ?nd e o 0* -00 ft of 
lot 
4(i 
blk 
2099 


4"690 James 
F 
McCo irtne>—In 


Paradise Plot ( M i p No -) 
map filed ot recc rd in the 
office 
of 
the 
Re order of 
\ KmeJa Cu lot 47 and w 
11 9b 100 ft of 1 t 46 
blk 


'099 


IN \\HITE IIOL6E PLOT 


42"04 A M E and S F Biggt—In 
\\hite 
House 
1 lot 
map 


filed of record m the office 
of the Recorder c 
Alameda 


Co e 11 6 12 ft of lot -1 
and 
w 38 6 12 ft of lot 22 


and imps 
12 99 


4 "15 Rose Smith et al—In White 
House Plot 
map filed of 


record in the office of the 
Recorder 
of Alameda 
Co 


lot 36 


4 " 3 Martin 
Braun — In 
White 
House Plot 
map filed of 


Record->i of 
Alameda 
Co 


lo*" 46 and 
imps 
3 3* 


IN MAP OF LA1MANCE TRACl 


4-7o9 F 
O 
Hensler—Mortgagee s 


interest 
in 
Map 
of 
Lav 


mance Tract 
map 
filed of 


record in the ofhce of the 
Recorder or 
Mimeda 
Co 


lots lj and It, 
2 05 


IN KIMBS-LL 1HACT 


4 S_4 B 
1 lossman—In 
Ktmball 


Tiact 
map filed of 
i ecoid 


m the office ot tile Ri colder 
e f VJnmeda Co 
lots 9- and 


i 
and 
Imps 
2 3o 


IN 
\LDE.N 1R\C1 


4_Joo W 
J 
Ha 
i ev—In 
Mden 


I ricl 
map 
tied 01 iccoid 


n the jflice of the PC oidei 
of Mameda Co lots 1 
and 


l i 
blk 
10 
\< d irnps 
6 04 


42964 M a l g i et 
\AiNen—In 
Alden 


l i i e t 
mil 
f e d of iceord 


In the jfilce ef Ihe Re oidei 
it Alunedi Ci 
loi 
5 b k 


1 
3 74 


4 fS Ln m 
S i v i i g _ 
Pank — ^.n 


A d n 
Iiact 
m p filed of 


itcird in t i c othcc 
of the 


Rece reel 
of 
VI imoda 
Co 


lot 1> blk -10 
4 20 


42171 R H Sivvvei—In Alden I i a c t 


maj 
nled of ueoid 
n the 


ifh e 
ef 
the 
Recoid i 
f 


\lirreda 
Co 
lot 
11 
blk 


10 
4 «7 


•.-981 Thomas 
C o v n —In 
Alden 


Trict 
map 
ike ef receid 


i i the e fHcc of t i e Recoider 
of Alain I i cc 
loi 
j 
blk 


0 
ind inps 
j 12 


42187 ^ l i e n 
M c b i i a t i—In 
Alden 


1 icl 
rr ii 
filPd 
of -eenid 


in the 
jlficc of 
h 
RPC id 


ei 
f A l i m e d i C o lots 1 - 


and 3 
blk 
0 
10 21 


4218S Kate 
Mcl- i ili-ln 
Alden 


1 act 
IP 11 
filed 
ot 
eeord 


n the offic 
U 
F 
he Recuid 


t r 
if Alameda C o 
c ts 3 


4 md 
o blk 
10 
10 21 


42992 J 
E 
McE.1 it l—In 
Aid n 
| " 
iiact 
mip file! of 
i cold 


n the cftlce of the RPcoid 
pr jf Al i llPd u Co 
lots 16 


I 
anl IS 
U k 
101 
10 21 


4'993 Hilda 
Mih.1 th-In 
Alden 


Tract 
map 
nled ot i ecoid 
ir the 
i ffice of the Rieorri 


er of 
A lamed L Co 
lo s 19 


ri and 
1 blk 
10! 
10 21 


4'994 Clif'ord 
McTl ath -In 
\IlPl 


Tract 
map 
lie 1 of reco d 


in ihe cffi e jf Ihe RPCO d 
PI of ^anee-i C o 
ots " 


1 and 
4 
nlk 
1(H 
10 ". 


43016 Baibaii McM u us— In 
AI ler 


Tract 
m i p filec )f 
l e c o i j 


II 
th 
cflice 
ot the Reeo d 


er of 
M imp-! i cc 
e Vs of 


10 -) blk -K4 
1 3 


ilO-iS T _ r k n o w n 
ovv ierc—In 
Alden 


l i a c t 
map file 1 o 
i ecoid 


11 
the 
office of the Recoi 1 


er of Al rreda C i lot 9 
blk 


10S 
3 74 


43063 I m u i Savings B ink—Ir 
AI 


den 
T act 
mip 
filed 
o* 


leecid in the 
office ot the 


Recoidei of 
Alameda 
Co 


lols l> 
nd " 
1 Ik -108 
6 9" 


430^4 I eah 
F 
Mo t—Ii 
Alden 


T i a c t 
mai file"! Jf lecord 


in the office ci tha ^eeoic1 
ci 
of 
Alarrcda C j 
lot 
-1 


blk 
10s 
3 "4 


4316o Charles B Pi ir fle—In \klen 


Tract 
map 
fiel 
of lecoid 


n Ihe office of the Record 
f 
of Alameda Co lot 37 


nlk 
111 and 
mps 
3 69 


41"32 C D Pie ce—In Alden Trac 


map flUd of '•ceo d m 
the 


offire of 
the Re urde" 
of 


Alamed t 
Co 
lot 
13 
b k 
.118 
3 76 


(43234 R 
Logan—In 
Alden 
Tract 


map 
flled of record in the 


office 
of 
the 
Recordei 
ot 


Alamer'a Co e r> of lot 14 
blk "113 and Imi s 
2 8 ' 


43"o3 M E James—In Alden Tract 


map nled ot 
ecoid In the 


8 91 
ofTlce 
o" 
the 
Reeordei 
of 


Alameda Co pee of 
d beg 
at 
Ihe se cor of 
Fort} 


ninth fat and Shattuck ave 
t l s 104 "o 100 ft e about 
160 ft 
vv 101 10 100 ft w 
w 


13o 50 100 f 
to beg 
poi of 


blk -120 al'o pee of Id beg 
a 
the faw cor o' 
Fort; 


n nth 
st 
and 
Telegrapl 


ave 
th 
100 ft w ibo u 110 


fl nv\ ibou 
01 1C 1" ft to 


s 
1 of Portj ninth st 
11 


e 140 't to beg poi of blk 
" 
0 ard 
imp= 
also pee of 


Id beg at a pt on the w I or 
Telegraph ave 100 ft s fm 
Forti ii ith at 
th s 50 ft 


w aboj 
IK 
ft rw 
about 


BO ft e 1 0 f 
to beg 
por 


of blk 
]"0 anel imps 
10 14 


43"54 Continental 
Building 
and 


1 oan 
Assoclitlon—Mortga 
ge° s interest In Alden Tract 
map filed of i c c o i i In the 
office of the Recordei of Al 
ameda Co pee of Id beg at 
thp se cor of Fe rtv ninth st 
tnd Shitluck ave th s 104 
75 100 ft e about 160 ft nw 
101 
10 ICC fl 
vv 
136 
oO 100 


ft to beg 
por of blk 
I'D 


also pee of Id beg it the sw 
coi of Fortv ni ith 
st 
and 
">!pg! iph ave 
th s 100 ft 


w 
a 101 t 110 'I nvv iiout 


301 10 00 ft to s I of For 
tj n nth st 
th P 140 ft to 


bpg 
poi of 
1-0 
a so pee 


of Id beg i a pt on he w 1 
of Telttjiiph ive 100 ft s 
fm Foilv ninth st 
tr s 
"if} 


ft 
w 
about 
110 ft 
rw 


about oO ft e 120 tt to beg 
por of blk 2120 
54 86 


interest In Vincente Peralta 
Reservation 
Tract 
map 


filed of recoid in the 
office 


of Ihe Recoider of Al tmeda 
Co 
lot .9 b k C 


43487 Adotph Cavagna—In Vincente 


Peralta Resets ation 
I tact 


map filed of lecor 1 m 
he 


oric-e of 
Ihe 
Reeoidei of 


AJameda Co 
lo 
) blk t 
and imps 


43526 L HJnkston—In \ inc nle Pe 


ralla 
Reserv allot 
Iract 


m^p hied of leeorl in the 
office 
of 
the 
Rec rdcr of 


Alimeda Co 
lot on blk F 


43o26 L hliikston—In \ inc nte Pe 


i i l t i 
Rest, i \ition 
J i a c t 


map 
filed 
of 
ecord 


in Ihe ofhee of the Ree ndei 
ot Alameda Co 
lot bl 
blk 
F 


4oo46 L Hinkston—In \ in ente Pe 


ilta 
Keserv ition 
Iiact 


nap 
tiled of ie ot 1 In 
the 


office of the Reel ie l if Al 
imeda Co., ot si 
IK G 


43546 I 
Hli kston—In ^m 
titc Pe 


r ilta 
Re &e \ ilo i 
Ti ict 


map 
lied if 
ec u I in 
the 


office of the R 
nd r of \ 
imed i Co 
1 il ^ 
ilk c 


43546 L llllkslon—In \ 111 e l l l > Pe 


i Ha 
Reservi lion 
I i a c t 


n ip filed of 
i 
n 1 in 
the 


office of the R cud i <i' Al 
imt el i t o 
ot si 
blk C 


,43563 B Pisiuile—In \ ill 
lite PP 
raltl 
Reserv illon 
1 t ict 


mip tiled of 
i PC n 1 
n tl e 


office of te R cord 
ot Al 


imcda Co 
lot 1 
b k H 


a id imi s 


43o59 A in c 
< ompton —Ii 
\ In 
nte 


IP ill i Resei \ tio 
1 i cl 


map tiled of 
l e c o d in th 


otlee 
f 
I 
Rccor ei 
f Al 


line ela C) 
lot 1 
I k H 


and imps 


435 8 C H Hi idle \-Moiti, gees n 


teiest 
111 \ Inc --it 
P r It i 


R p s p t v a t i n 
iict m i p til d 


of 
ecoid in the ofi ce 
f th 


RecirdPr of 
M in di 
C o 


( Amended Mip if HI i ks G 
me 
II 
loi 10 bU I 


4 20 


6 05 


3 74 


Alameda Co ->ce ot Id beg »t 
Alamedi. Co 
IKC of 
Id Ueg 


at a pt em the n I if Ale iluii 
iv e 
-OS- 3 I 
tt t fm Shlttuek 


a v e th e 40 f 
I v I D ft n 
2 02 


4391b Adeline V. 
MoUton — In 
M 


e me 
Pcialta 
I eseiv ition 
Inul 
m i p nled ol neoid 


in the oflke c t th 
Rec > d i 


of 
Maireda ( e 
,ne 
ot Id 


I i n In 
M an 17 jv e 
* bv 


e I of Cuv it Oik 
nd as an 


nexed in is 
s. bv 
I tie 


mont 
iv e 
11 el 
in I 
vv bv 


Colbv st coin limit ' 0 icr s "0 19 
IN 1 Nl\ 1 RM ' \ P \ R K 


439 !• I J \\oidvv i el — 11 L n i v e i s i 


tv P u k 
m i l 
11 ert if lee 
md in th 
i Hi 
t the IU 


i old i ot 
\ line 1 i e c 
p 


fl of lot 1) 
11 
\ 
in 
1 >ts> 


1. 
1^ li 
1 11 
V. 
i l l inn s 
3 SJ 


43919 Stile b ,u,ms H i k 
Moithi^ 


< s 
m t e l i st 
in 
I 
iv I S H V 


1 u k 
m it 
I 
e 
u 1 111 


the 
111 
I I I 
KP n 1 l 
t 


M mpd 1 ( o 
e 
ft 
I 1 


1 
I I 
\ 
n I 1 t 
H I 


b k \ 
1" 05 


1 !• J 
\N 
1 w a i 1 
I 11 „ i „ 
s 


i Hei e st 
n 
I uv i si v 
I u 1 


m i l 
i l l 
I 
i l l 
t le e f 


tl 
f 
1 
I I 
I 
1 
t \ 11 


me 1 
( i 
1 t 
s 
l IK \ 
3 5 


1 
l l o l l md 
1 i 
I i i v i s i t v 


IN 
B R I M \ C I M 
T R A l 
I \bl 


S H A I T l CK 
\\ t N I E 


O M Pa'bi i n — In 
1 
1 net rist of c i 


i 
lied of 
i PC n 


R 
efl ee if the 
ime c! i C o 
e 


imps 


4362' J I i ink 
Fl nl 


him 
Ti ic 
1 


tuck i 
l i the 


um igim 
tu 1 
TV 


cl in 
h 


i ' \l 


ind 
lot 


f A l i m c e 


lot 
0 


In 
I iiima 


t 
f 
si at 


m i p f l e i 
ot i e n l 


>ffie r e t 
h 
R 
5 i 
ft 


IN 


4364" 


436 


Shatti 1 


31 
if 


BRl MAC.IM 
IUAC I 
\\ 1 S1 


S H A T I l Civ 
\T, I N l I 


41640 Mir 
P islue—In 
H i u n l t , l i n 


T let 
WPS! of 
hhatluik 


iv enue 
in 
i e = ib iv Isi n 


of blk A mm flip 
of 
PCII 1 


i i HIP 
iffl e 
f Ih 
R p i 1 i 
' Al ined i Cc 
I Is 
in 1 


-1 
blk 
V 


Heirrm O cov c h—1 
Biuml 


Mm 
Iract 
west 
if 
Shat 


tu k 
av e 
In 
I P 
il dlv isic i 
n' hlk 
V 
map 
I k 1 cf leeo el 


n the e fi CP of Ih 
RPC irdei 


f 
M lined! Co 
t 
b 
blk 


A aid imps 


C 
Job ison—I i 
^rumagim 


Trict west e l Si ttu"k avp 
m i p led of i e ird i i the of 
nee of the Reeoiel I of Al 


meda Co 
e 
14 ft of lots 


B ard 
j 
b >• C i l l imps 


436"6 Mithildi 
Tlllmin "vloitgigees 


Interest 
in 
run 
"net 
west of 


ivenue 
map filec^ of "Ceil I 


in the office c ' Ih 
R acoidpi 


if Alamec] 
c o 


lots o an 
6 
1 li- 
c 


4368" Alice M 
Colbv—jn 


ginl l"act west r 
iv c 
map 
file 1 of 


the oTice of the R cci ici 
f 


Alameda 
Co 
Ids II 
rid 


15 blk D 


43"0" Charles T Roieh—In Bium 


Ktm ''Viet w st c Sh li ic* 


VPII 
map 
tiled 
of 
i e c 1 


i tt c office of th 
Re c i 1^ 


T 
vlarreda Co 
ot 
b 
i Ik 


r pr ' imps 


IN M IvLE TR ACT 


43-51 K Blehs—In 
McK P 
I r u t 


map flled of 'ec d in thp 
office 
of 
the 
R cordei 
of 


Alimeda 
Co 
Io 
-"i 
blk 


_ ai d imps 


43"68 A 
Buikhardt 
- I I 
Mclvee 
Tract 
map filed ot 
ecoid 


H the offire of t i 
Recor lei 


of Alameda Co 1 I " blk 3 


43""S W 
Hessler—In Mclvee 
Iract 


man fl ed of 
PC rd In 
the 


office of the Reco del of Al 
ameda Co 
lot 
lo 
b k 1 


and 
mps poll t \ 110' 


43"96 R N Roberts—In Mi Kce l i a t 


map filed of 
e 
rd i i the 


office 
of 
the 
R POI der 
of 


Ala nceU Co 
w Ib ft of lot 


7 bU 1 ind imp= 


43"18 Jonathin 
l o n n g — l i 
Me Ive 
Tract—Mip Hied 
of icccrd 


in the office of th 
Recoid i 


of A amedi c. i 
4 01 1 


ft of lot 
7 ind vv 11 
17 111) 


ft of lot 8 h k 4 
md imi s 


41819 Chi l i t t 
H - v a i D I \ l l l t — 


In Mclvee Ti ict 
mip 
led 


of iPcird in the o flcp of th 
the 
Recordpi 
c 
Al iric 1 i 


Co 
lot Ii blk ri 
nd im] s 


Ri uma 
Shitti V 
rectid 


4W K i IP Livvv 
i - 
In Plot 1 n ai 


111 
1 o 
i 
c i 1 n th 
th 
f 


Hi 
RPCO 1 i 
t 
Al mi l i 


c o 
pc e 
f 
1 I i n 1 v Id 
r 


M irpai 
i 
1- I w 
i 
1 v 1 1 


e f 
M i i h ir I 
5 v 
i 
s 
bv 


k 
f 1> B n v 
i i 1 vv bv p I 


><• Dei ; 1 v 
1 - 


43141 Mare u t 
I)v v e i 
l u l l 
1 


m i i HI 
I 
of 
IP n 
1 I 
th 


O H " 
ofil 
f U 
I 
cl i ef 
\- i 


nice I c > |i 
f 
1 1 1 n bv 
I 1 


ol 
J UIP Dvv s e 1 
P 
I v 
Stl l 


tUPk 
I V 
s 1 V 
1 11 I 
B II 1 


in 
vv 1 
1 1 c r K 
tl 
IJvv v l 


and nij s 
14 t 


I N M A P O l 
1111 
II \ N I M 
I R \ C T 


41%4 Mai t i n "\ ev 
i 
nd 1 HPII 1- MPV 


ei 
- 
In M i| 
f the 
11 ne v 


1 •• icl 
n i| nl 
of i PC 
i I in 


the offi P ot the 
KPCO IPI f r 


Alam 11 <. o 1 t« 1 ind _ 
u 1 


imi s 
i 03 


IN MAP Ol Till 
A I C \ 1 R \ 7 1 RACT 


Bill Svv in N R e o l - h M i| 
cif th 


Me Hi 17 
1 i ic t 
m 
p (1 d 
f 


l e e o i c 
n thp 
fi p of 
1 
R 


coidet 
)f \1 m p l i t ) lot 1 
3 " 


43111 Stp] hpn RIM 
i 
M ip of 
th 


\1 
t i 7 
i id 
m ip tliPd if 


l c o d i i th 
11 p 
f t h e lip 


4 60 
e o i c l P i 
if A im 11 C cl 1 it 11 


n 1 imps 
l Os 


I N 1 A I K \ r\\ 
I R U 1 


— 
PLOT 45 


43277 Am 
E 
McFh ith—Mortga 


gpe « 
merest 
in 
P ot 45 


map 
Tk a of i cord 
n the 


offee 
of 
the 
Recordei 
of 


1 20 
Alameda Co pee of Id hpg 
at a pt on the e 1 of Ade 
line s 
pt the IrtPisection 


with n 
1 of f'ot 
4*5 
th 
s 


along Adeline st 31" oO 100 
ft 
t 814 ft n 
18 fl 
w bSS 


ft 
to beg 
o r acres 
43 G6 


IN MAP OF THE DKEXLER TRACl 
43113 M J H gb e—In Map or the 


Diexlei liacl map filed o' 


I 
i ecoid m Ihe oftice of 
the 


Recoidei of 
Alameda 
Co 


! 
lot 
i 3; 


43334 D \\ alsh— In 
Map 
of 
the 


D exler 
Tract 
map 
filed 
o' lecord In thp ofhce of the 
Recoider of 
Alameda 
Co 


lot* 41 and 42 
2 02 


43338 C E McGlonP—Ii Map cf 
the 


Diexle 
Iract 
map filed 


of reco d In the office of the 
Recude- of 
A ameda 
Co 


lot 49 
2 35 


433oO Mat Mathlfaon—In Map of the 


Drexlei 
liact 
rrap filed 


of r»cord 
i i 
the 
office 
ot 


the 
Recoreer of 
Alameda 


I 
Co 
lot 
6 


2 8 
434 ' Eugenie 
McLa-ei—Mortgagee s 
inteiest 
in Alpine 
Tract 


map fled of i ecord in 
the 


I 
office of the Reco^dei of Al 


> l 
ameda Co 
lots 27 and 
28 
bin T 


434^9 K G Easton—In \lplne Tract 


map filed of record in the 
office of the Recorder of Al 
amtda Co pee of Id bee at 


- 97 
a pt on the i line of Shasta 
s* 120 tt w fiom Grove st 


1 
th w 40 ft bj 13a ft n 
por 


blk T and imps 
Also pee of Id beg at a pt 
66 
on the n line of Shasta st 
160 ft w from Grove fat th 


I 
w 40 ft b> 135 f*- n poll tax 
1902 
4 50 


43434 R M Fitzgerald et al—In AI 


pine Tract No 3 map nlerl 
of record in 
the 
office of 


the Recorder 
of 
Alatieda 


Co lots 1 and 2 blk X 
1 30 


IN 
"V IN CENTE 
PERALTA. RESERVA- 


TION 
TR ACT 


434o5 Joseph 
Boardman—In 
Vin 
cente Peralta 
Reservation 
Tract map filed of i ecord In 
the 
office 
of the Recorder 


of Alameda Co 
lot 7 blk A 4 6~ 


4345o Joseph 
Boardman—In Vin- 
cente Peralta 
Reservation 
Tract map flled of record 
in the office of the Recorder 
of Alameda Co 
lot 8 blk A 5 SS 


43486 Emily 
Hughes—Mortgagee g 


IN GERM UN 
RAC I 


418on Am F Geimaii— I 
( rmlin 


T ract 
map 
flleel 
c t rcc i 1 


In the office 
if U 
Reecicpr 


of AHmeda C j 
loi I mcl 


Imps and lols 
s i id I 


IN' A INCFNTT 
PFRAI 1A HLSI F 


| 
TION TRA 1 


1 41S~S L nances— In 
"\ ncenle Pe 


lalta 
Re-iei vitlc i 
J not 


map 
fllPl 
of iec rel in 
tl e 


otlcc 
of 
the 
R coi lei 
of 


Min eda C o 
p P or Id I ' i, 
it a pt on the n lin 
e f Al 


c Uri? 
a v > 
85 
I P 
r jn 


] orln ^ Ilia 
lac 
th w 40 


ft bv I'O ft i 
i 1 imps 


Trance1 — Pe s 
j 
t_p 


2 35 


5 13 


43S"S 
4JSS6 Victoria 


c i IP 
Tract 


Be ssar 


Ppialti 
1 


trip filed 


Ii the offlp' of th 
of Uuneela Co pi 
al the ne cor B 
Reserve 
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•*o-b^ Eas ings and j_,oan 
Societj — 


In 1 he mal H U T act mip 
flip* of reeoi-d in 
he 
jffice 


oi tne 
PecO der of 
Ala 
moda Co 
lot 31 ina s 10 


tt of lot 30 blk 
A 
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fled of iceord in tre iffce 
of 
the 
Recordei 
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Recordei of Alameda Co re 
sub of IOLS 7 S 9 of lot 36 lot 
E and imps 
.. So 


iD*~S Ora R Bates — In Glen Echo 
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1 12 
Arnie T Johnbor c by Main 


. 
st s bs d J H N-esis w bj 
' 
Id A M Mart n and imps 
: 


46233 A H Bernal — Mortgagee s in 


I 
terest in tract of Id bd n bv 


1 
Id of Mui ph> e b\ Main st s 
b> est of J H Nesis 
w b> 


Id of J H 1-.6S1S estate 
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ei i 
1 If TIP ia Co 
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map hied c* i LCI 1 
i 
the 


oft to o' the Pec mK 
f \! 


medu Co tha 
po 
o* lot 1 


brl 
1 
r f 


15 T H N uliaus — Ii 
Bioadwa\ 


r«- ia e n i) tiled of rtuo d 
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Teuate Mo,p "No 
map filej 


of iCLord in the 
ffi^e of thf1 


Pec idc 
cf ^air^da Co ict 


34 blk F 
arrl i ips 
c ou 


/»o I eo L Nicols—Pers 
11 op 
* 4j 


4o j Iv^nrc^llj Bn. n - i L nr a 
\ sta 
TCI race 
lap No 2 
mip "Perl of lecoi 1 in he of 
fi^e of the Recoi er of \la 
me la Cc 
lot 33 Mk F 
and 


imps 
3 o 


•Viva Gates and Da ii \ opt — 


In Linda \ sta T uace Map 
"No 
map rled 
f lecoil 
n 


the omce o 
th 
RecordeJ 


of AUmeda Co 
t U3 blk ^ 
o 13 


! IN CLCN ECHO 
FRA< 1— MA.P 'NO 2 


I io"bl Join 
F 
Hau le> 
In 
Gien 


1 
Echo ^ract Atap No 
map 


f od of lecord n 
the office 
of the Recoidei 
f A'amtda 


i 
co 
sub of lot _ lot -^ and 


I 
imps 


-,j"j4 S 
Moirill— ii Glen Echo Tract 
Vap No _ 
map 
led f f i^c 
t rj m chp office 3f the 
Re 


I 
co d i o 
Alane ta Co 
bull 
| 
of lo 4 ots 4 o and ^ 
Olsf i — In GIci 


B Plckard—I 
Kott nger s 


Plan 
of 
Pie isanton 
map 


fi ed of lec-oid in tie off e 
of 
he Recoia^r o Ala-nec,a 


Co tract 
f Id bd n b\ Id 


Downing e b\ 
Pleasanton 


a\e 
s b>. S 
Mai> bt 
w b> 


Id R C P^ach 
a id imps 


B Pjckai d—PPI s pro i 


" 
R 


Lo^ai 
Crf-thrlic 
Archbi hop 


o1" San f rancisco a( cu >o 
icLtion,—In 
i. a no t, burve\ 


f 
Rost. 
A\ 
Plea^aniop 


mi] 
nled c 
i GOT d ii 
tho 


office 
f 
Lhe Rccoidrr 
)f 


\ nmcd L co 
LI ict of la bd 


] 
h> Id of JP 
Bcinal 
e h\ 


J R Btrnil 
•- b\ Rr se avp 


\ h\ Id of ta \ Kcl \ lJt 
i 


and 
a id imps 


1 


3 _S 
1 48 


S J 
Tutn 11— n 


Plan 
jf 
r o i- 


fled c* i e-^oid ] 
or 
he Recoi d^i 


co 
tiai.t 
of 
If 
Sprmg st 
P h\ 


E>iU 
& b~v la 
rf 


n 
t imps and 


Kottmger a 
:n on 
ma.p 


i the 
office 


:*" Ala-necia 


bd 
n b> 
jd M 3 K 


"^ 
\v b\ 


46oo7 


SAN IBNDRO. 


Mrs 
B Bovver*—In 
Smi^ie 


Subdi\ 
ion 
map 
fi ed 
of 


re old in tie 
}fl "e of the 


Recoidei o' 
Uameda Co 
ois lu 
n J Ii 
b k — ard 


imps 


46u60 Jose S iiettenccart—In Hem 


me Tla t nap hl°d of 
" 


roid 31 (he ticp of the Re 
roider ol 
Alarr^da Co 
blk. 


43 an 3 imps 
odwfcll 
t i u i t 
Esaiorati g 


i_o fa co potation —In £-c 
tud llo 
Tiact 
map filed of 


tc jrn in the offce of the 
Records 
t 
Alameda Co 


lot D and por of lot' F 
r 


and Ci blk 4~ ana imrs 


. 
and ^ b\ Gnrg* H 
"4 100 icrp-h 


Joseph J Bl *« \ p 


ft bs ssn tt bd 
b3 the Id of ^\ n 
e >\ Id of RO« 
« bj Jd o* Go<.d \m H Iro 


terr=st n pLe of 
SSO ft 
bd o-i the 


"^ m 
-^ Brox\ n 


Ro P Hut h iT=on 
Goorhvin Hilton 
FnJit\ale a\ 


C 


4"609 An onio 


id bd 


46;)'; 


a 59 


11 12 


46fi6u E-tate 
of 
A ge o 
Enc=— 


Lot H and P I f 
of lot G 
and n 14 't of lots I J and 
K oik '. and imi « 


46"S Eugene G*uLhi.= r—Tracr of Id 


hd n b\ 
d r " C i i*> M llei 
e 


r > Ha -narr1^ Poad 
s 
b> 


1 
Id Jo&i-ph Boardman 
w 
bv 


Id of cniii Millei and imps 
46"S "Eugene Gau hiei—Peis 
prop 


46 &1 Fiank H 
C-dne—Mo tgagee s 


irt^iest 
iots 
\ 
a r d B 


^i d t3 
" ft c* ot c 
also 


I 
poi 
of 
Ha> 
* 
o tC 16 


46 86 Mai ael 3 and Vu^ a Ga- 


L a—Tract cf Id bd n b-\ la 
Mana J Siha e b^ Id J F 
bil\e ia 
•= b^ castm =t 
-^ 


b\ 
d 
if R S Farrel \ 
poi 


of bll- 44 .-nc 
mps 


2 36 
1 48 


F 
C i a b r — Tract of 


b\ Ids o M 1-rark 


Im 
Louise Car ia 
and 
J 


Rodiigups 
e 
h\ 
Ms of 


Frank an 1 ] B ine= and 
Ma x J I3nos s b 
c lu it\ 


Ropd No 
Io41 
i 1 i 


Ms of E da G Si itos and "\I 
F de I-en^ anc' M Fiai klm 
13 4 100 acip^ 
..nd 
im 


4"666 Ehzabein 
Kai «el —- net ot 
lind bd n hv Ho i nd I r i r t 
e h\ 
d ot E F 
IM, II s bv 


J 
f F 1 a \vpll and 
\\ 1 \ 
High st 
Also ti ct 
)f 
la ..i 
I i id 
id i n 
Id of 1 l a m ell 


n id Pir fi 
c or 1 ige c i " 


hi Us of P tem i 
i et al s 


•n 
tiri il i u J 


High st 
i 
I Id 
^ f i t 
nd 
iinj «• 


4 6S1 Jpai ptte- I 
I sih 


d bd n nid i i 
H it Iw lek s 
J P Plseiei 


~0^ Llizdbeth 1 Crai t -Pre 
beg it a no nl r i th 
of Jonr-, d o .ID 
ft 
* 


"\crnrn ^t 01 Pei u n i n a\. 
rh ^H 
u fl 
L\ 1 
ft nw 


and imp 


"OR Al \ajidej J c-ia -Pee of Id 


^eg- at a po nt CM the ve «. r 
of Redwood nnd Lt_o ia -=-\os 
(h ^ 364 "4 
1) f 


ino ft i p ] 9 TO i 
4ft 1 ^ ft 
i -=• IS 


nw 
3-. 9S i r n --t 


101 *t 
nu 
I S 


b^g 
2 2f 1^0 


H 


1 46 E Herman—Ti t t 


bv id of F Z slci 
tj ro3l No IS 4 
A Me\ ei 
H i d 
^ 


E S bedgel^x 


"o2 Goodwin H Iton—P 


f 
b\ 
"1 'i 
bJ 


T J Bh= 
t b 


Hut 
ill is^n 
« b 


-niicl v, bv }-iuit\ 
imp1- 


oS M nne 
R oier—Moi tgapee s 


inte efit in nee 
r Id Ml 
ft 


b\ 
39 ft hd n 1 \ Id of J J 
Bli^ e b\ 11 of rtosp Hutch 
ir = on 
<* h\ L v n f c --t ar ' 
\% 


b~\ Fi uit\ le L\ e 


'"o" Thomi 
S H i r i ^ — Tnct 
of 


land bd r b\ Id of H S m 
ors 
e b^ 
d of II Simons « 


b\ 
Peralt i 
I \ P anc1 n b 


Id of Mbert Rh ida 
b^ing 


300 ft b^ "s4 ft and imis 


E R Jackson— Tr ct o' Und 


bd n bs 
Alan- da 
Counts 
Hie e bs id ot f C Crowles 
and Realty Ssn irate s hs 
Id o* Reilts SsidicPte 
and 


•v bs 
Id 01 
^ al > 
Ssidi 
cate 
4 35 inn 
icies 
and 


imp= 


tni te^ of rre 


Torn 
A 


^ id i " Qec Ib 
it 110 acies 


Pieice 
t istee 'ot 1 


W il am 
1-tereet in ne 


ct of 
d t 
T b 


A cl ir-c- A 
I d Rpi t^ S 
d cate 


*- of F ^ Sprirg 
^ 


Jehu H Sp MS aid 


id 
•>*• Pau in 


f 


D c 
11th 
« 


cl a ns 
<=\\ i 1 


11 1 lf< (hams 


l a nb to 
V g 


rf"i 
<" 1 "-i i! 


c i por 
tl i — 
bl ll 
N M nt 


I > 
i d 


l i d 


^ - 
ll 
N 
t l 


ict r i p l fl 
K on 
r t K 
r 
Ai in 
c1 i ( 7 


Ik 
inf 
i 


11 — 1 
N i 
r 'da l i n t 
s i 
t 


n n 
filPd 
cif leroid 


i p oi ih 
Re oid 
i 


i r » 1 1 ( i 
hat 
ol 
^ 


t 
i h 
i l l 
of ( 


C) 
t n I ' h l r b 


if Id bd n 
e 
->\ Coun 


b b\ M of 


o\ 
]rl of 


impc, 


f 
1 i 
Id 14! 


i lv Id nf 
Id c. 


T \ n d e «t 
c i\ 
ind 


S 13 


i9 I 


j j r>e t\ 
Olsf i — In 


J iact 
Ma ) No 
mat> nie 1 


if 
i ecord 
in 
the 
office 


of 
he 
Recordei 
of 
Ma 


meda Co 
ub 
f lots 


3 
J and 
4 
pee 
}f Id 
beg: 


a L a pi on the 
i 
oi G en 
a\ 
4j 't sw im 
ak a\ r tr 


sv abojt 4J ft 
i w to 13 of 


\V S Hocmer ne 
o Id of C A. 


B i&o be to beg i 3" of lot 17 
and imps 
1 & 
r?0 S M "iork—In Glen .cno Tiact 


Map 
Nf> _ -na"> f 1«= 3 of i ecord 


n the office of t e Recordei 
of Alameda Co s b 3f lots 2 
3 i anrl 42 e r, £ 100 f t a* 
ot 19 and imps 
«d po 1 ta>. 
^_ 
1902 
. 
1 50 


46S04 Mi«t \rnc. 
Hal e son—Tiact 


o* id I c" n b 
d -\ M Rose 


c bi 
XUa ado =t 
s b> Id 
F \. Li^l w b 
Id M J Lan 
d ri c por -o lots I J and Iv 
h k oS and imp"; 


\ tbS-fi Fiai k D HP ic <—In 
E-stu 
1 
oillo 
fiact 
map 
nled 
of 


iGco d m the office of the 
Recoidei of 
Mameda 
Co 


Jot^ 4 
-3 
6 
IS 
19 and 
.0 


blk 4S a. ia n ->£, 


46843 J 
M Hahe ^un—In 
Scott s 


Sub cf Har an s \ddn 
maj) 


filed of record In the 
office 


of the Fecoider o" Mimeda 
Co 
lotb r and " blk 10 


46So Fiank D He:- ^k—'n 
E=U 


diUo 
J ract 
map 
nl^d 
of 


rrcri ri in the office of the 
Reco dt" r r 
\aneda Co 


1 74 


-4 I 


lo 0" 


46903 Georf" Leseira—In East San 


Te^"dro m i p fi ed of 
re 


cord in the 
office ot 
the 


Recotder or 
^.lameda 
Co 


lot 6 bin. 4 and imps 
25 47 


4"s: Alice Rerwir -T-=ct of Id bi 


n b\ Id of S M Ma.tr ew= e 
and •! av Id o* J ilir Kerwm 
and 
w bv Tour 
load 34 


aer s 
^2 "2 


4""S2 Alice Kern in—Tr c 
of Id 
bd" 
r b\ Ids o' S ^ [ Mithews 
^ b^ \h m Tiac rind s and 
T 
1 bv Id of John Kerwin 16 


I 
Prr.% 
1 1 It 
Ica 
11 33 
4""S" ^ C.P Korwn—T r d^ t of Id bd 


I 
nw b> Id o' Jcnn Kern in 
ne b\ Jones av- end ElT 
hur^t Tiact se bv Id of J 
P ^?Iker rind 'n b\ Id of 
ri 
S 
barrel K 
28 
"1 100 
acres 
25 43 


S3 Mien Kenned —P 
> of Id I «? 


at a pt about 
50 ft s fii 


^ 1 of Pf-n iiTid i ai e 
ard 


100 ft e fm 
1 of countv ioau 


Vo SOJ tli sw , ft rw 100 
tt 
re oO ft and =e 100 f 
to 


oeg and imp0 
7 SO 


L 


N7SJ17 George H 
l « i > — l i a . t of 
Irl 


bd r b\ e=ta(e n O b Slinf 
er 
» tax Id of G o H Lee s 


I-\ 
Id 
of Lmi 
Barston 


and 
TV bj Id of Geo H Lee 


e, 9 
1 )0 lores 


Al=o tract of d V -1 n by J P 


Trean 31 and et-iate of O L 
Shafter 
e 
b 
Btookhn 
Park Hd 
s os d of Emilv 


Barstow 
and 
T 
bv id of 


Gee H Lee 
S 
9 100 acres S 49 


47S14 H C Junes—Mor'fagees inter 


eat Ic a trace o: Id bd n by 


No th 
AI 


r lU 
11 r 
II* ! ot i«,<.oid m 


i!ir> oFi c ^f 
I 
Re i der if 


-Mam 1 
<- 
I 
H b U 
4 
" -v4 


IN R r f l A HOvlEST£,\D 


4S"90 T F f hit! e1 1 — 1 l P<-lui H d 


mar 
tied of 
i ff 
f\ 
in thr 


oPi " 
III 
Re oirlp- o" A ^ 


lied 
Co pc^ 
f Id t K it a. 


K 
4f> f t r- 
m w I of P qu i 


I 1 and I/I 
fl s fr 
s 1 o' 
E l b st th f " 3i rf ft bv 


s irn ft 
loi 
tl 


45231 jm 
T Al: K^pr, _ -\ o- RTgO" >= 
inier^sl " R f r u a Hd map 
fi ed of recoid in tne orate of 
h" 
Hcooide 
of 
A. Tnir-ai 


C o 
pfe cf Id ie^ at p pt 


240 ft e fm n 
I oC Pequa II d 


anr1 \~fi ft 
-> fin s 1 of F 1 t 


st 
th 
P 
"•> " 1 0 ft 
b 
"4 


5ri 1<V| »t s lot " 
4 5 


IN EDEN "A.RK 


46"9o Cha es S D M Intosh—[n Edn 
P l'r. rmji rled nt ic 
' n 


the 
ofnre <f 
thf- Re<*oi if 
f11 


A rime-ia C o v. 40 ft o* 
7 ot 


bll- 1 
Dl 60 


4S310 S B •SpansTgord — [n n.ipn Faik 


4S342 


map nlcd of --ccord 
oftrp of the Re oidei 
meda Co lot 1 
hlk 


I N ( H L R C H I P ^ 


R SMughtci - 


the 


if Al t 


In 
Cn 11 1 


f i eco d in 


I 


Tract man flel 
t le rftlrp if the rvt 
idPi of 


Alf merii 
< o c IM rt it In 
1" hlk R and imps 


l4S3<tbMais 
C I in II v — It 
Ch IK h 


i rac t m ip fi ed or Pec-oi d in 
the off! e it the PC ordpi if 
Al tmed i ( o lo s Q 10 p - 
of lot 11 ai d ss 1.3 ft ot lot 1 
b k H and irip« 


IN 
OAK 
rRJ L 
F A R M 
1 R \ C ! 
F A R M 


In Oik 
4?3b: A H Ciff-nan — 
^ai m Tiact m i J ' i l * ' d o f i e r - 
i-d 
M th- office of the Re 
1 
corder of Alamedd 
o n 2j 


ft o' b oO ft o 
lot o blk B 


a nd imps 


4S3"s ^ililam F Doig - In Cak liee 
Farm Tract m"p "ilec. of cc 
Old in the offi c of the Re 
colder of AJamcda Co, pco 


•«?-•) >,, 
, 
, . 
> 
. 


JCTNE 4, 1904 


. , . . . 
38 


of Id bet at a point on tbe n 
1 of Monroe »t, 68 ft e ftn 25th ' 
ave. th -e 7 ft by 125 £1 li. por 


•_-- o'f'blk' B.'. .-. .. -'. .'. -". -- -. 1W- 
48435 Elizabeth L Albright — Jn Oak 
Tree Farm Tract" map filed 
of recorl in the offlce; ol tbe 
Hecorder of Alamela Co, pee 
of Id beg at a pt on the nw 1 
of Julia st 100 ft sw fm Mon- 
roe st. th sw 5275-100 ft 'jy 
1619-12 ft nw, por of lot 3, 
bik D, and imps .. • 
16 72 


48465 John Mole — In-Oak Tree Faim 
tract, sub of lots 5 asd 6, m.vp 
filed of record In the 
office 
of the Recorder of'Alame la 
Co. lot 21 and u 15 ft of lot 20 
Bik B, and Imps 
1579 


48459 Johanna Christ, et al —In Oak 
' Tree Farm Tract, sub of lots 


G and ti. map flled of rec - 
ord in the office of the Re - 
porder of Alameda Co. lo's 
1 
to S. 11. 
12, 
15, 
16, 


17, nw .15 ft of lot 10. >e 
15 ft of lot IS,- sw"20 ft of lot 
18 and lots 2! to 27, blk E.... 16 18 
«471 N J Bird — Mortgagee's interc-st 
in Oak Tree • Farm Tra*:t, 
map flled of record in the 
office of the Recorder of A a- 
meda co, all excep" por ,es- 
sessed to L S Cunningham 
of lot 1. blkt1.. ..' 
1874 
<S481 Marie Lefever—In Oak 
Trc-e 
Farm Tract, map tiled "f 
record m tho office of ti.e 
Recorder of 
Alameda 
Co, 
ne 60 ft of lot 4, b>k F and 
Imps 
, 
52 15 


48481 Marie Lefever—Ptrs 
prop . 9 26 


48494 J W- Fos3—In Oak Tree Farm 
Tract, map filed of recoi d 
In the office of the Record'-r 
of Alameda Co. ne 175 ft of 
blk H and imps 
27 53 


48496 John 
R 
Ci off—Mortgagee s 
inte'rest. in Oak Tree Far n 
Tract, map flled of recejid 
In the c.fflce of the Recorder' 
of Alameda Co, ne 175 ft uf 
blk H 
'.135 65 


4S499 L L- Solomans et al. Truste-53 
—'Mortgagee's 
interest, ' in 
Oak Tree Farm Trace, miip 
filed of lecoid In IhP office of 
Jthe Recorder of 
Alamecla 


• 
Co. pee of Id beg at a pt cm 
Ihe ne 1 of East Vwrteerph 
st 272 ft se frn Howard '-f-t. 
th ne 200 ft nw 22 ,ft. ne 
101 ft. se to centei) 1 of 
Sausal Cieck. th s and ue 
along center 1 of Creek to 
the ne 1 of.East Fourteenth 
st, th nw 150 ft to beg. por 
of blk G 
'. 32 94 


IN GHIRARDELLI TRACT 


48626 G P Delplno—In 
Ghirardelli 
Tract, map filed of record 
hi thft office of the Recorder 
of Alameda Co, lots 16 and 
17 


48628 Frank V Acker—In .Gh'rar- 


dElll Tract: map 
filed 
of 
record in the office of the 
Recorder of 
Alameda 
Co, 


• lot 19 
V 


IN ORCHARD 'TRACT 


48574 John Mole—In Oichard Tract, 
map filed of record in the 
office1 of 
th'-' Recorder 
of 


•Alameda 
Co, lot 21 
a-id 


Imp? 


48576 John Mo'lc—In Orchaid Tra< t. 
map filed oi recoru In the 
eifflce 
i>I the 
Recorder 
of 


Alamt>da Co. lot 22 
2 94 


IN KING TRACT 


48685 A Rittlg=tein—In King Trai-t, 
map riled of record In the 
offic P of th« Recorder of 
Alameda Co, lot 12, blk A.. 1 45 


48536 Georgf- A 
Hutohinson—Moit- 


gagee's, interest, 
in 
King 
Trart. map filed of record 
In the office of the Recorder 
of Alameda Co. lot 12, Mk 
A 
5 25 


48598 William V Goulart—In 
Klis 


Tiaft. map filed of record 
in the cfficc of the Recorcifr 
of Alamedu Co. lot 7. blk B 2 83 


48698 William V Goula''t—In 
Kl'lg 
Tiact. map- filed o! record 
In the office of the Record- 
er (f Alameda Co. lot 8, Ilk 
B 
2 94 


4S602 Emma 
Wpymann—In 
King 


Tiac.t. map 
filed of leccid 


in the office of the Recoi d- 
er of AlamPda Co. lot 
15. 
blk B and imps 
4 2 7 


48611 F 'L and Mary II Jordar — 


Tn King Tract, map fil-->d 
of iPcoiel i'i the office of the 
Recorder ot 
Alameda Co. • 


- - lous 3 and 
4. 
blk 
C 
and 
imps 
5 91 


48615—F L and Err ma J Frencr — 
In King Tract, map 
filad 


of leccul in the office of t'ao 
Recoidfi- of 
Alameda 
C'o. 
lot 7, blk C and imps 


48617 Joseph W 
Brown—In 
King 


Tinct, map flled of .<?cnrd 
in the offic1? of the Recoid- 
er of Alameda Co. lot 8. Mk 
C 


5.31 


In the office of the Recorder 
of Alameda Co, lot 6, blk 
8 and imps.. .. 
_,. 


, IN blMOND" TRACT 


48828 Julian '-Sonntag—Mortgagee's 
.'"nterest, In Dlmond Tract, 
• map flled of record In the 
-""'Office 
of the 
Recorder of 
Alameda Co, lot .10, blk A 19 45 
48868 George H < Duck—In Dlmond 
Tract, map filed of record , 
in the oflice of 
the Re- 
corder 
of 
Alameda 
Co, 
pee of id beg at a pt on the 
n 1 of Hopkins st 80 ft w fm 
Frultvale ave, th w 32 fe 
by 126 ft n. por of lots 4 ' 
and 6. blk B, and Imps.. 11 99 


4 8863 Jennie 
C Dunleavy—In 
Dl- 
mond Tract, map flled of 
record in the office of the 
s Recorder of Alameda 
Co, 
lot 18, blk B and Imps 
12 69 


•IN LEVY 
TRACT 


48883 W 
W 
Butler 
(Trustee)— •. 
In 
Levy 
Tract, 
original 
subdivision, map 
flled 
of 
record In the office of the 
Recorder of Alameda 
Co, 
lots 7 and 8. blk 752 
3 29 


48883 Laura 
Smoot—Mortgagee's 
interest, 
in 
Levy 
Tract, 
orignal 
subdivision, 
map 


filed of record in the 
office 


of the Recorder of Alameda 
Co. lots 7 and 8, blk 752 
2 31 


18887 Syndicate 
Investment 
com- 


pany—In Levy Tract, map 
flled of record In the office 
of the Recorder of Alameda 
Co, lot 4, e 4 ft of lot 3. and 
nw 7 ft of lot 5. blk 753. 
and imps 
,. .. 
8 04 


18898 Clemens 
Buchdltz—In 
Levy 
Tract, map filed of record 


09 


' SI 


14 53 


30 


8 30 


2 92 


2 95 
AVE 
IN 
HEALDS 
TWENTY-THIRD 
TRACT 


48639 G L Fltz—In llealds Tweniy- 


third Art Tract, map filed 
nf iccoid in the office of the 
TUcord-i of 
Alameda Co. 
lots 21. 22 and 
23, blk A 


anil imps 
7 25 


48640 Laura 
Smoot—Mortgagee's 
Interest, in IlealcU '"wenly- 
thl'rt Ave 'J met 
rr ip fled 


of ipc-srd in tlie oflice of the 
Ke< o:-cl' r of 
Alameda <'o, 
lots jj. 22 and 23, blk /.. 4 56 


45653 G 
A 
\Vfjribc-rs—I" 
Hea ds 


Twcntv-thliu 
Ave 
Tract, 


mop tiled of record in the 


, offlfe 
of 
the 
Recorder of 


Alameda Co s 20 ft of n 
DO ft of e 20 ft of lot 
16. 


blk B ,ind imps 
3 75 


45654 Matfc R Appling—In 
Hcalds 
T^\ rntv-thlnl 
Ave 
Tr^ct, 


mnp filed of i»corcl in the 
office 
of the RCLOider 
ot 
Alumed.t C'o, pne of Id l'>eg \ 
at a pt 
on the 
sw 1 of 
East 
Tvventj -third st 165 


35-100 ft n w fm Twen'y- 
third ave. th nw 35 ft by 110 
ft w. 
nor of lots, 1 and 2, 


Mk B. and imps 
S 63 


4868C J L Fltz—In He-aids Twen'y- 


thlid Ave Tract, map fiied 
of r'cord In the 
office or 
thr Recorder 
of 
Alarm da 


i 
Co. lot.s 13 and 14. blk l).. 1 05 


4S6S7 I^aura Smoot — Mortgagee's 
interest, in Healds 
Twen- 


ty-third 
Ave 
Tract, map 


filed1 of record la the ofllca 
of the Recorder of Alanwfls. 
I 


Co, lots 13 and 14, blk 1).. 3 21 


3N SHUEY ESTATK :' 


48703 Charles 
M Buck—In 
6hney 
Estate, .map flled of 
re- 


coid in the oftice of 
the 
lie -order of 
Alameda 
Co, 
pec of Id beg Mt a pt on 
the w 1 of Shuey ave -74 
it sw fm Kuff ave, th sw 
50 ft by 20P 25-100 it Jiw, 
and imps 
15 91 


48716 H 
- Kramer—In 
Shuey 
Ks- 


tatc, map flled of record in 
the 
office of the Recorder 


of Alamoda Co, n 21S 3S-100 
ft of lot G, 2 77-100 acies. 
and imps 
1061 


48717 S • P 
Hall—Mortgagee's 
in- 
. teretit. m 
Shifey 
Estpte. 


mui) flled of record in the 
"office of the 
Recorder 
of 


Aliimeda Co. n 
SIS 38-100 
ft of lot 6, 2 77-100 acres.. 19 69 


48720 T R McCuen—In Shuey Ks- 
tate'. map* flled of record 
t-. 
in. the 
office 
of the Kc- 
corder 
of . Alameda ' Co, 


n 50 ft of lot 7, and Imps 9 16 


• ' 
IN BLASDEL TRACT 


48742 George 
C Mather—In 
Bias- 
del Tract, map flled of re- 
cord in the 
office 
of 
the 
Recorder of 
Alameda 
Co, 
lot 9. blk 2. and imps 
5 37 
4874S E B Smith—Mortgagee's 
in- 
teiest, 
in 
Blasdel 
Tr.ict. 
mop flled of record In the 
office 
of the 
Recorder of 
Alameda Co, lot 9, blk 2.. 24 82 
48749 J "J Johnson,—Mortgagee's ln- 
'terest. 
In 
Blasdel 
Tmct, 
map filed of record in the 
office 
of the Recorder of 
Alameda Co, lots 27 and 28. 
blk 2 
68 08 
48751 Linn A Gilllepie—In 
Bla-'-del 
Tract, map flled of record 
in the office of the Recorder 
of Alameda Co, lots 21 and 
22. blk 2 
4 02 


"iN PUTNAM .TRACT 


48*01 Pauline Pflug — In 
Putnam 
Xract, map. filed of record 


in the oftice of.the Recorder 
of Alamsda. Co, e 15 ft of 
lot 2 and w 21 ft of lot 3, 
blk 753 and Imps 


18900 Anton A Almainen—In . Levy 
Tract, map flled of record 
In the office of tlie Recorder 
of Alameda Co., lot 7. o 7 
ft of lot 6 and w 4 ft of lot 
8, blk '753 


18902 Nancy 
Hamilton—In 
Levy 
Tract, map filed of record 
In the office of the Recoi der 
of Alameda Co., lot 1, blk 
754 and imps 


IS920 C G Bat-told—In Levy Tract, 


map filed of record in the 
office of the Recoider of Al- 
arrieda Co.. lot 16 wild u i4 
of lot 17, blk 754, und Imps 4 13 


18924 Sarah 
M 
Hovey—In 
Levy 
Tract, man filed of record 
in the office of the Recorder 
of Alameda Co., lot 15, blk 
754 and imps 


18930 Syndicate Investment Co—In 
Levy Tract, map flled of 
record In the office of the 
Recorder 
of Alameda Co , 


lot 5 and w Ifc o'f lot 6. blk 
76U, and imps 
, . . .. 


18937 George H Klnne — In 
Lew 
Tract, map iiled of iccotd 
in the othce of the Recorder 
of Alameda Co.. lot 7. and e 
K of lot 6, blk 
769. 
and 


imps 


1S9S9 J V Matteson—In Levy Tract 
map filed of recoid in the 
office -of 
the 
Rpcorder of 
Alameda Co., lot 8 and w Va 
of lot 9, blk 769, and imps . 


48941' Adelbert T 
Hay—In 
Levy 
Tract, map 
filed of rec6rd 


In the office of the Recorder 
of Alameda Co.. lot 10 and e 
Vt of lot 9, blk 769, and imps 7 58 


48941 Adelbert T Hay—Pers prop . 3 48 
48946 Esquidius 
Seltz—In 
^Levy 
Tract, map filed of record 
In the office of the Recorder 
of Alameda Co.. lots 17 and 
18, blk 769. and Imps.. .. 


48947 Allle 
A. Oarlock—In 
Levy 
Tract, map flled of record 
in the office of thp Recorder 
of Alameda Co . lot 28 and 


e H of lot 27, blk 76'J, and 
Imp* 


48952 Hannah D King — In Levy 
Tract, map filed of record 
in the office of the Recorder 
of Alameda Co., lots 3 and 4 
blk 770 


4S94;6 James F Glover- — In Levy 
Tract, map filed of record 
In the office of the Recorder 
of Alameda Co.. lot 16 and 
n Vi of lot 17. blk 770, and 
imps 


4S979 C and A Allen—In Levy Tiact 
mip Hied of record in the 
office of the Recorder of Al- 
ameda Co., lot 2, blk 771, 


• and imps 


48982 Richard Fernandez—In Levy 
Tract, map flled of record 
in the office of the Recorder 
of Alameda Co , lot 4, blk 
771 


4S990 Christian A Welben—In Levy 
Tract, map filed of record 
in the office of the Recoidpr 
of Alameda Co., lot 25. blk 
771 


48990 Christian A Welben—In Levy 


Tract, map filed of record 
In tbe office of the Recorder 
of Alameda Co., lot 26, blk 
771 


4S992 W E Rudell—In Levy Tract, 


map filed cf record m the 
office of the Recorder of Al- 
ameda Co., pee of icl beg: 
at the se cor of Fruitvale 
avp and Washington st, th 
s 30 40-300 It by 107 ft e. 
por lot 1, blk 772 and imps.. 


49009 J V Mattei-on—In Levy Tract 


map filed of record in the 
oflice of 
the 
Recorder of 


Alameda Co., lot 10. blk 772 


40010 J V Mattpsou—In Levy Tract 


map flled of recoid In the 
office of the Recorder of Al- 
arneda Co., lot 9. blk 772 
and imps 


49033 Emma Cords— Philips 
Resvb 


of blk 773, Levy Tiact. map 
filed of reroid in the office 
of the Recorder of Alame- 
da Co.. lot 22, -blk 773 . . 


40034 Hiram E Hutchcroft—Mortga- 
gee's inteiost 
Philips Re- 


sub of bile 773 I.evj- Tract 
map filed of record in thp 
office of the Recorder of Al- 
ameda Co . lot 2? blk 773. 


49073 Delflno D Toro—In Levy Tract 
map 
flled 
of 
record 


in the office of the Recorder 
of Alameda Co.. per of M 
beg at a point em the w 1 
of Tevis st 35 ft n fm Wash- 
ington st, th n 37 ft by 125 
ft sw. por of lots 12. 13 and 
14. blk 775, and Imps 


ft w fm Lleaa ave, th w 
S2 85-100 ft by 165 80-100 ft 
...a. and Imps 
....10.40 


IN HENRY & PHILLIPS BtiB' OF 


• BRAY TRACT; 
• 


49J55 M W Pangburn—In' BTenry & 
Phillips Sub of Bray Tract, 
map filed of record In the 
office of the Recorder of Al- 
ameda Co.. lot 61 
755 


49270 Joseph 
"Wolfram-Mortgagee's 
interest in Henry & Phillips 
s 
SuV> of 
Bray Tract, .map 


filed of record in the office 
of the Recorder of Alame- 
da Co., lot 68 
12 28 


49271 Mattle 
Wurrn—In 
Henry & 
Phillips Sub of Bray Tract, 
map filed of record in the 
office 
of the Recorder of 
Alameda 
Co.. 
lot -69 and 
imps..,.. - • - 
5 21 


49297 William 
Keltlng—In 
Bray 
Tract, map filed of record 
in the office of the-Recorder 
of Alameda Oo , lot IP, arid 
imps 
••' 
16 85 


IN LAMP TRACT. 


40343 J W' and M Rhode—In Lamp 
Tract, map filed of record 
in the office of the Record- 
er of Alameda Co., lots 7 
and 8, and Imps..". 
3 3u 


49345 John and Mary Elb—In Lamp 


2 13 , 


3 80 


9 92 


6 10 


S 04 


13 


9 58 


6 96 


6 15 


C 95 


I 16 


# 


1 92 


1089 


3 51 


9 00 


3 80 


2 35 


10 


6 26 


4 75 


IN FRUITVALE STATION TRACT. 


49119 M J Groenwlg—In 
Frultvale 
Station Tract, map tiled of 
record In the ofllcft of the 
Recorder of Alameda Co., 
lot 36. blk A and imps 


49166 Henry W Smith—In Frultvale 
Station Tract, map filed of 
record in the office of tho' 
"Recorder of Alameda Co.. 
lot 11 n % of lot 10 and s 
H of lot 12. blk C. and imps 


49168 James A Butler—In Fruitvale 
Station Tract, man filed of 
record In the office of tho 
Recorder of Alameda Co.. 
>ot 13 and n % of lot 12, blk 
C, and imps 


49182 James Pettigrew-In Fruitvale 
Station Tract, map filed of 
record in the' office of the 
Recorder 
of Alameda Co., 


lot 2. blk D 


49183 P J and Lawrence Median— 
In Fruitvale Station Tract, 
map flled of record in the 
office of the Recorder of Al- 
ameda Co.. lot 4. blk D 
7 66 


JN/TWENTY-TWO ACRE TRACT. 


49192 Isabella Hawkins—In Twenty- 
two Acre Tract, map filed 
of record in the office of the 
Recorder of Alameda Co., 
pee of Id bes at the sw 
cor of Old CouTity Road and 
Llese st. the w on Old Coun- 
ty Road 68 05-100 ft by 150 
22-100 ft s and imps 
' 921 


49205 Charlotte Boynton—In Twen- 
\vo Acre Tract, map filed of 
record in the office of the 
Recorder of Alameda Co., 
pee of Id beg at a point on 
the w 1 of Llese a*-e 129 
97-100 ft s fm Old County 
f* Koad. th s 60 ft by 265 31- 
100 ft vr, 
Also In 
Twenty-two 
Acre' 


« 
Tract, map filed of record in 
the office of the Recorder of 
. Alameda County, pee of Id 
beg at a point on tbe s 1 of 
Old County Read 68 6-100 


Tract, map filed of record 
in the office of the Recorder 
of Alameda Co.. lot 6. and 
imps 
49J58 Augustina 
Macpher^on — In 
Lamp Tract, map flled of 
recoi d In tlie oflice of the 
Recorder of Alameda Co., 
loto 3U and 31 and imps... 


IX FRUITVALE TERMINAL 'TRACT. 
49372 Bernard McKevitt—In Frult- 
valo Terminal Tract, map 
filed of recoid in the office of- 
the Recordei 
ot Alameda. 


C'u 
lot 13, bl'i A, and imps 3 10 


I 4937S Grant L Williams—In' Frult- 
! 
valo Terminal Tract, 
map 
1 
filed 
of record . in the office 


3 45 ] 
of the Recorder of Alameda 


I 
Co.. lot 16 and s la of lot 
15, blk A, and imps 


49360 The McCarthy 
Company—In 
Fruitvale Terminal Tract, 
map filed of record In the 
office of the Recorder of Al- 
ameda Co.. lot 26 and w 5 
tt of lot 25-. blk A 
• • • • 


•19;S7 Joselina Aimstrong - In 1 rult- 
vale Terminal Tract, map 
filed of record In the ofhce 
ot the Recorder ot Alameda 
Co 
lot -9 a,nd n Yz °f 'ot: 


28, b.lk A. and Imps. .. .. 


45.100 Herbeil Allaire — In Fruitvale 
Terminal Tract, map filed ot 
recoid In the 
office of ^ the 
Recordei- of Alameda Co, w 
13 ft of lot IB and e- 15 ft of 
lot 19, b'.k A, and imps .. .. 


49 »a Albert E Peck - In Fruityale 
Terminal Tiact, map filed o£ 
•-ecoi-d 111 the 
office of 
the 


I 
flecorder of Alamtda Co, lot 
•!3 and w 12V" it of lot 22. and 
e 5 ft of lot 24, blk A,-and 


49403 Madellna Ghtrardelli — Mortg- 
agee's interest In Fruitvale 
Terminal Tiact, map fl.ed of 
Record in the office of the 
Recorder of Alameda Co, lots 
16 and 17, blk B 
.. 3170 


49!10 The McCarthy Company — In 
Fruitvale 
Terminal 
Tract, 
map flled of record In the of- 
tice of the Recorder of Ala- 
meda. Co, e 10 ft of lot 20, blk 
Cj 


49417 Peter' C fiu'ltqulst - 'in Fruit 
vale Terminal Tract, map fil- 
ed of record in the office of 
the Recorder of Alameua Co, 
e 10 ft of lot 2 and w 22 ft 
of lot 3. blk B. and imps., . 


49418 Theodore Kosch — in Fruitvale 
Terminal Tract, map tiled of 
lecord in the office of the Re- 
corder of Alamecla Co, lot 1. 
and w 13 ft 
if lot 'i, blk C, 
and imps 


49421 John Beck — In Fruitvale Ter- 
minal Tract, map flled of 
record in the office of the 
Recorder of Alameda Co, lots 
,") and 6. b'.k C, an.. Imps 


49424 C A Jefters — In Fruitvale Ter- 
minal Tract, map 
filed of 
lecord In the office ot the Re- 
1 
r-order oL Alameda Co, lot 11 
blk 
C, and 
Imps 


4M30 Hattie K.Crosse — In Fruit- 
. vale Terminal Tract, 
map 
flled of record in the office of 
the 
Recorder 
of 
Alameda 


C'o, lot 23 and n 20 ft of lot 22, 
blk C. and imps 
52: 


4D453 William M ~.ewls — In Fruit- 
vale Terminal Tract, map 
flled of record in the office of 
' 
the Recorder o£ A'.aLmeda Co, 
lot 14, blk E, and imps, also 
s Vi of lot 15, blk E 
4 2S 


41-464 Mary A Brewer — In Frultvale 
Termiral Tract, map flled of 
Record in the office.of the 
Recorder of Alameda Co. lot 
30, blk F; also lot 11, blk F 
and imps 
3 20 


41467 Halger H Harder —In Fruit- 
•vale 
Teimmal Tract, 
map 
filed ot record in the office oC 
the Recorder of. Alameda Co, 
lot 14. blk F, nr.d imps, also 
s '/- of lot lo, blk F 
7 56 


4!'471 The- McCai thy Company — In 
Fruitvale 
Tennin: 
Tract, 
map filed of record in the 
office of the Rccoider of Ala- 
meda Co, lot IS. blk F, and 
imps 
267 


4!>474 Rict-ard Z Magee — In Fmit- 
val Terminal Tract, map filed 
of record in the office OL the 
Rpcoide- of Alameda Co. lots 
19 and 20. blk F, ajid Imps . 4 75 


41178 Ellen and James Moynagh — In 
Frultvale 
Terminal Tract, 
map flled of record In the 
office of the Recoi der nf Ala- 
meda Co, lot 22. blk F, and 
imps 
4 39 


4MEO John M Nils-ion — In Fntltvale- 


Teymlnal Tract, map filed of 
record in th« oflice of tne Re- 
corder of Alameda Co, lot 23. 
blk F; also lot 24, blk F, and 
imps 
* .. 5 21 


4M95 Edward Burns — In Frultvale 
Teimlnal Tract, map filed of 
record in the office of the Re- 
corde'r of Alameda Co, lot 14, 
blk G, and Imps 
, .. S 68 


4'1499 Frank W Hubbard — In Fruit- 
vale Terminal Tract, map 
fllfed of record in the office of 
the Recorder of Alameda Co, 
lots 17 and IS, block G, and 
imps 
4 75 


41501 Continental Building and Loan 
Association — in Fruitvale 
Terminal Tract, map flled of 
record In the office OL the Re- 
corder of Alameda Co. lots 
19 and 20. blk G, and imps.. 12 51 


41303 Mary H Papatiek—In Fruitvale 
Terminal Tract, map flled ot 
record in the office of the 
Recorder of Alameda Co, lot 
23, blk G; also lot 24, bin «, 
and imps 
169 
41505 Home Building Company — In 
Fruitvale 
Terminal 
Tract, 
map fled of record in the of- 
fice of the Recorder of Ala- 
meda Co, \ott> 25, -'6. 27, .and 
!!S, blk G, -and imps 
5 21 


41309 H F A Weiz - In Fruitvale Ter- 
minal Tract, map flled of rec- 
ord in the-office of the Re- 
corder of Alameda Co, lots 31 ' 
and 32, blk G, and imps.. .. 473 


45511 The McCatthy Company—Mort- 


¥igee's Interest in Fruitvale 
erminal Tract, map filed -of 
record in thfc office of the Re- 
corder of Alameda Co, lota 31 
and 32, blk G 
Ill 


• --Tract,- map -flled of r cord In ' - 
the office of the Rec> rder of 
Alamecla Co, lots 11, 1, 13 and 
< 
•14, andlmpB.', - 
: - -- 1369 


48559 Amanda L Anderson — tn For- 
est Park .Tract, map flled of 
record to the office of the 
Recorder of Alameda Co. lot - 
27 and n 21 6-12 f t-o lot 28, 
and imps 
484 


495«0 State Savings Bank — & ortgagr- • 
ee's interest In Fore it * ark 
Tract, marl med of r, cord in 
the office of the Red rder ej 
Alameda Co. lot 27, l nu n 21 
6-12 ft of lot 28 
22 13 


49564 H A Pleitner et al, ti istees— 
Mortgagee's interest in For- 
est fark Tract, map filed 01* 
record in the office of the Re- 
corder of Alameda C<. lot 7.. 30 24 


49567 C W Hammer et al — In For- 
est Park" Tract, map filed of 
record in the office of tht 
Recorder of Alamed 
Co, e 


25 ft of lot 9 
v.. .. 
49509 Caspar Mltcuel — In Forest 
Park Tract, map fllec 01 rec- 
ord in the office 
of thajRe- 
corder of Aiameda Co, w 50 
ft of lot 22 and e 25 t of lot 
10 


49574 Delos Pratt — Mortgafee's in- 
terest- in Forest Par 'iract. 
map filed 'of record In the 
office of the Recordei of Ala- 
meda Co, lot S 
49575 Francis L Cole — In Forest 
Park Tract, map fllec of rec- 
ord in the Oi..ce of he Re- 
corder of Alameda C ), lot 2 
and imps 


49581 Henry C anu Allle A G u'lock— 
In Forest Park Trn -t, map 
•ffiled of record in tl e ofllco 
of the Recorder of . .lameda 
Co, e 50 ft of lot 18, ai d imps 
w 25 ft of lot 19 


495S6 Mary Cox—In Forest 
P^rk 
Tiact. map nled of record 
In .the ofticf of the 
lecord- 
er of Alamc-da Cci. ^ 25 H 
of e 75 ft oi lot 19, 3 50 ft 
ot lot 19 and Imp? 
49588—Klnnle C Bashford—I 
For- 
est Park Tract, m; p tiled 
of recoid in t"he o nee of 
the Recorder 
of Alameda 


Co, lot J and lot 4, ai d Imps 5 37 


49593 William E Rudell—In 
Forest 
Park Tract, map 
i led 
of 
record m the office of the 
Recorder of 
Alarm la, Co, 


filed of record in the office 
of the Recorder of Alameda 
Co, lot 61, and e % of lot 
, 
-- • -'•••60.-blk-C ana imps.. .. "..' 5 91 


49899 Katberine 
Menderville — In 
Frnlt'vale Villa Tract, map 
, 
filed 
of record in the office 


of the Recorder of Alameda 
Co, lot 62, blk C 
1 04 


49899 Katherine 
Mendrevllle — In 
Fruitvale Villa Tract, map 
filed of record in the office 
of the Recorder of Alameda 
Co, lot 63. blk C 
1 04 


49899 Katherine 
Mendrevllle — In 
Frultvale Villa Tract, map 
filed of record in the 'Office 
the Recorder ot Alameda 
Co, left 64, blk C 
1 04 


49899 Katherine 
Mendrevllle — In 
Fruitvale Villa Tract, map 
filed of record in the office! 
of the Recorder of Alameda* 
Co, lot 66, blk C 
1 05 


49900 Christine 
DeneK—In 
Fruit- 


vale 'Villa Tract, map filed 


I 
of record in 
the 
oftico 
ot 


I 
the 
Recorder 
of 
, Alataeda 


i 
Co, lots 66 and 
68, blk 
C 
and lot 67, blk C and imps 3 74 


03 i 49907 Rdbert L Hatcher—In Fruit- 
vale Villa Tract, map filed 
of 
record 
* In 
the 
office 


blk F and Imps 
-.. 968 


50287 A 
R 
Palmer—In 
Inspect 
Hill Tract, revised map of 
. ' 
- block I, A, E and F, map 
flled of record in the office 
of the Recorder of -Uameda 


Co., lot 43, blk F 
1 5S 


50288 A 
R 
Palmer—In 
1'rospect 
Hill Tract, revised map of 
blocks I, A, E and F, map 
flled of record in the office 
of the Recorder of Alameda 
Co., lot 44, blk F 
1 69 


50288 A 
R 
Palmer—In 
Prospect 


Hill Tract, revised map of 
blocks I, A, E and F, map 
filed of record In the office 
of the Recorder of Alameda 
Co.. lot 45. blk F and Imps.. 2 68 


50289 George N McGee—In Prospect 
Hill Tract, revised map of, 
map filed of record in the 
ocffie 
of 
the 
Recorder 
of 
Alameda Co.. lots 1 and 2 
bin. G, lot 3, blk G. and imps 
and lots 4 to 9 inc. blk G.. 6 29 


50290 Ella 
C 
Lampe—Moi tgagee's 


Interest in 
Prospect 
Hill 
Tract, revised map of, map 
filed of recoi 4 in tlie office 
of the Recorder of Uameda 
Co., lots 1 to 9 1m, blk G 5 91 


i 
of the Recorder of Alameda 


I 
Co, 'ot 7S. blk C.> 
2 62 


2 76 ' 49807 Robert L Hatcher—In 
Fruit- 


, 
vale Villa Tract, map filtd 


' 
of record In the office of this 
| 
Recorder of Alanteda 
Co, 


l 
lot 79. blk C and imps.... 27 5' i 


4 28 | 49914 Alice P Hallowell—In Fruit- 


I 
vale Villa Tract, map 
filed 


i 
' of record tn the ofhce of 


• 
the 
Recorder of 
Alameda 


I 
Co, lot 
91, blk 
C. and 
lot 


I 
- 
92. blk C and 
Imps- 
5 «2 


2 U3 I 49917 David 
E Taylor—In 
Fruit- 


I 
vale Villa Tract, map 
riled 
of record in the 
office of 


the Recorder of 
Alameda 


Co, lot 37, blk C. and Imps, 


! 
and lot 98, blk C 
5 25 


2 93 
IN PERALTA AVE TRACT. 


i 49976 W S Brasher—In Peralta ave 
Tract, map-filed of record 
in-the office of tlie Recorder 


j 
of Alameda Co.. lot 13 


[49976 W S Brasl-er—In Peralta Ave 
| 
Tract, map flled of recoid In 
the office of the Recorder of 
Aiameda Co, lot ]6. 
w 50 ft of lot 62 ai d imps 3 22 ' 49978 Thomas J Wiggins—In Feral - 
" 


2 ID 


12 


3 32 


3 31 


3 31 


6 35 


03 


3 44 


7 571 


49601 Mary and Nellie L 
Pweedi 


Trusiees— In 
Fpresi 
Park 
Tract, map filed of recoid 
in the office of the pacoider 
of Alameda Co, , lot; 'd, and 
imps 
................ 


4S601 Mary and Nellie 
L 
-weedl, 
Tr.usteea — In 
Foresi 
Park 
Tract, map Jiled of reco:d 
in the office of the 
lecord- 


er 01 Alameda Co, ot 3S... 
39612 Henry H. McPike— In 
Forest 
Paik Tract, 
map 
, led of 
record in the office of the 
Recorder of Alamec a 
Co, 
lot 49 and imps 
.......... 


49612 Henry H McPike— Pe s prop 


IN DERBY TRA 'T 


49632 State 
Savings 
Bank — Mort- 


f 
gagee's interest, 
in Derby 
Tiact. map filed of iecor.1 
in 
the 
office 
of ti e 
Re- 
corder of Alameda Co, lot 
20 
................ 


IN LINDA ROSA Tl-ACT 


49671 E G Wood — Mortgage 'B 
in- 
terest. 
in 
Linda 
Rosa 
Tract, map. filed cf record 
in the office of the T ecordei 
of Alameda Co, lot 4J. blk 
A 
................. 


49672 William C 
Biddle— In 
Linda 
Rosa Tract, map 
iled of 


record In the office of the 
Recorder of 
Alamc la 
Co, 
lot 1. olkB 
......... 


49672 William C Biddle— In 
Linda. 
Rosa Tract, map 
iTcd of 


record In the office of the 
Recorrlpv 
of 
Alam da, Co, 


lot 2. blk P. 
.......... 


49672 William C Biddle— In 
Linda 
Rosa Tract, map' tied of 
itcord in the office of*the 
Recorder 
of Alanrr la 
Co, 


lot 3. Mk B 
....... 
. 


4967.' William C 
Biddle— In Linda 
Rosa Tract, 
map 
tied 
record 
Recorder 
lot 4, blk 


the office of 
of 
Alarr.f ia 


B 


ta Ave .Tract, map filed of 
record in the office of the 
Recorder of Alameda Co., 


I 
lot 
20 
2 13 


I 49986 Martin Hermanson—In Peral- 


ta Ave Tract, map filed of 
record in the oflice ot the 
Recorder of Alameda Co., 


- 
lots 33 and Imps and lot 34 3 SS 


49992 A"thur 
Muellei—In 
Ppialta 
Ave Tract, map flled of rec- 
ord in the office of the Re- 
colder of Aiaroeda Co., lots 
n and 43 and lot 42 and 
Imps 
4 27 


4f»996 F Hutchmson—In Peralca Ave 
Tract, map filed of record 
in the office of the Recorder 
cf Alameda-Co.. w 15 ft of 
lot 46. lot 47 and imps, and 
lots 4S and 49 
1 68 


40997 J L Brown—Mortgagee's 
in- 
terest in Paralta Ave Tract, 
map filed ot record in the 
office 
of the 
Recorder of 


Alameda Co . w 33 ft of lot 
46 and lots 47. 4S and 43.. 14 02 


IN FRDITVALE COTTAGE HOME 


TRACT. 


50014 Samuel and Isabella Hawkins 


—In Fruitvale Cottage Home 
Tract, map flled of tpcord 
in the office of the Recorder 
of Alamecla Co., lots 40 ta 
44, and imps 
4 2S 


IN DE WOLF TRACT. 


50075 Walter L Gibson—In De Wolf 
Tract, map fit^d of record 
in tlie office of the Recordei 
of Alameda Co.. n 33 4-12 ft 
of lot 12 a-id-s 5 It of lot 
11. blk C and imps 
s 36 


50075 Walter L Gibson—Pprs prop 3 90 
50099 Home 
Building 
Companj — 
In De Wolt Tract. m~u rled 
of record in the office ot the 


i 
Recnider 
of Alamecla Co.. 


I 
lot 16. blk D 
3 61 


.( 30 ' 
IN CHAMPION TRACT 


3 75 


8 07 
3 90 


43 75 


12 23 


4 56 


1 <I5 


1 04 


. . 
- In Pros- 
N Iscd 
map 


3 21 


IN DALEY TRAn 
I 


49696 F 
O 
Schuilerts—In 
Daley 
Tract, 
map 
filed 
of record 
[ 


in the office of the Recoid- 
er of AUmeda Cc 
lot 1 
blk B 
1 85 , 


49743 Albert 
M 
Smith—Iri 
Dale> 
i 
Tract, map 
riled ol record 
> 


in the office of the I ecordei 
i 


of Alameda Co, lot 21, blk 


49743 Albert "M' Sm'ith—in ' Daiej 
Tract, map riled oi record 
in 
the 
office 
of t n; 
Re- 
corder of Alameda Co, lot 
22. blk F 
, 
2 63 


IN FRUITVALE 
GLEI 
TRACT i 


49750 H 
W Garnet—fn 
Pruitvale 
Glen Tract, map 
iled ol 
record in the office of the 
Recoider of ' Alame la 
Co 


iota 3. 2 unfi 57, a d im.is 
4 11 


49766 L 
N Petei son—In 
I- ruitvalc- 
Glen' Tract, 
map 
iled of 


reco:d In the 
office of thp 
Recoi der 
of 
Alam dd 
Co 


lot 35 and imps 
6 45 


49772 M A Steenberger—In 
Fruit- 


vflle Glen Tract, m ip filed 
of record in 
the 
c ffice 
of 
the Re^ordel 
of . JamPda' 
Co, lot 56 and imps . . . . 15 37 


497S4 M 
S 
Hausi-r—In 
I-rtilUalp 
Glen Tract, map 
iled of 


recoid in the office of thp 


f 
Recorder of 
Alame 3a 
Co, 


lot 6S and 
imps 
7 S6 


497S4 M S Hauser—Pers p'r >p 
7 58 


IN FRUITVALE ELEC" RIC ROAD 


TRACT 


49791 Paul Maisonneuve—In 
Fruit- 
vale Electnc 
Road 
Tract, 


map filed of recoid in the 
office 
of the 
Rtcc -der of 


Alameda Co. lot 6. blk A, 
and 
Imps, and lot 6, talk 


A 
4 29 


49791 Paul 
Maisonneuve — Pers 
prop 
3 90 


49804 May C Masterson—In 
Fruit- 
vale Electric 
Road 
Tract, 
map filed of lecorc in thp 
office 
of tht Recc rder of 
Alameda Co, lot 10 blk B; 
lot 11, blk B and nips.. .. 
6 9S 


49804 May C Masterson—P' rs prop 3 90 


IN BELLEVUE T IACT 


IN DBERING TRACT. 


49539 Mary B Meyers — In Deerlng 
Tract, map filed of record in 
the- office of the Recorder of 
Alameda Co, • pee of Id beg 
at a' pt on the w 1 u- Pren- 
tifis ave 425 ft Jiw fm Peralta 
ave, th nw «u ft by 12275-100 
ft sw 


49547 Andrew 
Ortlip — In Deerlrg 
Tract, map filed of record In 
• the office of the xtecorder of 
Alameda Co. pee of Id beg 
at a point on 
the sw 1 of 
Davis st 375 ft nw fm Peralta 
ave. th nw 50 ft by 123 ft sw, 
and imps 
19556 James C Baker — In Deering 
Tract, map flled of record 
In' the office of "the Recorder 
of Alameda Co, pee of Id beg 
at the Intersection of the 
. w 1 of Peralta st with the 
n 1 of Davis st, th n 75 ft by 
125 ft w, and imps 


''95SS6 James C Baker —Pers prop .. 


9 29 


16 99 
3 90 


•U55S 


IN FOREST PARK TRACT. 
cAtinental Building and Loan 
Association — In Forest Park 


49S16 Samuel 
Oppcnhim >r — In 


Bellevue 
Tract. 
re-sub 
division, maj> filed of re- 
cord 
In the 
office of 
the 


Recorder of 
Alam< da 
Co, 
lot 13 und w % ol lot 14, 
and imps 
11^31 


40820 S A D Sohenck—In Bellevue 
Tract, 
re-subdivlsi 11, ma :> 


filed of record In t le office 
of the Recorder of Vlamed.i 
Co, lot 18 and se 
15 ft of 


lot 17 and Imps 
9 63 


49822 J 
B , Medina—In 
Bellevue 
Tract, re-sutadivisloi, 
ma-j 


filed of record In t ic office 
of the Recoi der of Vlameda. 
Co, lot 
19 and 
in ps 
17 5-1 


IN FRUITVALE VILL i. TRACT 


49874 Felix 
Simon—1\. 
. *ru:tvale 
Villa Tract, map 
iled 
of 
record In the offic- 
of the 
Recorder oi Alam 'da 
Cu. 


lot 20, blk B 
2 12 


49874 Felix 
Simon—In 
"ruitvale 
Villa Tract, map flled of 
record in the offic' 
of the 
Recorder 
at 
Alar eda Co, 


lot 21, blk B 
2 12 


49877 Mary A Crawford—Ir 
Fruit- 
vale Villa Tract, r lap filed 
of. record in tthe, 
>ffice of 
the Recordei ' or 
Alameda- 
Co, lot '26,' blk B 
2 12 


49877 Mary A Crawford—- 
Frut- 
vale Villa Trtct. m; p flled of 
record In the 
offic • of 
tho 
Recorder of 
Alasr eda Co, 


lot 27. blk B 
2 12 


49888 G H Baker—Mortgage's 
In- 
terest, in 
Fruitva e 
Villa 
Tract, map filed c f record 
In the office of the Record- 
er of Alameda Co lots 43 
and 44, blk B 
8 61 


49889 Stephen Tuttle—In 
''ruitvale 
Villa Tract, map flled 
cif 
record in the offic • of the 
Recorder of 
Alam -da 
Co, 


lot 45. blk B; lot - 6, blk B 
and imps, and lot 47, Dlk 
B 
6 17 
49897 William 
T 
Peac ley —In 
Fruitvale Villa, Tr .ct, map 


5012S I O Hcyder.feldt—In 
Cham- 


pion 
Tract, map 
tiled of 
recoid in the office of the 
Rfcoider of Alameda 
Co, 


s 5 23-100 ft ot lot 1. blk 
A 
77 


50128 I O Heydcnfeldt—In 
Cham- 


pion Tract, 
map 
(Heel 
of 
record in the of.ice ot the 
Hecoider of Alameda Co., 
lots 2 ard 3. blk A and Imps 9 17 


50134 Lycia P Bamford—-In 'Cham- 


pion Tract, map 
filed of 
reccrd in the office of the 
Recorder of Alameda Co , 
Lot 13, blk A and lot 14. 
blk A, and imps 
3 34 


60137 William E Dean—In 
Cham- 


pion Tract, 
map Sled of 
record in the office ot the 
Recorder ot Alameda Co , 
lot 10 and lots 15 to 20 inc, 
blk A 
3 33 


50155 Low Brooks—Mortgagee's in- 
terest 
in Champion Tract, 


map filed of record Ir. the 
office of the Recorder of Al- 
ameda Co.. lot 3, blk D.. 16 72 


IN PROSPECT HILL TRACT. 


5018S Caroline Busse—In 
Prospect 


Hill Tract, levlwcd map of 
Blocks I. A, E and F, map 
iiled of record in the office 
of the Recorder of Alame- 
da Co.. lot 21, blk A 
3 74 


60190 Warner E Ad*ns-In Prospect 
t 
Hill Tract, levised map of 
Blocks I, A E and F, map 
filed of record in the 
office 


of the Recorder of Alameda 
Co. lot 33. blk A, and imps. 24 01 


60194 Brooklyn Presbyterian Church 
In Prospect Hill Tract, map 
filed of record in the office 
of the Recorder of Alameda 
Co., pee of Id beg at appoint 
on the n 1 of Palmetto st St) 
ii w fm Boston ave. th vv 
SO ft by 129 75-1'JO ft n, por 
of blk A and Imps 
2 67 


50201 S- A Patter-*In Prospect Hill 
Tract, revised map of Blks 
I, A. E and F, man filed of 
record in the office of the 
Recorder 
of Alameda Co , 


lot 27, b'.k A anot imps 
3 49 


50265 Harriet 
E 
Hampshire—In 
Prospect Hill Tract, icvised 
map of Blocks I. A, E and 
F.' mso filed of record in the 
office nf the Recorder of Al- 
amedi Co., lot 26, blk E 
1 59 
50255'Harriet 
E 
Hampshire—In 
Prospect Hill Tract, revised 
map of Block I, A, E and 
F, map filed of record 
in 


the office of the Recorder 
of Alameda Co., lot 26, blk 
1 58 


60256 Harriet 
E 
Hampshire—In 
Prospect Hill Tract, revised 
map of Block I, A. E and 
F, map filed ot record in 
the 
office of the Recorder 


of Alameda Co., lot 27, blk 
E 
1 58 


50255 Harriet 
E 
Hampshire—Ip 
Prospect Hill Tract, revised 
map of Block 1. A, E and 
F, map filed of , record In 
the 
office of the 
Recorder 


of Alameda Co., lot 28. blk 
E. and imps 
2 67 


50256 Harrie E Hampshire—In Pros- 
pect Hill Tract revised map 
ot Block I. 
A. 
E, 
and 


F, map flled of record In the 
office 
of the 
Recorder of 
Alameda Co., lots 29' and 
30, blk E 
2 94 


50256 Harrie E Hampshire—In Pros- 
pect Hill Tract revised map 
of Block I, 
A, 
E, 
and 
F, map filed of record In 
the 
office of the Recorder 


of Alameda Co., lots 31 and 
32 .blk E and imps 
9 4 4 


50264 A R Palmer—In Prospect Hill 
Tract, 
revised 
map 
of, 


( map flled of record in the 


office of 
the 
R _order of 
Alameda Co., lot 3, blk F.. 3 65 


50268 H B Pinney—In Prospect Hill 
Tract, revised map of, map 
filed of reSSrd in the office 
of the Recorder of 'Alameda, 


Co.. lot 11, blk F 
2 12 


50281 Franklin Rh'oda—In Prospect 
Hill Tract." revised map of 
blocks I, A, E and F, map 
flled of record in the office 
of the Recorder of Alameda 
Co.. lot 29", blk F and lot 30, 


I 


50291 Sarah Allen—In Prosj act Hill 
Tract, 
revised 
map 
of, 


map f.led of record in the 
oftice of the Rjcordp;- of Al- 
amed,"-. Co., Ipt 10, blk G.. 
2 13 


30301 Emma M .Lewis, In "respect 
Hill Tract revised map of. 
. 
map Iiled of U'cord in the 
oflice 
of the 
Recorder of 
Alameda Co , lot 21' blk G. 
and imps 
1 99 
50317 Catlie-rinp Kennedy—3n Pros- 
pect 
Hill 
Tr'.ct., revised 


map of. map nled nf record 
in trie office of the Recorder 
of Alameda Co , .lot 20. blk 
H 
! °4 


50317 Catherine Kennedy—In Pros- 
pect 
Hill " Tract, 
revised 
map of, map flled rf record 
in the office of the Hecorder 
of Alameda Co.,' loi 21 blk 
TT 
1 04 


50318 Catherine!- Kennedy—In Pros- 
pect 
Hill 
Tract, 
revised 


map o!. map filed of recoid 
in the offlce of the Recorder 
of Alameda Co.. loi 22. blk 


60318 Catherine Kennedy—In Pros- 
pect 
Hill 
Tract, .revised 


map of, map Hied f t record 
in the offlce of the Recoidpr 
of Alameda Co., loi 23, blk 


50318 Catherine Kennedy — In Pros- 
pect H:ll Tract. re\ ised mail- 
of map filed ot row rd in tho 
office of the Kecordi r of Ala- 
mqda Co, lot 24. blk U. 


30318 Catherine Kennedy 
npct Hill Tract, .~..~~- 
of, map filed of rec< rd in the 
•jftie e ot the Record r of Aia- 
mecla t o, lot 23, blk -- and 


50321 Ka™PLi'iir.' - in 'Pros-pec-l Hill 
Tract, revised n-.ap of, map 
i 
tiled of record in 
• .;e offlce 
I 


of the Recorder of Alameda 
Co. lot )l, blk H 
203 


IN FOGG cV DALZIE], TRACT. 


COr.37 Man 
Bo-id — 111 Fog? & Dal- 
zk-1 Tiact. map filed of record 
in the oflicp of the Recorder 
ot Alamecla, Co. 1 ce of Id 
Ixl r,e rnd 3 by Cou-ity Road, 
w by Us 
of Thorn is C Put- 
nam ami Mary A Baxle>, - 
33-100 acres, and imps 
o i» 


50346 Alice M Wpsj;— in Fo; -: & Da'- -. 
zie! Tract, man lilpcl ol lec- 
ord in .ue offl;e o: tlie R"- 
corder of AlamPda Co, pep 
of 
d IK. n. e and w by 10s 


of Cairle M Stewai I and s by 
Id.s of Surah A Wh-llw, con- 
taining 19-10U -tcres 
2 13 


IN ALLKNDALE TRACT. 


50363 Frank A Pratt — In AllPrdale 
Tract, map J.lcd nf record in 
the ofPf-e "of the R' c-oroei ot 
Aldmpcia <'o. lots " and 24, 
a-Hl s i:> ft of lot J2, blK 1. 
and imps 
•• . - 67 
C M Martin — In 
Al.endalc- 
Tiact. map Illccl of reco'.ci in 
thp officp of the R corder of 
Aiameclu, Co lot 21 and n 10 
ft of lot 22. blk I. . nd imps.. 2 14 


30400 William Shorirs — I" AKendule 
Trad, map hied or reccirl in 
the ot'ic-e of thu It corder ot 
\iair.eda Co. lots 33 34 and 33, 
blk I 
- 13 


50421 Stella B JJ-iddcsrs — In Allendalo 
Tract, ma,. Hied of re'-ord in 
tch oflic-e of the R'colder of 
Alameda Co. lots -'1 and 22. 
blk 7, and imps 
ti is 


50444 Thomas Bolts — In Allendale 
Tract ITnp hied oC record in 
the offices of the Recorder 
of Alameda Co. Ints 11 and 
1", blk !>, and imps 
2 2 5 ! 


5047S Nellie J Burke - 
In Allendale 
Tract, map filed ot lecord in 
the office of the Ri-corder o't 
Alameda Co,-lot "1, blk 11, 
and imps 
1 05 
50484 A W Thompson — Mortgagee's 
interest in Allcnd.'le Tract, 
map filed of IPCOI ,1 in the 
office of the Recorder ot Al- 
aniLda Co, lots 1 and 2, blk 
U 
9 53 


30490 Mary 
McGill — In 
Allenclalo 
Tract, map filed of re-cord In 
the office of the R- corder of 
Alamecl Co, !-jts 11 and 12, 
h'.k 12." and imps 
3 S9 


5049S H C Wnlf— Morttragei- s interest 


in Allendale Tract map filed 
of recoid in the ol'ice of the 
Recorder of Alame'la Co, lots 
25 to 28, blk 12 
6 99 


IN EAST FRUITVALE TRACT. 


50300 W li Ruflcleil — In Eist Fruit-, 
vale 
Tract, 
map 
filed 
of 


I 
recoid in the office )f the Re- 
' 
corder of A'amed, Co. lots 


l 
in and 
17 
3 74 
1 5f>513 Ellas Join's — In E i.st Fruit- 
vale Tract, map filed of rpc- 
ord In the office ot' the Re- 
corder of Alamed.i Co, lot 
IS, and imps, 
21 60 


IN PLEITNER S H EIGHTS. 


50531 James and Louisa Finlayson — 
In Pleitner's Heights 
map 
filed of record in the 
offlce 
ot the Recorder ol Alameda 
County, lots 14 to s<i inc, and 
27 to 29 inc, and imps 
8 48 


60538 H A Pleitner — In Pleitner's 
Heights, map filed of record 
in the office ot the Recorder 
of Alameda Co, lots 49 and 50 2 09 


IN HIGH STREET TRACT. 


50615 Norman J 1'ryde — In High 
Street Tract, 
map filed of 
record in the 
offi :e of 
the 
Recorder of Alameila Co, lots 
12 and 29 and lot 30 and imps 3 94 


IN HUNTINGTON TRACT. 


50626 A and M E Werner — In Hunt- 
* 
ington Tract, map flled of 
record in the office of the Re- 
cordei- of Alamedu Co, w '/£ 
of lot 3, blk A, and imps 
268 
50638 Central Pacific Railioau Com- 
pany (a corporation) — In 
Huntington Tract, map flled 
of record in the oilice of the 
Recorder of Aiameda Co, e 
y, of lot 3, blk B 
4 63 


50649 E T and M Schulthlss — In 
Huntington Tract, map filed' 
. 
of record In the olfice of the 
Recorder of Alameda Co, s 
% of lot 8, blk C 
3 26 


50449 E T and M Schulthlse—In Hunt- 
ington Tract, map filed of 
record In the office of the Re- 
corder of Alameda Co, n % of 
lot'9, blk C 
.... 3 26 


50661 C H Ackerman — In Hunting- 
ton Tract, map filed of rec- 
ord in the office of tho Re- 
corder of Alameda Co, e 
53-100 ft of lot 2 and w 24 
95-100 ft of lot 3, blk C 
6 01 
50671 J C Nickerson—In 1 Itintington 
Tract, map filed of record 
in the office of the Recorder 


• of Alameda Co, lot 24, blk F 
and imps 
.^- 
6 70 
60688 Agnes Spatz Ha\ich—In Hunt- 
ington's Tract., map filed of 
record in the office of the Re- 
corder of Alamed.i Co, s % 
of lot S, blk L 
•.. 
50727 J H Serres — In Huntington 
Tract, map filed of record 
in the offlce of the Record- 
er of Alameda ('o, lot 18, 
blk O, and imps 
4 64 
50743 F and J Hofmann — In Hunt- 
ington Tract, rmip filed of 
record in the oflice of the 
Recorder of Alam-Jda Co, lot 
5, blk "U, lot 6, hlk U, and 
imps 
352 


record in the office of the Re- 
corder of Alameda Co, lot 
lot 1, blk C 
1 S9 


50S36 Harriet ' Holme — Iri Metrose 
- • 
Station Tract, map filed of 
record In the office of the ' 
Recorder of Alameda Co, lot 
s 
39, blk E. and lmp« 
601 
50850 Emmn F Acker — In Melrose 
Station Tract, map flled of 
record in the office of the Re- 
corder of Alameda Co, lot 
23, blk F 
188 


60850 Emma F Acker — 1)1 Melrose 
Station Tract, map filed of 
record in the office of the 
Recorder of Alameda Co, lot 
24, blk F 
IW 


60859 Adelia Walker — In, Melrose 
Station Tract, map flled of 
record in the office, of the 
Recorder of Alameda Co. lot 
11, blk G 
18» 


IN FRUITVALE AND SAN LEANDRO 


ROAD TRACi. 


50866 William T Helder — In Fruit- ' 
vale and San Leandro Road 
Tract, map filed of record In 
the 'office of the Recordei; of 
Alameda Co, lot 2 
4M 
50867 R McCrory — In Frultvale and 
San Leandro Koad 
Tract, 
map filed of record in the of- 
fice of the Recorder of Ala- 
Alameia, Co, lot 3 
464 


50867 R McCrory — In Frultvale and 
San Leandro Rroad Iract, 
map "filed of record In the 
office of the Recorder of Ala- 
meda Co, lot 4 
" 781 


IN FRUITVALE 
(RE-DIV) 
TRACT 


50912 Mary J 
Simons—In 
JJruit- 
vale (Re-dlv) 
Tract, 
map 
filed of record in the offlce 
of the Recorder of'AlamecSi 
Co, lot 36, blk A 
2(7 


E0911! Marv J Simons—In KYultvale 
(Re-div) Tract, 
map filed 


of record in the offlce of the 
Recorder of 
Alameda Cp, 
lot 37, blk A 
• 3 98 


60914 G 
E 
Parker—In 
Fruitvale 
Re-div) Tract, 
map flled 


of record in the 
offlce of 
the Recorder of ' Alameda 
Co. lot 41, blk A, lot 42, 
blk A, and imps 
I 7J 


60918 Frank A Pratt—In 
Fruitvale 
(Re-div) Tract, map filed 
of record In the 
offlce of 
the Recorder of 
Alameda 
Co, lot 46, blk A, lot 46, blk 
A. and imps.. 
4 IB 


50P23 Emily C Scaddcn — In Fruit- 
vale (Re-div) Vr?c:t, map 
filed of record in the office 
of the Recorder of Alameda 
Co. lot 61. blk A. and Imps, 
lot. 52, blk A 
4 T4 


IN LATHAM TERRACE 


50955 Edith 
M 
Abel—Mortgagee's 
interest, in 
Latham 
Ter- 
race, map iilpd of record in 
the 
office- of the Recorder 
- 


of Alameda Co, lot 2 and e 
9 33-100 U of lot 1. blk B.. 14 02 


50PS7 A Anderson—Mortgagee's in- 
terest. In Latham Terrace, 
map tiled of record in the 
office 
ot 
the 
Recorder of 
" 
Alamoda Co, lot 6. blk D. . S 61 
L Saxton—In Latham Ter- 
race, map flled of record 
in the office of the Record- 
er of Alamc'da Co, lot 5, 
blk F 
6 99 
61034 Geoigp C Harrison—In Lath- 
am "lerracc. map flled of 
recoi cl in the 
office? of 
the 
Recorder ett 
Alameda 
Co, 


lot CO, blk 
H, 
imps 
and 
pp 
7 2 9 


IN GALINDO TRACT 


51100 Magdalene Kick—In 
Galindo 
Tract. map filed of recoru 
In the office.- of thp Recorder 
if Alamccla Co, lot 74. and 
imps 
3 7 4 


61104 Maud 
Fan-cloth—In 
Galtndo 
'i rfu-t. map filed of I'ecord 
in. thp eifflre' of the Recoid- 
pr 
etf Alamerta c:o. lot 22 


and imps 
7 40 


31145 Jane 
McCanTe-.ty 
Pt 
al—In 
Galindo 
Tiact, 
map 
filed 


nf re'vid in the 
office 
of 
the 
Rpcmclpr 
of Alamrda 


C'o . loi 
111. lot 
112 
and 
imps 
6 91 


53153 C'harlcM A Adams—In Galindo 
Tract, map 
filed of record 


in thp ofilPe nf the Rpe-otder 
of Alameda Co, lot 66 and 
imps. . . . 
6 34 


IN ALLENDALE ANNEX 


51155 Rebecca Blum—I'i 
Allcndale 
Annex, map filed of 
re- 
cord in 
the 
office 
of 
the 
Record0!- of 
Alameda. Co. 


lots 1'and 2, blk A and imps 2 67 
51165 Walter J Mooie—In Allendale 


Annex, map filed of record 
in nthe 
offic-p o:' the 
Rc1-- 
cordcr of Alameda Co, lots 
3 and 4. blk B und imps.. 5 11 


51169 Fettlinarii Youngston—In Al- 
lendale Ann^x. map filed of 
record in the oilice; >j? the 
Recorder of 
Alameda Co. 


lots 12 to IB, blk B 
and 
imps 
4 03 


IN SATHER TRACT 


31172 Samui-1 A 
Byrne—In 
Sather 
Tract, map 
flled of record 


inthp office of the Recorder 
of Alameda Co, lot 32 and 
11 14 of lot 
31, blk 
6, 
and 
imps 
7 81 


IN 
PARTITION 


ROONBY VS 


MAP 
OF 
MUL- 


GLA72E ET AL 


IN MELROSE STATION TRACT. 


50798 Sarah E Henrlchs — In Melrose 
Station Tract, m.ip' filed ot 


G1193 Fred 
Finch 
Orphanage—In 


In Partition Map of Mul- 
looney \s Glaze et al, map 
filed of recoid in the office 
ot the Rocordei of Alameda 
Co, lot ;! 
6 86 


51133 Fi pd 
Finch 
Orphanage— 


In 
Paitition 
of 
Mul- 
looney vs Glaze et a], map 
filed of record in the 
office 


of the Rccoider of Alameda 
Co, lot 4 
i IT 


51193 Fred 
Finch 
Orphanage— 
In Partition Map of Mul- 
rooney vs Glaze «t al, map 
flled of record in the ofhce 
of the Recorder of Alameda, 
Co, lot 5 
S »7 
51193 Fred 
Finch 
Orphanage— 
In Partition Map of Mul- 
rooney vs Glaze et al, map 
filed of record in the office 
of the Recorder of Alameda 
Co, lot 6 
i 37 


IN JUDD TRACT 


61234 John 
A 
Hinck—In 
Judd 
Tract, map flled of record 
in the office of the Recorder 
of Alameda Co. lot 2, blk 
A; lot 3, blk A, and Imps S »4 


61236 Ludwlg Luba—In Judd Tract, 
map flled of record in the 
office 
of the 
Recorder of 
Alameda Co, lot 4, blk A, 
Imps; lots b and 6. blk A.. 4 «4 
IN 3KINGSLAND TRACT 


51260 33 L 
Little—Jn 
Kmgsland 
Tract, map fried of record 
in the 
office 
of the 
Re- 
corder of Alameda. Co, pee 
of Id beg at a pt 182S ft 
n fm County Road No 1525. 
and 110 ft e fm Central 
ave, th e 109 6-12 ft, « 110 
ft, w 109 ft, n 110 ft to beg, 
por of lot 9. and imps.. .. 
6 00 


51260 E L Little—Pers prop 
3 14 


61262 H 
Hull 
— In Kingsland 
Tract, map flled of record 
In 
th« office 
of the 
Re- 
corder 
of 
Alameda 
Co. 
pee of Id beg at a pt-on the 
e 1 of Central ave 1718 ft 
n fm County Road No 1525, 
th n J10 ft by 110 ft e, por 
' 
of lot 9, and imps 
4 S5 


51379 Mary E Northrop—In Kings- 
land Tract, map flled of 
record In the office of the 
Recorder of 
Alnmeda 
Co, 
lot 62 and lot 70. and Imps. 11 10 


IN MAP OF SEMINARY 
TRACT 


61301 William H Hirst—In Map of 
• 
Seminary Tract, map filed 
of record In the office of the 
Recorder 
of 
Alameda Co, 
lot 14 
1 74 
61307 August G Wilsdorf—In 
Map 
of 
Seminary 
Tract, map 
filed of record in the office 
of the Recorder of*Alameda 
Co, lots 21 and 23, and lot 
22, and imps 
4 04 
61319 E 
A 
Jacogsan—IhMap 
of 
Seminary Tract, map filed 
of record in' the office of the 
Recorder 
of 
Alameda Co, 
lots 44 and 46 
3 63 


IN 
KINGSLAND 
TRACT, 
HOYT'S 


SUB LOT 43 


61337 A Whiting — In Klngsland 
Tract, Hoyt'e Sub Lot 42. 


EVENING 
TRIBUNE 


m*S> flled of recorc1 In the 
office 
of the Reccrder of 
Alameda Co. lot 1 
1 75 


IN RED RG'iE TKACT 


S1343 C E White—Mortgage e's In- 
terest, m Red Rosi' Tract. 
map filed of recorc in the 
office 
of the 
Reccrder of 
Alameda Co. lot 1 
i 74 
61344 James W 
Sergeant—In 
Red 
Rose Tract, map 
filet! 
c-i 
: 
record in .the office of the 
Recorder of 
Alameda 
Co. 
lots 13 and 14 and lot 15 and 
Imps 
4 03 


IN 
KINGSLAND. TRACT. 
HOGAN'S 


SUB LOTS 23, 21, J4 


S1358 Mary E Tost—In 
Kingsland 
Tra^t. Hogan's 
Si.b Lots i 


22. 23. 24 map 
filed of re- 
cord in the 
office* of 
the 
Recorder 
of Alameda Co, 
pee of id beg at a p on the 
n 1 of County Road 26 ft e 
fm Loretz ave, th e 
39 


14-100 ft. n 104 6S-:00 ft.w 
37 ft. th s to beg 
4 25 


S136S George L Dolan—In 
Kings- 
land 
Tract, Hogan s 
Sub 
Ix>ts 22. 23, 24. map filed of 
lecord In the office of the 
Recorder of 
Alame la 
Co, 
lot 15 
> 3g 


S1368 George 
L Dolan—In 
Kings- 
land Tract. Hogan'i 
Suti 
Lots 22. 23. .'4. rmp filed 
of record in the. office of 
the Recorder of 
Alameda 
Co, lot It; 
' 38 


11382 William H D'Arry—In Kings- " 


land Tract. Sub 
of 
Lots 


12. 13, 29, so, map Sled of ' 
record in the. office of the 
Recordci of 
Alameda 
Co. 
lot 5 
[ 7 4 


S1400 Wiley B Allen and Company 


—In Klngsland Tract. Sub of 
lots 12, 13, _'9 30, m -p filed 
of record in the ctlce of 
the Recorder 
of 
Alameda 


Co.. lot 39 
74 


61400 Wiley B Alien and Company 


—In Kingsland Tract. Sub of 
lots 12. la, 29 30. m;"i filed 
of record in the 
oJHce of 


the Recoifler 
of 
Alameda 
Co . lot 
40 
-j 74 
*U14 E Y Halllday—In Kingsland 
1 
Tract, Sub of lots 5' to 57 
65 to GS. map filed of rec- 
ord In the office of the Re- 
corder of Alameda Co., e 
'/z of lot 7 
3 n 


U423 H W Youmans—In Kngsland 
Tract. Sub of lots 5' to 57 
and 65 to SB. map :iled of 
record In the office of the 
Recorder of Alameda Co., 
lot 
28 
3 75 


61437 Theodore Hansen—In .<ings- 
land Tract. Sub of lots 54 
to 57 and 65 to 6S, m.ip filed 
of record in the 
oface of 


the Recorder of Alameda Co 
lot 52 and imps and lots 53 
54 and 05 


51440 Home 
Building 
Company— 


In KIngsiand Tract. 
Sub of lots 64 to 57 and 65 


to 68, map filed of record 


in the office of the Recorder 
of Alameda Co., lot 58 .... 1 75 


K1440 Home 
Building 
Company— 


Jn Kingsland Tract. 
Sub oi lots 54 to 57 and 65 
to 68, map filed of record 


In the office of the Re corder 
Q 


of Alameda Co., lot 5 1 
I 75 
51452 M A Sldweil—In Kirgsland 
Tract, Sub of lots 54 to 57 
and 65 to 68, map f led of 
record in the office of the 
Recorder of Alamed t Co., 
lot 81 and lot 82 and imps. 1 86 
81466 Adella Petitpierre—In Kings- 


land Tract. Sun of lots 54 
to 57 and 65 to 68. map filed 


' 
of record in the office of the 
the Recorder 
of 
Alameda 
Co., lot 85 and n 13 ft of lot 
86 end Imps 
j 79 


BI467 B and A Gates—In JCings- 
land Tract, Sub of Jot 63, 
map filed of record in the 
office of the Recorder of Al- 
ameda Co., lot 0 and lot 10 
' 
and Imps 
B 74 


IN BROOKLYN LAND GO'S TRACT 


61476 E F McKinney—In Brooklyn 
Land Co's Tract, map filed 
of record in the office of the 
Recorder 
of Alameda 
Co., 
tract of land bd n by la of 


, 
F D TaJt, e by Id of Win C 
Talt, s by Lyon ave and w 
by Id of Wm C Tali, and 
imps 
4 27 


S14S» Helen C Lyons—In Brooklyn 
Land Co's Tract, maj> filed 
of record in the office of the 


i 
Recorder of Alameds Co., 
n 3 064-1000 chains of lots 
1, 2 ant! 3, containing 4 80- 
100 acres 
1730 


§1485 James D Arklnson-In Brooklyn 
Land Co's Tract, mai' filed 
of record in the office of the 
Recorder of Alameda Co., s 
2 acres of n 4 aces of lot 
5 
6 47 


11487 Darwin C De Golia—In Hrook- 


lyn Land Go's Tract, map 
•filed of record in the office 
of the Recorder of Alame- 
da Co., n 2 acres of lot 5, 
and imps 
5 11 


S1490 H 
W 
Butler 
C trustee)—In 


Brooklyn Land Co's Tract, 
map filed of record in the 
office of the Recorder <>f A1-. 
ameda Co., lots 6 and 7, 24" 
acres .and imps 
18 i5 
11432 Frank IT Ayers—In Brooklyn 
Land Co's Tract, map filed 
of record in the office < > f the 
Recorder of Alameda Co.. 
lot 8. 12 acres 
21 is 


B1493 L C O'Shea and S S Holcomb 
—Mortgagee's 
interest 
in 


Brooklyn Land Co's Tract, 
map filed of record i-i the 
office of the Recorder cf Al- 
ameda Co., lot S. contain- 
ing 12 acres 
29 '7 


5152.3 Ethel and Eugene Van Pap— 
Jn 
Brooklyn 
Land Co's 
Tract, *map filed of i ecord 
in the office of the Recorder 
of Alameda Co . pee of Id 
beg at a point on the ne 1 
of road conveyed by G Lt 
Tait to County of Alameda. 
where the same interacted 
by the nw bdv 1 of 'ot 1, 
Brooklyn Land Co's "ract, 
th se 300 ft. ne 333 45-100 ft 
nw 100 ft. sw 337 30-100 ft 
to brg, por of lot 1 and 
imps 
12 13 
61824 W E Ruddell—Mortgagee's in? 
terest in 
Brooklyn 
Land 
Co's Tract, map filed 0' rec- 
ord in the office of the Re- 
corder of Alameda Co , pee 
of Id beg at a point on the 
ne 1 of road conveyed by 
G L Tait to County of Ala- 
meda- where the same inter- 
sected by the nw bdy 1 of 
:ot 1. Brooklyn Land Co's 
Ttact. th se 300 ft, n-; 333 
45-100 ft, 
nw 300 ft. 
sw 


337 30-100 ft to beg, per of 
•lot 1 
62 17 


61577 Robert.Tunstall—In Trumbull 
Tract, map flled of rescord 
in the office of the Recorder 
of Alameda Co., lot J, blk B 1 18 


61577 Robert Tunstall—In Trumbull 
Tract, map filed of rescord 
in the office of the Recorder 
of Alameda Co.. lot 3, blk B 1 19 


51577 Robert Tunstall—In Trumbull 
Tract, map filed of rescord 
in the office of the Recorder 
of Alameda Co.. lot 4. blk B 1 19 
IN HEMPHILL TRACT. 


51604 George W Hartwig—-In Hemp- 
hill Tract, map filed of rec- 
ord in the office of the Re- 
corder of Alameda Co.. lots 
51 and 52. blfc A and imps.. 5 20 


51616 Amelia 
Sharon—In 
Hemp- 


hill Tract, map filed of rec- 
ord in the ofiice of the Re- 
corder of Alameda Co., lot 
6, blk D 
3 25 


51627 M A Daly—In Hemphill Tract 
map filed of j-ecord in the 
office 
of 
the 
Recorder of 
Aiameda Co , lot 34, blk L 2 


IN FITCHBURG HOMESTEAD. 


51656 T F Malgin—In Fitchburg Hd, 
man filed of record in the 
office 
of 
the 
Recorder of 
Alameda Co.. lot 10. blk 5.. 2 
51668 C M 
Runkle—In 
Fitchburg 


Hd, map filed of record in 
th office of the Recorder of 
of Alumeda Co.. 
fractional 


lots lu and 37. blk 6 
4 


31676 G Galirdo tetlate of) — In 
Fitchburg Hd, map filed o( 
i ecord in the 
office of 
the 
Recoider of Alc-.meda Co. 
.lot 0. blk S, and imps.... 
3 


536SO Thomas Leonard — In 
Fitch- 
burg Homestead, map. tiled 
of lecord in the office of the 
Recorder of AlamecUi Co, lots 
3, t» and'7, blk 9, and imps.. . 3 


51692 Nathan C Duvib — In Fitch- 
burg homestead, map filed 
of lecord in the office of the 
Recorde: of Alameda Co, lots 
9 and 10 blk 11, and imps.... 2 


51701 L Rosenbeig — In Fitchburg 
Homestead, map filed of lec- 
ord in the office of the Re- 
corder of Alameda Co, lots, 2 
and 3, blk 33 
51703 E L Fitzgerald — In I'ltchburg 
Homestead, map filed of rec- 


*" 
ord in the office of the 
Re- 
corder of Alameda Co, lot 5, 
blk 13 
51703 T F Malgin — In 
Fitchburg 
Homestead, map fi.ed of rec- 
ord in the office of the Re- 
cordei of Alameda Co, lot 9, 
blk 13 


51706 Nellie L Edwards — In Fitch- 
burg Homestead, map fl.ed of 
•x ecord in the office of the Re- 
corder of Aiameda Co, lot 10, 
blk 33 
.. 
51711 A H Brustgrum — In Fitchburg 
Homestead, map filed of rec- 
ord in the office of the Re- 
corder of Alameda Co. lot 14, 
blk 13 


51712 Alice F Relf — Mortgagee's in- 
terest in Fitchbnrg 
Home- 
stead, map filed of record in 
the office of tire Recorder of 
Alameda Co, lot 14, blk 13.... 
D Spencer — In Fitchburg 
Homestead, map filed of rec- 
ord In the office of the Re- 
corder of Alameda Co, lot 15, 
blk 13, and imps 


51720 Albert Betz — In 
Fitchburg 
Momestead, map filed of rec- 
ord in the office of the Re- 
cord er of Alameda Co, lot 21, 
bik 13.. 
61720 Albert Betz — In 
Fitchburg 
Homestead, m<*p flled of rec- 
ord in the office of the Re- 
corder of Alameda Co, lots 
23 and 24, blk H 
51741 J 
G Peller — In 
Fitchbnrg 
Homestead, re-sub, map filed 
of record in the office of the 
Recorder of Alameda Co, lot 
43. blk 18 
51741 J 
G Peller — In 
Fitchburg 
Homestead, re-sug, map filed 
of record in the office of the 
Recorder of Alameda Co, lot 
44. blk IS 


51746 Sophia Coates — In 
Fitcnburg 
Homestead, re-sub, map filed 
of record in the office of the} 
Recorder of Alameda Co, lot 
15, blk IS.. .. 


51767 Charles Giller — In' Fitchburg 
Homestead, map filed of rec- 
ord in the office of the Re- 
corder of Alameda Co, lot 3, 
blk 24 


517SO H B Hill — In Fitchburg Home- 
stead, map filed of record in 
tell office of the Recorder of 
Alameda Co. lot 22. blk 24.. 


517S3 Enquirer Publishing Company— 
In Fitchburg Homestead, re- 
sub, map filed of record in 
the office of the Recorder of 
Alameda Co, lots 1 and 2. 
blk 26 


52803 FRahil — In Fitchburg Home- 
stead. Resub, map filed of 
record in the office of the 
Recorder of Aiameda Co, lot 
46, blk 29 


-18. and imps 
' 
i 


IN RIO GRANDE TRACT. 


51934 Jacob Levy, Sr — In Rio Grands 
Tract, map filed of record in 
- 
tne office of the Recorder of 
-10*. T Alau>eda Co, lot 1 
112 
ol934 Jacob Levy, Sr—In Rio Grande 
Tract, map flled of record in 
the office of the' Recorder of 
..„„ 
Alameda Co, lot 2 
113 


D1938 Sophie M Smith—In Rio Grande 


\ 
Tract, map filed ot record 
in the office of the Recorder 
of Alameda Co. lot 18, and 
imps, and lot 17 
• 


IN SANTA FE TRACT. 


5194S Henry z Jones — In Santa Fe 
Tract, map fiied of record 
in the office of the recorder 
of Alameda Co. lots 10 and 11, 


-in-i T and iot 9' and imps.'. .. .. 
»19oO Helen M McClintock - In Sanca 


Fe Tract, map filed of record- 
jn the office of the Recorder 
of Alameda Co, lot 27-and ne 
of lot 28.. 


51952 A LiAlsing—in Santa ^.t Tract 


map filed of record in the of- 
fice of the Recorder of Ala- 
meda Co,'lots 24 to M, inc. 


8 SI 


IN GEM TRACT. 


51967 E P Hammersley — Mortgag- 
ee's interest in Gem Tract 
map flled of record in the of- 
fice of the Recorder of Ala- 
meda Co, lots, 1, 2 and s 30 
ft of lot 36 


51962 William E Rudell - Jn Gem 
Tract, map liled of record in 
the office of the Recorder of 
Alameda Co, lot 33 and imps..4 26 


IN BROMLEY TRACT 


51964 R K 
Rag-land—In 
Bromley 
r.-act. map filed of record 
in the office of the Recorder 
of Alameda Co, lots S and 


51970 Frul'tva'le" Land "company— 


•Mortgagee's 
interest. 
in 
Bromley Tract, map flled. of 
record in the office of the 
Recorder oft Alameda 
lots 14 and 15 


52S46 Olea c Boman < t al— In Mon- 
te VJsta Tra t. map filed 
of record in the office of 
the Recorder 
of 
Alameda 
Co, lot 3. blk AX 
....... 


62346 Olga C Boman e : al— In Mon- 
te Vista Tra t. map filed 
of record in the office ot 
the Recorder 
of 
Alameda 
Co, lot 4, blk A.. 


S2246 Olga C Boman e al— In Mon- i 04 


3 62 


Co 


1 96 


51713 J 


1 To 


.. 1 75 


.. 1 12 


1 S« 
IN KIMBALL TRACT 


51993 Elizabeth 
Lloyd— in 
Kimball 


Tract, map filed of record 
In the office of the Recorder 
of Alameda Co, lots 3 and 4 
and imps. . . . * . . 


o!994 H A Pleitner et al (Trustees)— 


Mortgagee's 
Intel est, 
in 
.Kimball 
Tract, 
map filed 


of record in the office of the 
Recorder of 
Alameda. 
Co, 
lots 3 and 4 
.......... 
3 66 


IN TRENOR AND ARMSTRONG 


TRACT 


62000 J T Rohm and Dennis Mc- 


Carthy—In 
Trenor 
and 
Armstrong Tract, map filed 
of record in the office of the 
Recorder of 
Alameda Co, 


B?mm r-S-S i,-'5"100 acres of lot 1 6 11 
02009 C H King et ai— Mortgagee's 
interest, 
in 
Tienor 
and 
Armstrong Tract, map filed 
of record in the office of the 
Recorder of Alameda Co, lot 
11. e 4 acres of lot 10, con- 
taining 11 26-100 acres ____ 62 87 


IN YOAKUM ESTATE, PORTION "OF 
52023 G 
O 
Simmons— Mortgagee's 
interest, in Yoakum Estate, 
por of, map filed of record 
in the office of the Record- 
er of 
Alameda Co. tract 


of Id bd n by Wilds Sub 
of Yoakum Tract, e by Ids 
of 
Dowling, sby 
ids 
of 


Altschwager and Koya, and 
w by Id of George O Sim- 
mons, lot 
3, containing 4 
acres 
........ 


62026 Frederick 
Altschwager — Iii 


Yoakum 
Estate, 
por 
of. 
map flled of record in the 
office 
of the 
Recorder of 


of Alameda Co, pee of Id 
beg at the e cor of lot 4 
th sw 16 4-100 chains, nw 
4 74-100 chains, ne 17 67-100 
chains, se 4 45-100 chains 
to beg, por of lot 4, and 
imps 
.......... 


6202S Frederick 
Altschwager— Pers 
prop 
................ 


I 12 


ITS 


1 TT. 


61804 K Brady — In Fitchburg hotr.e- 1 in 


1 7f. 


IN CHITTENDEN TRACT. 


81649 Anna Anderson—l-i Ch tten- 


den Tiact map nled oi rec- 
ord in the office of thi Re- 
coider of Alameda Co. lot 


1. contain.'%ig J 
acres, 
and 
imps 
4 1 4 


C1549 Anna Anderson-—Pefcs prop.. 3 0 


IN' ALTA VISTA TRACT. 


61569 Aucust C Schroeder—In Alta 
Vmta Tract, map filed of 
record in the office o 
the 
Recorder of lameda C i.. w 
SS ft of lot il. and imp? 
6 '.0 


IN TRUMBULL TRACT 


S1575 Mrs M L Dodge—In Trum- 
hull Tract, 
map 
tiled of 


record in the office ol 
the 


Recoicler of Alameda Co.. 
lot 5. blk B 
1 19 
11675 Mis M L Dodge—In T-um-* 


bull Tract, 
map 
filed 
of 
record in ths office ol the 
Recorder of Aiameda Co.. 
lot 6. blk B 
1 IS 


B1575 Mis M L Dodge—In T-um- 


bull Sracl, 
map filed of 
record in the office ol the 
Recorder of Alameda Co., 
lot 7. blk B 
1 19 


61575 Mrs M L Dodge—In T-um- 


bull Tract, 
-map filed of 
record in the office of the 
Recorder of Alameda 
Co.. 
lot 8, blk B 
1 39 
(1577 Robert Tunstall—In Trumbull 
Tract, map flled of record 
In the office of the Recorder 
of Alameda Co. lot 1, blk B 1 13 


stead, re-sub, map filed of 
record in the office of the Re- 
corder of Alameda Co. lots 
47 and 48, blk 29 


61809 F 
P 
Low — In Fitchburg 
Homestead, re-sub, map flled 
of record in the office of the 
Recorder of Alameda Co e 50 
ft of lots 45 to IS., me, blk 31 2 
51812 John 
Gooby — In 
Fitchbugh 
Homestead, maji filed of i ec- 
ord in the office of the Re- 
corder of Alameda Co, lots 
0 to S Inc. blk S4 
51813 John 
Gooby — In 
Fitchbugh 
Homestead, map flled of rec- 
ord in the office of the Re- 
corder of Alameda Co, lots 
1 to 4 inc. oik 3-i 


51812 John 
Gooby — In 
Fitchburg 
Homestead, map filed o£ rec- 
ord in the office of the Re- 
corder of Alameda Co, lots 
S to 14. inc. blk 34 
51S23 Elizabeth McGraw — In Fitch- 
burg Homestead, map 
filed 
of record in the office of the 
Recorder of Alameda Co, lot 
13. blk 38 . ..» 


51823 Elizabeth McGraw — In Fitch- 
buig Homestead, map 
filed 


of record in the office of the 
Recorder of Alameda Co. lot 
15, blk 38 


51S39 Jane A Coleman — In Fitch- 
burg Homestead, map filed 
of record m the office of the 
Recorder of Alameda Co, lot 
9. blk 39 


51870 F P Law—In Fitchburg Home- 
stead, map filed of record in 
teh ofiice of the Recorder of 
Atameda Co, lot 14. blk 40 . 
W P Law—In Fitchburg Home- 
stead, map flled of record 
in the office of the Recorder 
of Alameda Co, lot 36, blk 40 
51873 Julia A Morgan — In Fitchburg 
Homestead, map filed of rec- 
ord in the office of the Re- 
corder of Alameda Co, s Vi 
of let 18 blk -10 


51876 Julia A Morgan — In Fitch- 
burg Homestead, map filed 
of record in tne'office of the 
Recorder of Alameda Co. lot 
20. blk 40 


51SS3 A Jacobs — In Fitchburg Home- 
stead, re-sub, map filed of 
record in the office of the Re- 
corder ot Alamefla Co. lot "1 
blk 43 


31SS5 Alameda Artesian Water Com- 
pany — In Fitchburg Home- 
stead, map 
hied of recoid 
in the office of the Record- 
er of Alameda Co. lot 4, blk 


51885 Alameda Artesian Water'com- 
pany — In ritchbarg Home- 
stead, map filed of record in 
the office of the Recorder of 
Alameda Co, lot 5. blk 44 . 
51S95 C M Runkle — In Fitchburg 
Homestead, map filed of rec- 
ord in the office of the Re- 
corder ot Alameda Co. n 50 
ft of lots 21 to 24, blk 49.... 
2 99 
olSSo C M Runkle — In Fitchburg 
Homestead, map filed ol rec- 
ord in the office of the Re- 
corder of Alameda Co. lot 16 


-,™r ^ and e -° ft 0( lot 15- blk 50-- 
olS95 C M Runkle — In r itchburg 
Homestead, map filed of rec- 
ord in the office of t..e Re- 
corder of Alameda Co, n 50 ft 
of lots 21 to 24, me, blk 50 


51500 C M Runkle — In Fltchbu'-'g 
Homestead, map filed of rec- 
ord in the office of the Re- 
corder of Alameda Co, n 50 
ft of lots 21 to 24, inc, blk 51 4 26 


IN LEVY SR. TRACT. REVISED MAP 


OF. 


51917 J and A Whitaker — In Levy 
Sr, revised map of, map filed 
of record In the office of the 
Recorder of Alameda Co. lot 


215 


2 13 


3 21 


i 74 


i 75 


1 75 


1 


1 14 


i 75 


21 29 


B 70 


38 


4 25 


3 83 


62 


4 25 


4 14 


6 23 


1 75 


1 75 


13 


3 63 


IN TURNBULL TRACT 


62111 Charles 
S 
Moore—Mortga- 
gee's Interest, in 
Turnbull 
Tract, map filed of record 
in the office of the Recorder 
of Alameda Co, lots 6 to 
11 inc 


62117 G W Schwelnbard et al—In 


Turnbull 
Tract, map flled 


of record In the 
office of 
the Recorder of Alameda 
Co, lot 23 


52120 Sarah 
Kortick—In 
Turnbull 


Tratft, map flled of record 
corder 
of 
Alameda 
Co, 
lots 24 and 25 


12125 Owen 
Langan—In 
Turnbull 
Tract. . map flled of rec-v.l 
in the 
office 
of the Re- 


corder of Alameda Co, lot 
35 


12125 Owen 
Langan—In 
Turnbuii 
Tract, map filed of rec.it d 
in the office of the Recorder 
of Alameda Co. lot 35 


IN SEARLE'S TRACT 


i2132 L Gjivielmovich—In 
Searle's 
Tract, map filed of record 
in the office of the Record- 
er of Alameda Co. lot 3. 
2137 Mary 
Cummings—In 
Sarl-'s 
Tract, map filed of record 
in the 
office 
of the 
Re- 
corder of Alameda Co, lot? 
9 and 10, and e «, of lot 8 


52138 E A K 
McNeill—Mortgagee's 
interest, in Searle's 
Tract 


map 
flled of record in the 


office 
of the 
Recorder of 
Alameda. Co. lots 9 and 10, 
and e H of lot S 


n2147 Lucy 
Rickoff—In 
Searle's - 
Tract, map filed of record 
in the office of the Record- 
er of Alameda Co lots 41 
to 48 inc 


62148 San 
Francisco 
Breweries. 
Limited—Mortgagee's 
!r- 


, terest, 
in 
Searle's Tract, 


map filed 'of record in the 
office 
of the Recorder of 
Alameda Co. lots 41 \o 48 
me 
< 
i 


52162 E McCoy—In Searle's Tract, 
map filed of record in the 
office 
of the 
Recorder of 
Alameda Co, lot 71 


52162 E McCov—In Searle's 
Tract, 
map flled of record in the 
office 
of 
the 
Recorder of 
Aiameda Co, lot 72 
52175 Jane 
V 
Lo%ell—In 
Searle's 
Tract, map filed of record 
in the office of the Recorder 
of Alameda Co, lot 99.... 


IN EVERETT TRACT 


6192 Benjamin 
Healey — Mortga- 
gee's 
interest, in 
Everett 
Tract, map filed of record 
in the office of the Record- 
er of Alameda Co, lots 39 
to 25 inc. b'k B 
52198 Mary A Kneass—In 
Everett 
Tract, map filed of record 
in the office of the Record- 
er of Alameda Co, lot 40, 
blk B 
1 12 


52196 Mary A Kneass—In 
Everett 
Tract, map filed of record 
In the office of the Record- 
er of Alameda Co, lot 41, 
blk B 
1 12 


52196 Mary A Kneass—In Everett 
Tract, map filed of record 
in the office of the Recorder 
of Alameda Co, lot 50, blk 
B 
1 13 


52286 C A Seeley—Mortgagee's 
in- 
terest, in 
Everett 
Tract, 


map filed of record 1n the 
office 
nf 
the- Recorder of 
Alamefla 
Co. lots 66 
to 


72 me, blk B 
2 40 
52211 Julia 
Delon—In 
Everett 
Tract, map filed of record 
m tne office of the Record- 


• 
er of Alameda Co. lot 76, 
blk B 
I 13 


52242 Ada 
Butler—In 
Everett 
Tract, map filed of record 
in the office of the Record- 
er of Alameda Co, lot 33. 
blk D 
;. 1 14 


IN MONTE VISTA 
TRACT 


52246 Olga C Boman et al—In Mon- 
te Vista Tract, map filed 
of -record in the 
office of 
the 
Recorder 
of Alameda 


Co, lot 1, blk A 
1 04 


52246 Olga o Boman et al—In Mon- 
te Vista Tract, map filed 
of record in the 
office of 
the Recorder 
of 
Alameda 
Co, lot 2, blk A 
i M 


te Vista Tra* t. map filed 
of record in the 
office of 
the Recorder 
of 
Alameda 
r.,,,,, 
Co- Iot 5. blk A 
62247 Olga C Boman f 
al—In Mon- 


to Vista Tra<:. map filed 
of record 
in the 
office of 
the Recordei 
of 
Alameda 
Co, map flled of record 
In the office of the-Recorder 
of Alameda C >. lot 
5, blk 


52248 Olga C Boman V 'al—In Moti- 


te Visxa Trat:, map fiied 
of recoiJ In th 
office of the 
. 1 75 
Recorder of 
Alameda Co 
lot 9, blk A 


62249 Olga c Boman e al—In Mon- 


te Vls:a Trac , map flled 
of record in th- office of the 
Recorder 
o'f 
vlameda 
Co. 
o 60 
lot 10. blk A 


52249 Olga C Boman e al—In Mon- 
te Vista Trac . map filed 
of record in ih' office of the 
Recorder 
of .Jamcda. Co, 
lot 11. blk A 


_„„.„ 
'e Vista Tract, map filed of 


52249 Olga C Boman el al—In Mon- 


te Vista Tract, map filed of 
lecord in the 
jffice of the 
Recorder ^ of 
-.lameda 
Co, 


52249 Olga C Boman ei "a'l'—In'Mon- 
te Vista Tract, map fi.ed of 
lecord in the 
iffice of the 
Recordei 
or - lameda 
Co 
lot 13. t-lk A 


o2249 Olga C Boman et «I—In Mon- 


'.e Vista Tract, map filed of 
recoid in the 
iffice of the 
Records- of , lameda Co, - 
lot 34. blk A 
o--49 Olga C Boman et a!—In Mon- 


recoid in the 
iffice of the 
Recorder 
of 1 lameda. Co, 
lot 15, blk A 


o2249 Olga C Boman et al-In Monte 


Vista Tract, r "A\S 
rtitd 
of 
record in the 
.Rice of the 
Recorder of A: ur.eda Co., 
lot 36, blk A 
0-.49 Olga C Boman et ul-In Monte 
Vlsla Tj-act, r ap .iled of 
record in the ffice of the 
Recorder of Al imeda 
Co., 
lot 17,, blk A 
^ 


52249 Olga C Boman et al-In Monte 
Vista Tract, n ap 
liled of 
record in the 
, fflce of 
the 
Recordei of Al imeda 
Co , 
lot 18, blk A 


62249 Oiga C Borrfan et al-In Monte 


Vista Tract, n ap filed of 
record In the 
i ffice of 
the 
Recorder ot Al'mecla 
Co 


lot 19, blk A 


52249 Olga C Boman et al-In Monte 
Vista Tract, 
n ap 
filed of 


record in the 
> ffice of the 
Recorder of Al meda. 
Co 


lot 20, blk A 
' 


o2249 Olga C Boman et al-In Monte 
Vista Tract, 
n ap 
filed of 


record in the 
< ffice of 
the 
Recorder of Al med.-L 
Co 
lot 21, blk A 


52249 Olga C Boman et al-In Monte 


Vista Tract, rr ip filed of 
record in the c rf'.ce of 
the 
Recorder ot A! meda 
Co . 
lot 22. blk A 


62251 B 
M 
Holloway--In 
Monte 
Vista Tract, m p filed of 
record in the c Bee of the 
Recorder of Al imeda Co., 
e 37V2 ft of lot 8, blk A 
. . 


52253 Olga C Boman et U-In Monte 


Vista Tract, m ip fiied of 
record in the c Tice of the 
Recorder of A) imeda Co , 
lots 1 to 42 inc blk B .... 


52254 Olga C Boman et il-In Monte 
Vista Tract, m tp filed of 
record in the c flee of ths 
Recorder of Al uneda Co 
lot 1, blk C 


62254 Olga C Boman et il-In Monte 
Vista Tract, m ip filed of 
record in the c fice of the 
Recorder of Al imeda Co., 
lot 2, blk C 


52265 Olga C Boman et tl-In Monte 
Vista Tract, m tp filed of 
record in the o fice of the. 
Recorder of A! meda Co., 
lots 6 to >2 inc. b < C 


62256 Olga C Boman et 
1-In Monte 
Vista Tract, m p filed of 
record in the o 'ice of the 
Recorder 
of Al meda Co.. 
lots 24 to 42 in< . blk C 


52258 Sophie Deworak- In 
Monte 


Vista Tract. , ma ) flled of 
record in the o fice of the 
Recorder of A] meda 
Co , 
lot 4, blk C 


62269 Sophie 
Deworak - In 
Monte 
Vista Tract, m p flled of 
record in the o flee of the 
Recorder- of Al. meda Co , 
lot 5, blk C 
1 


IN YOAKUM ESTATE 


52261 S B Abbott—In 
tate, 
portion 
i f 
Baker's 


sub^of lots 12 o 17. map 
filed of record i 
the 
office 


of the Recorder 
if Alameda 
Co., lot ?, blk A 
. ....... 


i2262 
T Rogers—In Ycikum 
es- 
tate, por of Bak >r s sab of 
lots 12 to 17. n ip filed of 
record in the ol ice nf the 
Recorder of Alt meda Co.. 
lot 5. blk A 


52262 J T Rogers—In 
" oakum 
Es- 
tate, por of Bak r's sub of 
lots 32 to 17. m ip filed of 
record in the of 'ce of the 
Recorder of Alarr ?da Co. lot 
6. blk A 


52268 Guv W Monroe—1 i Yoakum 
Estate, por of T aker's, sub 
of lots 12 to 17. man filed 
of record in th 
office of 


j 
the Recorder o 
Alameda 


Co lot 22. blk A 


52269 Mina Trimmer—In 
Yoakum 
Estate por of li aker's =uta 
of lots 12 to 17. map filed 
of record in th 
office of 
the Recorder of 
Alameda 


Co , lot 27, blk 
A. .. 
. 


52273 S J Shelper—In Y akum Es- 
tate, por of Bak r's Put of 
lots 12 to 17. m ip fiied of 
record in the of'ce of the 
Recorder of Ala -neda Co . 
lot 12. blk B 


62273 S' J Shelper—In "oakum Es- 
tate, por of Bak r's sub of 
lots 12 to 17, m ip filed of 
record in the of ce of the 
Recorder of Ala -neda 
Co , 
lot 13. blk B 


52281 S J Shelper—In Y akum Es- 
tate, nor of Bak r's sub of 
lots 12 to 17, m p filed of 
record in the of-ce of the 
Recorder of Als neda Co . 
lot 42. blk B 


52281 S J Shelper—In "oakum Es- 
tate, por of Bak' r s sub of 
lots 12 to!7. m?o filed of 
record in the of ce of the 
Recorder of Ala neda Co.. 
lot 43. blk B 
, 


°5 


1 04 


1 05 


1 04 


to 4, 7 and 8. blk 63 
73 27 


IN NETTIE HARRISON TRACT. 


5238S A Ray Harrison—In 
Nettle 
Harrison Tract, map flled 
of record in the office of the 
Kiccider of Alameda Co., 
lot 1 to 9 inc 
14 02 


- 
IN ELMHURST TRACT. 


52423 Julia p! Gould—In Elmhurat 
liict. map filed of recoul 
in ihe office of the Recorder 
.vlan.Eda Co.. lot 23. blk A 1 09 


52425 Julia 
1L Gould—In 
Elmhnrrft 
Tr.,ct. map filed of rectrd 
in lilt? office of the Recoidp** 


- cf Ahimeda Co., lot 24. blk 


A 
1 09 


52443 Theodore Litterest—In 
Elm- 


I 
hurst Tract, 
map 
filed 
of 
record in the office 
of the 
Recorder of 
Alameda 
Co., 


lot 22. blk C 
\ 
1 09 


62443 Theodore Litterest—In 
Elm- 
hurst Tract, 
map filed of 


record in ,.the office 
of the 
Recorder of Alameda 
Co., 


lot 23, blk C 
1 08 


52-543 Theodore Lttterest—In 
Elm- 


hxirst Tiact, 
map filed of 


record in the office 
of the 
Recorder of Alameda Co., 
lot 24. blk C 
1 OS 


52443 Theodore Litterest—In 
Elm- 
hurst Tract, 
map filed of 
recoid in the office 
of the 


Recorder of Alameda Co.. 
lot 25. blk C.., 
1 08 


52459 Jeremiah F Sullivail-In Elm- 
hurst Tract, 
map filed of 
record in the office of the 
Recorder of Alameda Co., 
lot IS. blk D 
1 00 


52459 Jeremiah F Sjlhvan-In Elm- 
hurst Tract, 
map filed of 
record m the office of the 
Recorder ot Alameda 
Co., 
lot 19. blk D 
1 08 


52459 Jeremiah F Sullivan-In Elm- 
hurst Tract 
map filed of 


record in the office of the 
Recorder of Alameda 
Co , 


lot 20. b'.k D 
1 08 


52459 Jeremiah F Sullivar.-In Elm- 
hurst Tract 
map filed of 


record in the 
office of tne 
Recorder of Atameda 
Co., 
lot 21. blk D 
1 08 


52463 A 
J 
Bartin—In 
Elmhurst 
Tract, map flled of record 
in the office of the Recorder 
of Alamedn Co lot 38. blk E 1 08 


52463 A 
J 
BaKin—In 
Elmhurst 
Trac'.. map filed of record 
in the office of the Recorder 
of Alameda. Co, lot 39, blk E 
1 08 


52905 Mary E 
Moshor — In 
Moss 
Tract, map filed of record 
intne office rf the Recorder 


52916 W H Roth — [n Moss' Tract, 
map filed of record i^ the 
office of the Recorder of^Ja- 
meda Co. s ', of lot 17, blk 


52916 W H Roth '—' Tn" Moss 'Tract" 
map filed of record In the of- 
fice of the Recorder of Ala- 
„„,_ . roeda Co. lot IS. blk V 
5293o A Huckins — Mortgagee's In- 
terest in Mess Tract, map 
filed of record in the omce of 
the Recorder of Alameda Co. 
.„.. 
lots 1 and 2. 41k X.. . 
o294S George H Trad-jr — in Moss 
Tract^map flied of record in 
tne office of the Recoruer of 
Alameda Co, lots 13 and 14. 


IN HIGHLAND TRACT. 


52961 Frank K Pollai d - In High- 
- 
land Tract, map Hied of rec-' 
» 
ord in the ofice of the Re- 
corde'- of Alarieda Co, lots 26 
3.nd 27 
IN MADISON SQUARE. 


52969 Mary Craumer—In 
Madison 
Square, map filed of record in 
the office of the Recorder of 


52970 O W Kelley—In .Madison Square 
map filed of record in'the of- 
fice of the Ri corder of Ala- 
meda Co, lots 36. 65 and 66 
vv Kelley—In Madison Square 
map hied of record in the 
office of the Recorder of \la- 


.-. Jpe£a Co, lots i3, 84 and SS. 
O W Kelley—In Madison Square 
map nled of record in the 
office of tlie Recorder of All- 


r> -nr n-..,n °' lots 90 and 2<3.. .. 


1 13 


1 75 


6 74 


„ n, 
2 9» 


map flled of record in the 
office 
of the 
Recorder of 
Alameda Cc'. pee of Id beg 
at a pt 326 10-32 ft se fm 
orchard ave and 150 ft sw 
J? . Oranse 
st. th sw 62 
31-100 tt by 100 ft nw, por 
of lots 69, TO and 71..!. .. 
IN PKRALTA TRACT. 


63276 J w Reilly-Mortgagee's in- 
terest 
in 
Peralta 
Tract, 
map filed of record In the 
office 
of the Recorder of 


Alameda Co.. ne 2->5 ft of 


IN DUARTE TRACT. 


83282 Rachael 
Gufter-In 
Duarte 


Tract, map filed of record 
m the office of the Recorder 
of Alameda Co., lot 
•> 


9 21 


K"0-n n 
5-9,0 O 


M= 
Ida 


ma 
< 
map filed of record in the 
office of the R.-corder of Ala- 


r>Co> se n n of lot 91 - 
Rankm - in Madison 


fr? h ' 45lap MIecJ of ''eOOTrt 
JJ1 t.h.e ofllce o- the Kecorde" 
?f,r,AlamecU C'o. lots 200, 201 
f 
" 'S " "f !0t 189' a»d 


n 
ad'i'son 


«3 « " ««? 
of the Re- 


1 OS 


52983 E W Salisbury - ' 


old in 'the office 


62997 Daniel K 


Square, 
in the of 


53003 Marsaret 


-> ai d imps 
;reen—In Madison 
''U> i led of lecord 


2 44 


2 S4 


I OSl 


3 40 


2 97 


3 49 


2 92 


1 04 


1 04 


1 04 


1 04 


*>8 98 
"5 go 


1 13 


IS 92 


9 71 


1079 


1 76 


76 


PORTION OF 


Y lakum Es- 


1 14 


2 38 


2 38 


3 39 


IN BUENAVENTURA TRACT. 


5"307 M J Wallis — In Buenaventura 
Tract, map filed of ;;ecord in 
the office of the Reco-der ot" 
Alameda Co lot 4. blk B . .. 1 75 


52510 F T Gerst — Jr. Buenaventura. 
Tiact. map filed of record in 
the office of the Recorder of 
Alameda C'o, lot 22 hlk B.. 176 


52515 S W Newell — In B lenaven- 
tura Tract, map filed nf rec- 
otd in the office of the Re- 
corder of A'aineda Co, lot 
29. blk B 
2 99 


5251S J D Spcrcer — In Buenaven- 
tura Tract, map filed of rec- 
ord 111 the office of the 
Re- 
corder of Alameda Co. lot 4. 
blk C. and imps 
3 38 


52324 Frederick Brandt — In Buena- 


ventura, map filed ot rec- 
ord in the office of tne Re- 
corder of Alameda Co, lots 
21 and 22. blk C, ard imps.. 358 


•t 041|52527 J Jacobson — In BuennVentura 
" 
Tract, map filed of i ecord 
in the office of the Recorder 
of Alameda Co, lot 1, blk D.. 1 75 


52539 E M Jorgensen —' In Bunea- 
ventnra Tract, map filed of 
record in the office of the Re- 
corder of Alameda Co, lots 
S and 9, blk E, and imps ... 5 <9 


52542 A Christoffersen — In Buena- 
ver.tura Tract, map filed of 
record in the office of the Re- 
corder of Alamec'a Co, lot 
22, hlk E 
1 14 


IN MOSS TRACrk 


1 0< 52574 Thomas O'Connor — In Moss 
Tract, map filed of record 
In the office nf the Recorder 
of Alameda Co, lot 12, blk 
A 
2 99 


525SO Anna H Brustgrum — In Moss 
Tract, map filed of record 
i-i the office of the Record- 
er of Alameda Co. lot 23, blk 
A 
1 02 


62581 Alice S Relfe — Mortgagee's 
interest in MOSS Tract, map 
filed of record in \he office 
of the Reccrcier of Alameda 
Co, lot 21. blk A 
3 08 


52584 Mary Prosser — In Moss Tract, 
Map filed of record in me of- 
fice of Alajneda Co, lot 2t>, blk 
A 
» 54 


525S5 E C Merrill — Mortgagee's in- 
terest in Moss Tract, map 
filed of record in the 
office 
of the Recorder of Alameda 
Co.. lot 2H. talk A 
2 68 


525SS Amos Seaman — In Moss Tract, 
map filed of record in the of- 
fice of the Recorder of Ala- 
meda Co. lot J8. blk A 
3 62 


52589 John Hied—Jn Moss Tract, map 
filed of record in the 
office 


of the Recorder of A'ameda 
Co all except por assessed 
to Ingrald Anderson, of lots 
1 and 2. blk B 
2 38 


52606 James Bass — Mortgagee's in- 
terest in Moss Tract, map 
filed of record in the ofnce 
of the Recorder of Alameda 
Co, lot 30, blk B 
300 


52607 W B McCord — In Moss Tract, 
map filed nf record in the 
office of the Recorder of Ala- 
meda. Co, lot 16, blk B . ... 3 00 


i 52611 Ella Co'eman — Mortgagee's i'l- 
' 
terest in Moss Tract, map 
flled of record in the 
office 
., „„ 
of the Recorder of Alameda 
1 13 
Co, lot 20. blk B 
1 68 


52615 Emma A Gaidner — Mortgag- 
ee's interest in Moss Tract. 
' 
map filed of record in the of- 
fice of the Reporder ot Ala- 
meda Co, lots 1 and2 , blk C 6 74 
1 13 52631 F A Leach — In Moss Tiact. 
map 
flled of record in the 
of the Reco-der of Ala- 
meda Co lot 22, blk C 
299 


52632 Isabel M Somers — In 
Moss 
Tract, map 
filed of record 
1 13 
in the office of the Recorder 
of Alameda Co. entire lots 
1 to 22. blk D 
26 42 


52633 R B Mitchell — Mortgagee's in- 
terest in Moss Tract, map 
filed of record in the orrice of 
the Recorder of Alameda Co, 
entire lots 1 to 22, blk D . .. "8 56 
52539 Mary 
E 
Carlton — In 
Moss 
Tract, map flled of record 
in -the office of till Recorder 
of Alameda Co, lots 5 and 
6, blk E 


IN 


Co., 


i nips 


Madison Squn'e, map 
of record in th^ office c 
Recorder of 
Alameda 
lots 292 and 1.13, and 
MAP OF LAT-R'JL GROVE. 


PARK. 


53007 Ella Vail-In M ,p of Laurel 
G^e Pa-k, "iap filed ol 
record ,„ the ofnce of the 
lots 5 *'' 
• Alameda Co . 


63008 Annie M Banho''—"1,1* Ma'p'of 


Laui-e! Grove 
Pai k. 
map 
n'e?. of record in the ofiice 
"f the Recorde of Alameda 
Co 
lots r to 
0 . n-, blk A 
and imps.... 


63012 Jeannie E Potei-son—In'Man 


rf^'"0',- G'ove 
Pal*' 
m a> 
fl'™. °f record in the ofiice 
of the Recordei of Alameda 
Co. lots 5 to s inc. blk B, 
and 
imps , , 


53018 Henry Degnnt-In '.Map" of 


Lauiel Glove 1'irk, .map fil- 
ed of record in the office of 
the Recorder o Alameda Co 
Iftis _ 
J2 to '3 I M P 
otk P" 


53027 Em?iy G We«ton-H 
Map'of 
Laurel 
Gio l t- P, rk, 
map 


filed of re. ord in i.he office 
of the ^Recorde, 
Of AUmeda. 


63029 John" M^klnnon''.-in Map "of 
Lai rel 
Glove 
Park. 
ma]J 
filed of record in the office 
of the Recordei nf Alameda 
Co.. lots 10 to 17 Tic, blk! 
C ancl imps 
* 


53038 Wendell S Ch-lcK-In Map of 


Lame] Gro\e Pick, map filed 
of record in th- office of the 
Recorder of Alameda 
Co 
lots 9 to 38 ancl 29 to JS me 
blk H and imps 


63054 George W Johnson—In Map 
of Laurel Grove pdrk. map 
filed of record in the 
office 


of the Recoidei of Abmeda 
Co 
lots 41 42 and 45, blk 
..„ 
N and Imps 


53058 Laurence 
Lubench—In 
Map 


of Laurel Grov.> Pail , map 
filed of rec-ord in the office 
of thu Recorde- of .Mame- 
da 
Co . lots -1 to 
15 
inc 


blk O and imps... 


53068 Richard E Harn on—1 
M-jp 


of Laurel Giov Pari mip 
filed of record in th • office 
of the Recordci of jMimeoa. 
Co . lots 32 In 35 ip 
bklk 


R and imps 


53063 DtiRay Smith ct al 
->j uees 


—Mort^ragee'.s 
intei 
( 
in 


Map of Laurel Grov • 1'aik, 
map filed of n cord !'i the 
ofFce 
of 
the 
Recorii' 
nf 


Alameda Co. l.its 3? t> 35 
Inc 
blk K . . . . 


3 11 


2 13 


39 ?6 


5 91 


i sa 


3 13 
OF). 
IN LAUNDRY FARM (PORTION 
52285 H 
L 
Vesaria-In 
Laundry 
Farm 
(portion of), 
map 
filed of record in the 
office 


of the Recorder if Alair«- 
da Co.. tract of land bd n 
by A Unger. e by Park p.ace 
s by Park place. -.- by Ids of 
Realty Syndicate 
contain- 


ing 10 acres 
60 39 


IN MAP OF LEO1SA TRACT 


52311 Helen M Winchell— In Map of 
Leona Tract, m; p filed of 
record in the ofl ce of 'he 
Recorder of Ala neda Co., 
| 
lot 8, and imps 
7 3 7 1 


IN PARK PLACE (P 5RTION OF). 


52322 Sherman. Clay ant Company 


—In Park Place ( >ortion of) 
map filed of rec rd In the 
office of the Reco der of Al- 
ameda Co., lots 12, 13 and 
14, blk.54 
4 26 


52324 C R Bishop—Mortj agee's in- 
terest In Park r lace (por- 
tion of), map fll d of rec- 
ord in t1--- office! 
-f the 
Re- 


corder 
Mamed i Co.. lots 
1 to 4. .. 'J and 
0. blk 50, 
lots 1 to 11. blk 51, entire 
blk 53. lots 1 to LI and lot 
15. blk 54. lots 17 to 20. and 
lot 22, blk 54, en ire blk 55, 
lots 1 to 11, blk 56. lots 1 
to S, 12 to 17, z id lots 23 
and 24, blk 61, .nd Jot.; 1 


52667 C A Packard — In Moss Tract, 
map filed of record in the 
office of the Recorder of Ala- 
meda Co, lots 25 and 26, blk 


52674 Belle A'darns — In Moss'Tract, 
map filed of record in the 
office of the Recorder or Ala- 
meda Co. lot 8, blk u 
237 


52696 L Rosenberg — In Moss Tract, 
map fiied of recotd in the 
. office 
of the Recorder of 
Alameda Co, lot 19, blk H.. 132 
62<22 Adella M Bennet — In 
Moss 


Tract, map illed of record in 
the office of the Recorder of 
Alameda Co. lot 1 blk J..« 237 


=2727 L T Higgins — In Moss Tract, 
map tiled of record m the 
office of the Recorder of Ala- 
„_ ., 
meda Co. lot 
11, blk J 
238 
52.39 T K James — Jn Moss Tract, 


map nled of record in the 
office of the Recorder of Ala- 
meda Co. int 26, blk J 
1 31 


52746 William H Phelps - In Moss 
Tract, map lied of record in 
the office of the Recorder of 
Alameda Co, lot 11, blk K 
and Imps 
3 go 


52795 W F Lewis—In Moss ' Tract',' 
map filed of recoid in the 
office of the Recorder ot Ala- 


enono -c, rneda CO, lots ? and 0. blk N 3 63 
52806 Frank W Baker—In Moss Tract 


map flled of record in the 
office of the Recorder of 4.ia- 
.„_, _ meda Co. lot T,. blk N.. .." 
i y> 
52S16 George Frankland — In Moss 
Tract, map filed of record In 
the office of the Recorder of 


32869 C E aMoseJr — In^Moss^Tracf 3 ^ 
map flled of record in the 
omce of the Recorder of Ala- 
meda Co, lots 18 and 19, blk 
S, and imps.. 
r =a\ 


32890 Julia E Gould — In Mo'ss'TracV 


map filed of record in the 
office o f the Recorder of Ala- 


r.K»M ,,.me<5a Co. lot 24. blk T.. 
1 67 
52891 MIES J Gould - In Moss Tract' 


map filed of record in the 
office of the Recorder of JLa- 
meda Co. lots 25 and 2fi. Iflk'o: 2 S2 


IN MAP OF BO:\TD TK^CT 


53097 A Belknap—In Map of Bond 


Tract, map flicd of record 
in the office of i he Her order 
of Alameda 
Co , lot L 
and 


co,/,B , e 21 ft- of lot 1 and Imps.. 
S 69 
53106 Mane St Pier.e- In Map of 


Bond Tract 
map fik'cl of 


record in the . ffice of the 
Recorder of Alame-Ja Co., e 
138 SO-100 tt 01 lot 14 ancl 


J 
imp^ 
1348 


153113 F T Cli'ikcnbeartS -In Map of 


Bond Tract 
p-ip filed of 
record in fie 
i ffice nf 
the 


Recoider of Ala neda Co. e 
50 ft of lot 4 an-3 w 50 ft of 
lot 
5, and 
Imp J 
13 S5 


IN STONE TRACT. 


53118 Joseph 
Ki-;n,g - In 
Stone 
Tract (sub of ] .'s 1 to 5). 
map 
filed of re -ore] in 
the 


office of tlie R°c irder of Ai- 
ameda Co., lot 
7 
blk A, 
and imps 
. . 3 75 


53148 Joseph 
H Grace —In 
Stc^ie 


Tract fsub of lots, 1 to 5) 
map filed of ie-nid in the 
ofl'.ce 
of 
the 
Recorder of 


Alameda Co 
lot 32, blk D.. 
2 23 


63152 Oaklard Building and 
Loan 


Association—In Stone Trn"t 
(sub of lots 1 to S) 
map 


filed of record in the office 
of the Recorder of Alame- 
da Co.. lot 7. blk E 
1 31 


63168 Joseph Koenlg-In Stone Tract 
(sub of lots 1 to 5) map filed 
of lecord In the office of the 
Recorder of Alameda Co, lot 
1. blk F 
i 31 


63164 Frances A 
Moor—In 
Stone 


Tract (sub of lots 1 to 5), 
map filed of re ord in the 
offife 
of 
the 
necorder of 
Alameda Co.. let 31, blk F 
2 25 


63195 G F 
Ochs—In 
Ftone Tract 
(sub of lots 1 to 5), map 
filed of record in the 
office 


of the Recorder of Alameda 
Co., lot 7, blk J and Imps.. 17 34 


IN MARION TRACT. 


53196 T E and L E Honper—In Ma- 
rion Tract, map flled of rec- 
ord In tne office of the Re- 
corder of Alame da Co.. lots 
1, 2 and 8, ana lot 7 and 
imps.... 


WARNER TRACT. 


63301 Paul Demartinl-In 
Warner 


Tract, resub of lots 17, IS, 
19 .0, rnip filed of record 
in the office of the Recorder 
of Alameda Co., lots 1 and 
2. blk j 


63306 A P Newbert a n d ' w w liei- 


leran—In 
Warner 
Tract, 
map filed oi record In the 


1 09 
office of the Recorder of Al- 
ameda Co., :0t 3. blk 3 and 
imps 


63306 A P Newbert nnd "w"w Ke'l- 


3 2 4 ! 
leran—Pers prop 


1 D3307 Susie 
T Dickie—In 
Wa'-ner 


1 
Tract, map 
nled of recoid 


in the office ol the Recorder 


2 24 
of Alameda Co , iot o, blk 
3 


63313 A P Newbeit'and w" W Ke't- 
leran—In 
Warner 
Tract, 
m.tp filed of record 
in the 


office of the Recorder of Al- 
-,,,, 
ameda Co.. lot 14. blk 3.. 
o3313 A P Ne\\')ert ind W W Kel- 


leran—In 
Warner 
Tract, 


map filed ot record in the 
office of -.lie Recoider of Al- 
ameda Co , lot 35. blk o 


53313 A P Newbert and W W Kel- 


leian—In 
Warner 
Tract, 


map 
filed of record in the 


ofiice of the Recorder of Al- 
ameda Co.. lot :0. blk 3 


63315 Standard 
Ele-i trie 
Compan> 


of 
Califoinia—In 
Warne'i 
Tract, map hied of record 
in the office ot the Recorder 
of Ala'lie* a Co, w 50 tt of 


-I'M* •, 'Ot -'°' blk J' aml 
lml's-- 
o3J3S James 
Park—In 
Watner 
Tract, map 
tiled of recoid 


( 
in the office Dt the Recoider 
ni Alameda ("o. lot 4 blk 4 
a.rd lot 3. blk 4. and imps 


63328 nil-i- aid 
Cemvty—In 
Warner 


T art. map 
filed of record 


in the ollic-e of IJie Recorder 
o! Alameda' Co. lot (j. blk 5 
63331 Victor J Mm Miall— In 
W.-n- 


lli r Tract, 
map 
filed 
of 


recoid jn tlir office ol the 
R^-nuier of 
Alameda 
Co. 
lot 7. blk 5 and imps. .. 3 •'1 


63330 Geoige J- Malth.ill—In 
U'ar- 


nei 
Tiai-i, 
map 
nled 
of 


recoid in 
Tin 
office of (he 


Roc'oi der of 
A! imeda 
Co, 


leu 
fi 
nlk 5. intl nips . . . . 
2 S3 


|5334S Winified 
f 
Dow-In 
War- 
nei Tiact, map tilrd 
Of re- 


eo] cl 
in 
the 
nflli-e 
nf 
the 


Recoicler 
of 
Alameda 
Co, 


lot 7. blk i; 
2 S3 


53353 F 
A 
Leach—In 
Warner 


Tiac-t (rc-s,ih of por of blk 


• 7). 
map 
ti'etl of 
i ecord In 


,' tlie office 
cf the Recorder 


•nf Alameda Co, lots 3 ;tnd 
4, blk 7 
j S3 


5S36S H 
c 
Morr!s=—In 
Warner 


Tifict. map 
liled of recoid 


in the office i'f the Hecord- 
• i 
of Al-imc'c.a Co. lots 11 


ami i:, blk 'i, and imps.. 
5 03 
53369 Sallic M 
Green—In 
Warner 
Tract, (re-snl, of lots 6-7), 
map filed of recoid in the 
ofiice 
ol 
the 
Kecorder of 


Alamecla Co. lots 3 and 4, 
blk 8 


53376 Isaac 
L Saxton—In 
Warner 
Tract, map Heel of record 
in the nffire nf the Record- 
er ot AUmec.a Co, lot 21, 
blk 10 and imps 


63399 A C Henry, in Wainer Tract 
re-sub 
of por 
of blk 31, 


map fiK-d of recoid In the 
office 
ol 
the 
Recorder of 
Aiame'-ia Co. lot 5. blk 11.. 


53400 E 
J 
fihattiick—111 
Warner 
Tract ire-sub of por blk 31) 
map fled of i ecord in the 
ofi-ce 
of 
the 
Recorder of 


Alame-ia Co, lot 6, blk 11.. 1 67 


534f2 D 
Svanson—In 
Warner 


Tiact. 
nap filed of record 


in the -ifiice of the Record- 
er of Alamcd.i C'o, lot 35. 
blk 11. 
2 83 


53451 A 
M 
linriett—III 
Warner 
Tiact, -nap r.led of recoid 
in the 'fhce ot the Record- 
tr of 
Marr-cda C'n, lo's S 
M\ i; 
6 15 


Martin—In 
Watner 


map 
t led 
of 
,rt_i.ird 


Mice of file Record- 
Uamec'a Co, lot 9, 
ind iinp,s 
2 OS 


ji-ach—In 
Warner 
re-su'i of 
por 
of 


m;ii> 
fiied 
of 


the 
office 
of 


of 
Aldiiie'la 
id I. blk L'P 
: 2 24 


•Iillei-~In 
Warner 
Tip ' tiled of rccoi d 
ofhee 
of 
the. 
Re- 


of 
Alameda 
Co, 


6 31 


3 74 


13 


5 10 


9 96 


1 71 


5 37 


53483 


14 70 
re- 
the 
Co. 


53199 J H and'o EWh'iVff—In Ma- 
rion Tract, map 
filed 
of 


record in ;he nffice ot the 
Recorder of Alameda Co , 
lots 5 and 6 and 'mps.... 


51202 Jefferson H Stan -In Marion 
Tract. . map filed of recotd 
in the office of the Recorder 
of Alameda Co., lot 4. . . 


53204 James A Kane- -In 
Marion 
Tract, map file.! of'record 
in the office of :he Recorder 
of Alameda Co.. lot 1" . ... 


53225 Continental 
Buihling 
and 


Loan 
Associati jn—Mortga- 
gee's 
interest 
in 
Marlon 
Tract, map filed of 
record 
in the office of the Record- 
er of Alameda C o., lot 45 .. 


53245 John A 
Parker—In 
Marion 
Tract, map filed of record 
in the office of the Recorder 
of Alameda C., lot 62 and 
imps 


63247 H L Marcus-In Marlon Tract 


map filed of record in the 
office 
of the 
Recorder ot 
Alameda Co. lots 63, 64 and 
65 
t 


532S1 G F Ocns—In Marloa Tract. 


2 s: 


2 54 


2 34 


1 31 


and 
Lucien I 
Tract, 
In the 
er 
of 


blk 20, 
S34S5 F 
A 


Tract 
hlk .'f 
r orri 
i 


Record- 
'ots 3 


53490 F 
L 


Trirt, 
'n the 
cnidr-r 
Int 1!'. bi c -0 
2 23 


5S500 Samuel D nk< l = piel— In 
War- 
ner 
Tri'-t 
map 
i led 
of 


lecord i,i the office of 
the 
Rccoi cl->.- of 
Mumeda 
To, 


e 100 It of lots, 5 and 
P. 


hlk 23 
1 s« 


53306 L 
M B 
Srcltn—In 
Warner 
Tiact 
mip riled of record 
m 
the 
offii'e 
of 
the Re- 


cotc.er ol Alnmeela Co. lots 
14 
15 anrl 16. blk 23, and 
imps. 
6 03 


53515 F H LP-IS one; N A Dol n— 
Warner Tract, map fileij of 
1 ecni d in tin* office of 
the 
Record.-r 
of 
Alameda 
Co, 


lot 0, blk 24. . . . 
2 24 


33323 George Franltland—<n 
War- 
ner 
Tract, 
map 
filed 
ur 
record In the office of the 
Record ,'l- of 
Alameda 
Cu. 
lots 21 aid 22. blk 24 
2 13 


63533 Beatrice 
GraKin—In War- 
ner Tract, nap flled of re- 
cord in 
the 
office of 
the 
Recorder 01' 
Alnmeda 
Co, 
.lot 14, blk 23. and imps ... 
7 23 


63539 Beatrice 
Giaham—In 
Wai- 
ner Tract, map 
filed 
of 
record in tile office of the 
Recordei of 
Alameda 
Co. 


f lot 15, hlk 2E 
1 88 


53540 John 
A Parker—In 
Warner 
Tract 
map flled of record 


in the office of the Record- 


B 
ei- of Alameda Co, lots 1 
2 ami 3 
blk -)6 
1 85' 


53559 Emma 
Carlyle—In 
Warner 


•j'ract. map filed of record 
in the c ffice. oi the Record- 
f 
j|1 of Alnrned.i Co, lots 
nnd 6, blk 2S 
3 99 


53568 Margaret li Maxwell — In 


Warner 
Tract, map filed 


of record in the 
office of 


The Recorder 
of 
Alameda, 


Co, lots ID ancl 37, blk 28.. 
1 09 


535S2 Augusta. 
Stoer—In 
Warner 


Tract, map filed of retfoid 
in the office of the Recoicl- 
er of Alamed.i. Co, lot 13, 
blk 29 
1 6G 


55619 H 
C 
Morris—In 
Warner 
Tract, map fiied of recoid 
in 
the 
ofHcc. of 
the 
Re- 


corder of Alameda Co, w % 
of lot 2, blk 33 
3 21 


53628 H 
C 
Moil is—In 
Warner 


Tract, map 
Hied of record 


in the 
office of 
the 
Re- 


corder of Alameda 
Co. w 


147 16-100 f' of lot 7, blk 
33 
3 21 


63629 Loni.s 
Bolrose—in 
Warner 
Tract, map fi'ed of record 
lu the office of the Record- 
er of Alameda Co, lot 5, blk 
34, and imps 
340 


53644 J 
Calvert et al—In Warner 
Tract, re-sub 
of blk 34. 
map filed of record in. the 
office 
of the- Recorder of 
Alameda Co. lots 12 and 13, 
blk 34 
2 82 


T3661 A E Dal-Dis—Mortgagee's 
in- 


tei efit, m 
Warner 
Tract, 
le-sub of blk 34, map filed 
of reco.-d in the 
ofiice of 
'he Recorder 
of 
Alameda 
Co, lots 32 to 35. blk 34.. 6 18 


63662 Mary E Fleming —In Warner 
Tract, re-BU'j of blk 34, map 
filed of record in the office 
of the Recorder of Aiamerta 
Co. lot £8. blk 34. and Imps. 


SATURDAY EVEHISG 
OAKLAND TRIBUNE 
JUNE 4, 19O4 
35 


I3C65 . 


and lot 39 blk 34 


L 
P 
Unee—In 
Warner 


Tract 
re-sub of 
blk 34 


map flled of record In the 
office 
of the 
Recorder or 


Alameda Co lots 48 49 and 
60 
blk 34 and imps 


J3669 H 
W 
Mencke—In 
Warnei 
Tract re su'> of blk 34 map 
filed of record in the 
office 


of the Recordei of Alameda 
Co lot 51 blk 34 


S3670 IJzzle J 
Kelley—In 
Warner 
Tract 
ie tub 
of 
blk 34 


map lied of record in the 
office 
if 
the 
Recorder of 


Alameda Co lot 62 blk 34 
»nd imps 
63«99 Ada 
M Scran ton—In 
War 


ner Tract n; sub of blk 34 
map filed of recoid In the 
office 
of the Recorder of 


Alameda Co lot 100 blk 34 


IN ALA.IN TRACT 


§3738 D J Hallahan In AH In Tract 


map filed of record in the 
office 
of 
the 
Recorder of 


Alameda Co s 25 ft of n 
85 ft of lots 24 to 27 


H744 Mary Rivard-In Alvin Tract 


map filed o' record in the 
office 
of 
the 
Recorder of 


Alameda Co lot 170 


§3746 Ole 
Hull—In 
Alvln 
Tract 


map fil-d of record in the 
office 
of 
the 
Recoider 
of 
Alameda Co 
lots 114 and 


M760 G E Beach—In Alvin 
Tract 


map flled of record in the 
office 
of 
the Recorder of 


Alameda Co lots 5. to o> 
and imps 


IN LINDA PARK 


§1765 Thomas 
Ilanis—In 
Lind i 
Park 
map filed of leconl 


in the offlc> of the Record 
tr 
of Alameda Co 
lot o 


blk F 


IN WES J ALL TRACT 


K771 Samuel 
AV AV etherbee — In 
Westall Tiact map <»ed of 
Record in the 
office of the 


Recoi d"r 
of 
Alameda 
Co 


lots 113 to 124 inc 
blk A 


and imps 


6S774 Margaiet L Rogers — In west 
all Tract map filed of lecoid 


f 


in the office of the Recorder 
of Alamed* Co lots 1 o and 


17b blk A 
* .. 
53778 Amandus Vohi<! - In AA estal 


Tiact 
map filed of recoid 


in the office of the Recorder 
of Alameda Co lots 13 to 
'>-> 


blk A 
, ,, , 
53781 Thomas A Stansburv-ln AVest 


all Tract 
map tiled of rec 


o-d in the office of the Re 
eorcler ot Alameda Co lots 
' 73 to SO inc blk B and imps 


IN ANDREAV JONIS TRACT 


o3VT. Rosa T Dav.il i — In Andicw 
Jones I i a e t m i p f i k d o f rec 
Old in the office of the 
Re 


coidci e f 
M imcela Co lot -f 


blk 1 
mil imps 


,3MI Sin ih AleCh sney 
— Moitj,! g 


ee s mteiest In Audi >w Jo i«-s 
fi ut 
rrup 
f l e d o' 
i c e ml 


li the ofllce (' the Pccorcl i 
of AlamecU ( o 
lots 1 a i d 


hlk H 


AM 1 Ihomas Bl 11 ill n d — I n 
\ n d u w 
Ji nps l i t i m p Ilk d of i oc 
e 
el l i tlu 
office c f th 
R 


10 clei ci" \lameel 
Oe 
lot I 


I II I 


,, 
i i ] 
b 
Wn kl( i 
In 
Anilii w 


I lie s I i ie 
m i l llled of I 


( id in ttu 
ofce 
of th 
R 


e 01 d e l i t Mimed 
C ( 
k t 1 


i « i C In Ii- A e l m i n 
In 
Vncluvv 


I )ius Ti i t m i p tiled of i c 
i I 
i th 
e flice 01 tne 
PC 


n It - 
)f 
\ imed i I 
lot 


1 OB 


3 76 


1 67 


1 09 


1 0' 


1 6 


4 6 


1 05 


537 


54068 O j\ Poster — Mortgagee s in 


teiest in Rose Tract 
map 


Jiled of record in L ie office of 
t he Recorder of Alameda Co 
lots 38 and 39 
« 


54009 Francis A, Rahegh — In Rose 
Iract map filed of recoid In 
ihe office of the Recoidei of 
Vlameda Co lot 73 


54072 Jos ph A Bequest — In Rose 


liact nap filed of lecord in 
he office of the Recorder of 
Vlameda Co lot b 


54079 Anna E Smith — In Rose Tract 


nap tiled of recoid in the 
fflce of the Recorder of Ala 
neda Co lot 21- 


54082 \Vi Ham McLaugblin — In Rose 


tract map filed of record in 
he office of! the Recordei of 
-Uameda Co lot 2-2 


54085 Ro ert 
J 
P lood — in 
Rose 


Tract map filed of lecord in 
the ofllce of the ecoider of 
\lameda Co lot -14 


51087 I L Bevlns—In Rose 
J met 


nap 
filed of recoid in tile 


fflce of the Recordei of Al 
imeda Co 
lot --6 


54090 O \er 
Hmklev — In 
Rose 


11 act 
map filed of leeord in 


the 
office 
of the 
Recorder 


f Alameda Co 
lot _3o 


54102 J G Pool man—In Rose Trac 


map filed of tecoid in the 


tflce of the Recorder of AI 
imcda Co 
lots 
2U1 and 


1 7o 


ball 
and 
w 
by 
e uuntv 


Read 
<s!-100 
acres 
and 


imps 


55122 Mads, C Hansen— In 
Melsen 


Tiact Map iso 3 map filed 
of 
rec ird in the 
office 
of 


th 
Recordei 
of 
Alameda 


Cc 
lot 
4 
2 50 100 acres 
and mps 


5ol-2 Mads C 
Hnnsen— Pers 
piop 


K 


2 90 


6 98 
1 92 


5.0217 He!<n 


Id bd 
b-\ Id 


. 
Kllgoie — Tiact 
of 


n by Second ave 
e 


ut P J Mar*in s by 
Cieek 
and 
v, by 
Id 


D Ra-no<= 6 acreb and 


1 OS 55 _9 R. 
S 
aiielH — Mortgagee o 


inte c«t 
in ti ict of Id bd n 


b\ 
Id uf I 
OUen 
» bs 
Id 


ot J Hull cbei 
s b\ Rob 


ei ts L«tiJing Ro id 
and 
w 


, 
01 Id jf \\m Roberts ct al Ob !J 


5-> 40 Alaila I al — riact 
of 
Id 
bd 


n bv lc ot Sullh in 
e b\ 


Id of 
MT 
Liuldite 
s 
b\ 


C unt\ 
Hoaf 
\nd n bj 
Id 


( 
Sul i an 
o acres 
and 


imps 
11 .44 


155958 Mrs A 
H Theller—Pee 
of 


Id 
bd 
n 
by Independent 


School lot 
e b> Id of Saw 


yer s and w b> County roac 


4 acres and imps 


W 


56009 Selden B and 
A.nn B A^ right 


—Ploee of Id bd n by Bridge 
st, e by Countv Road s by 


Id of D Cotton and w bv San 


Lo-enzo 
Creek 
5 
aO 100 


acres and imps 


56009 Sender B md Anr B Wright 


560-4 Mlmit 
AA ulzer—Pee 
of 
Id 


bd r b 
Id of Stiobel and 


NtueNck 
e. bv Id of M 
Fa- 


gunderb 
b by 
Id 
of C 
L 


Hausciildt et al aad w bv Id 


of e-st te of Mee 
37 
S 100 


H' res 
rd imps 


oOOJ-t Alls 
G-acc 
A\ebb—'n 
H iv 


wa cs Pa 1 ITo-nest id I n 
101 r-a 
filed of lecoict in 
ti 
iffiet 
of the Re colder 


ot /lamcda Co 
lot S 1 Ik 9 


o6035 R o a r l J 
•Uvnr"— JVc of 
Id 


bd r li 
Sin t oien-n creek 
t 
11 of AI \ Luc is 


1 97 


acres and imps 
Jt 94 


I 57113 Ella Taj lor — Pee of Id ad 
I 
jaeent 
to Town of Li\er 


more bd n and e by Coun- 
ty road s by Id of Green 
baum 
and v. bv Id of J 


Sallon 
1 acre and imps 
9 7o 


57113 
Ella Tavlor — Pgrs prp 
1 88 


10 55 


2 00 


4 12 


57152 John H Wise — se VI of nwW, of 
sec 20 tos 
r4e 
40 acres 
t 41 


o7l55 Emma V eeler — Kw ^4 of sec 


26 t 2 s r 3 e 160 acres, and 
imps 
8 63 


EDEN TOWNSHi 


54o91 Diniel C Biaid Jl—Posspssicn 


)f s loition of ne U ot s c 
1 t 1 
r - V! containing 


SO acres and impb 


61o91 
Divid C Braid Jr—Pers prop 


5453- IW in 
Kite 
and 
J mes 
M 


Brady 
lotb 1 c ncl 2 in re 
J4 


and s !-> of ne % of s^t » 


t 2 s r 
vv containing 159 


9 
100 acies 
and 
Imps 


54o99 Annie 
Stephens—Moitglgces 


intcttst in tract of Id bd n 
by Id of I* 01 din 
e by Id of 


J II Strobt idge s by Ids of 
Klmba I ebt it» and 
Soiiley 


an! w bv courtv road 


54600 Antone 
Betiy—In 
Ashland 


Tract 
map filed of recoid 


la the oflice of the Recordpt 
o' AlamecU Co 
tiact of Id 


bd n by A\ illovv st e by els 
of F and J Beny 
s by Ids 


of J D Gonsalves e' al and 
•w by kl of J Olevpira 
con 


tuning 
66 100 acies 
and 


imps 


54600 4nton« BPI v—Peis pion 
5!611 J M Alend il—Mortgagee s in 


*e rest 
in 
I angan 
Tract 


mip filed of i eeord ir the 
office of the Recorder of Al 
i m c d i Co 
lot " 


j4C i r> J HIPS 1 oiudnn m—In Ashlind 


r ct—m p filed of rt 
11 1 


In th eofi ce of the Recoiclc-l 
of A! lined i Lo 
ti ict of kl 


I d n bv Id of 
P Ifee 
p bv 


Id of 
I lifce 
s 1 v Oithaid 


ue 
and vv I v eountv l o i d 


lo s 
( 
and 
~ 
c ( ntalni ig 


0 
100 
c i t s md imps 


16 0 1 hn 
B die 
— 1 
Langan 


ti ict m i p hlocl of recoiel in 
the 
office 
of 
thp 
Re coi ele r 


e f Alimeel i Co 
lot 1 con 


1 lining o hi leO 
c i t s 
md 


lir 
Bickpl—Pcr« prop 


r plum 
G 
Borbi—In 
Ash 


linel 
Fiact 
map fi Pd of 


leccte' in the 
office 
ef thf 


Ite oulei 
r 
V l i m e d i 
Co 


I net or lcl bfl n bv AAllliw 


t 
e bv Id of Oliveiia 
s bv 


I I ;f S I & )l s 
md w bj 


\sblincl 
ive 
md 
imps 


C 


•ite of)—la 


No 10' 


1. 49 


Im Chisnolm (psta 


ide I ancls sut v 


[ 54714 


I t t l ! I S 


I I 


1 ( t 
I 1 


t l 
1 1 1 


n i 


mcci 


i — ii 


I I i c t 
n ip 


u c 
I 11 
h 
) lie 
if 


c i 
\I im cl i I e 


l 
1 
I ik 


I 
R 11 1C c 1 - 
ll 
I el 


s 
V kl 
t ) J -i 
t u t 


til cl ( r 
11 ( c i 1 in 
the 


t h e R coulu i f A i 


( i k ts is u tl l'i 
>lk 


1 7 


70 


IN JLSbl N 
I K A L I 


D39o. Alnui lessen — la Jesstn fi 
ct 
ir ti 
f l i p I 
)f lecoicl 
in 
the 


oft ce c f thp Reeoi lei of 
Ala 
rmd i t o 1 ts 1 to 14 blk 
1 >7 


53<W H inn ib J S irtnspn — Mot tf, IK 


c p s nteiest in Jesspn Tr ct 
map tike] 
f u cor I In the of 


llct of the Reeo dpi of A l l 
mpel i Co l e t s 1 to II 
uirf 1 
o 82 


&39o6 A Jpsbeii — Mortgagee s Intel 


est in Jessen liact map tiled 
of ret ord in the oftlce of the 
Recoidei of Alameda Co lots 
2J to -- I Ik 1 
2 82 


539b8 Jessie E Bunkei — In lessen 
Tiact 
map 
file I of lecoid 


in the office of the Re-coidei 
of Alameda Co lots i ( and ll> 
blk 1 


&39o9 Hannah P Sortnsen — Mortgag 


PCS inteiest in Jessen It ict 
map flled of recoid hi the of 
map flled of record in the 
office of the Recoi dpr of Ala 
meda Co lots lo ana 1C b k 1 


£3960 Robert E Bunker — In Jessen 
Tiact map tiled of iceoiel In 
the office of the Recorder of 
Alameda Co lots 1" and IS 
blk 1 


£3961 Hannah P Sorrenson—Mortgag 


ee s interest in Jessen Trac 
map flled of record in the 
office of the Recorder of Ala 
meda Co lots 17 and IS blk 1 
IN ELMHURST PATXK 


t 


H969 L M M Hnrgraies — In Elm 
hurst Park map filed of i ec 
ord in the office of the Re 
colder of Alameda Co lots o 
and t) 


53JT2 Bridget 
McAvo\ — In 
Elm 


hui st Paik map filed of lee 
ord in the office of the Re 
couer of Alameda Co lots 
16 and 17 


SS979 Alice B Fossptte — In Flmhuist 
Park 
map flled of rec o-d 


In the oftlce of the Recoidei 
of Alam cla Co lot 
1 


5&S3 Frank Bnklacci — Jn Llmhuist 


Park mip filed of reeoid In 
the ofliie of the Rpcoidei of 
Alameda Co lots 
1 md 6- 


">4009 California 
Realtv 
Company — 


In Elmh irst Paik map llled 
of record in the office, of the 
Recoidei of M i n u d a Co lot 
14 


o4009 Califoinla 
Reaitv 
^cmianv — 


In Elmhuist P uk m ip tiled 
of i ecoul n tl e office of the 
Hecoidei of Altirmdi Co lot 
">! 


pi 
of see "3 t 1 s 
i •! \\ 


ont lining 
0 
oies 


isi i h Citoii 
( e s L i e 
on — 


N o r t h J 
ot nvv 
i if SPC 1" 


t 
: 1 v\ 
cont lining 80 
i n s 
in 1 imr s 


)s( j M C i t l 
f e s t i t e 
of) — 


I l i t n 
Id bd n bv con itj 


i id to Dublin 
P bv 
Id of 


I i nl 
C iton 
s lj\ 
Id 
of 


h is Si 
lev 
ind w bj 
1 of 


l h is 
Schkv 
cont lining 
3 


cu s 
i d 
imps 


\ t t c m 
Jcs L 
O i c t i n o — Trict 


if Id bd i )v k cf M F Ft"- 
fill 
e bv C P R K lit, it of 


vva\ 
s b\ co mtv ro u 
and 


vv 
1 v Id of Josp[ h t i a n c i s 


t 
il 
cc nt nniag 7 
.*~ 100 


icies 
mcl 
imps 


I n t e l 
I nion Oiustee^ of) — 


III Sin 1 o enzo 
map filed 


of lecnid In the oftic( of tl p 
R coiclei 
of 
M imccl i 
Co 


V. of n« port of b k ' ind 


\ 
Imi s 


ol b 
1 --c i h 
I 
dp Costa — Tiact of 


d bd n bv Id of Co 1 1 e bv 
Id ot r 
\ I t i l n s 
-° bv Id 


of Suizi 
in I 
-vv 
1 v Id 
of 


K a m r i t b 
contain ng *") 
0 


100 
in cs 
Imi s 
ind IP 


,)li61 Isibel I nos — Mortg ige 
s 
In 


t t t st In tnot of la ul bd n 
bv Id nf Sost i e bv 
1 of C 


^ 1 f \ ns 
s b> Id of S nz i 


arrt w bv I I ot K a m n t h 


o4781 I F ns riliistiinscr In 
P a i i o n 


Homeric d 
lols 1 
•> 
<.nd 6 


cont umnc: l i 
"" 100 icics 


and imps 


54"84 H u s 
Christen-.Pi — Perb 
p 


1 57 
3 31 


2 59 


6 64 


sl Joe 
Tnos Millo — In Ashlard 


[net 
m i ] ) filed ot itcoid 


in the oihce of the Recoidei 
o 
Alam da 
Cu 
ti e 
nf 


Id bd n bj Id of J D Oon 


<• iHes 
e b\ 
Ashi nrl a^e 


s bv ! 1 of Jo Beinardo dp 
Roce 
ind 
w ^ 
Id of J L 


Sniman 
_ 
tcies 
mil 
imjifa 
5 64 


ro M l i L . M l x ^ t I — 11 ict ot Id 
I 


b 
n b\ Id of Sou? I e h\ Id 
i 


0 
It \ Iian es s b> Id of 


1 Nps^tcn 
ind i 
I v Id of 
I 


Gco 5e Row tt al 
3 2_ 100 


a ics 
ind mnpb 
70 78 


5a3bO Ma ^ 
C Maxwell — Pe s prop 14 S6 


56366 Neils C "VIikkels( n— 1 lact 
of 


1 bd n bv ,Mt Cder Hold 


e bv Courfy Ro^d f i om Al 
\ u ado 
s bv 
Id of D Van 


^ess 
ind 
v, 
bj 
Id of ^3 


I unns 
o ol 300 acteb and 


lin >« 
2 Oo 


0=440 Anione 13 JIathi is — llict of 


1 I bd 
n 
bv 
Eabt bt 
e b> 


1 I of R trnos b bv Id of 
Se 


queiri 
ind \v b> Id of An 


deison 
2 20 100 acies 
and 


iirpb 
•! 61 


1 v 
Kplle 
st 
o' 
Cord z 


icre 
Hid 


E o l u i l J \ 
a i t 
i 
t 
J 
, is e s nu 
Id 1 1 n 
) 


O r e 
b v 


i-d 
T.V 


10 


hv 
Ul 


S- 100 25 I1 


c s 
bv 
Id 


ne—Pens p op 


^st in 
ice 
cif 
^an 
I 01 ei zo 


1 
f Al A I u 


el e\ bt and 


lot 28 blk H 


67654 James 
Millei~In 
Broadwav 


Teirace 
map filed of ie 


cord 
in 
th-> 
office 
of 
the 


Recorder 
of 
Alameda 
Co 


lotb 9 and 10 blk I 


57665 E W 
French—In 
Bioadwav 


Tetrace map filed of reeorcl 
In the offl e of the Recordei 
of Alamed i Co io» -S blk 
J 


2 S2 


3 99 


2 23 


C<iidoz" 


MURRAY TOWNSHIP 


A 


\i sp ichei 
I ictheis 


jontlii ) —N u of 
timp- 


5051" 
I 


B 


Paklwin—\ 


555 J Join Ptte s—Nc 1 4 (except 


10 acres 
the eof) 
of sec 


H 
t - s r - w 150 acies 


i nps and j p 
j S7 


oDolS Mary A Peteimann—Pee 
of 


11 bd n bv School lot 
e 


IA 
Id 
of 
H 
Me nlngei 
s 


and 
"w 
tav 
Countj 
Road 


52 100 acies 
inii imps 
1 66 


05539 H 
D 
Lo\eland—Mortgagee s 


£ee s Intel est 
in pee of Id 


1 cl n oy School lot 
e b> Id 


(f 
H 
Melningei 
h and w 


1 v Countv Roac1 
*>b 63 


5u5C" H e t i j 
Pieice 
Trustee—Se 


1 4 of s c 13 t l = 
l 2 " 5 \ 


100 at 
s 
ma 
imps 
9 44 


o55G7 I l c r i v PI rce 
liustee 
s pot 


f se 1 4 of s«c 3t> 
t 1 s 


2 « 
110 ucies and Imps 


06664 Louis 
I I 
80 


066 6 John 


1 17 


1 7o 


o4"96 M i s 
\ 
D i l v — I n 
H i v w a u l s 


Paik 
T n en 
map 
filed 
of 


lecoul in the office I F the 
R p c i i d e i 
of 
Alarm cl 
Co 


lots S t 10 and 11 blk 
t 
10 54 


54811 \nnle 
D i v i s — In 
Stanton 


I - a c t 
m i p filed of reco il 


in the office of the Recorder 
of Alameda Co 
por uf lot 


ct containing i IS 100 acies 
and imps 
2 '6 


548oo Aliulge Dlisenbmy — I act 
of 


11 bl i I v Cemeteiv 
XVP e 


bv 
cl 
of 
Pasquille 
mil 


Scbvvall s by Sulphu Creek 
mrt w l y Id of E Sondeiup 
1 
74 100 ac-es ard 
Imps 
10 07 


n 


54SS1 George M 
Eaton—In 
I am pi 


F u m Tiact lot lo and por 
of lot 14 "1 J i 4 1000 acies 
and 
Imps 
60 02 


T4SS1 Georgp M E iton—Pels p u p 
3 6- 
r 


54939 Annie Haas—Mortpragpe s In 


tett'st in ti let o' Id bd n 
bv kl of D c k e i s e n 
e bv I I 


of 1 ouib Hansen 
s 1 v Sec 


e t c ! iv e and w bv Id of J 
C Meirill 
16 02 


G 


AI Cllcrist—IP Knox Inct 


o'iu'f 
Iltnrv 
Pieiee 
I rustpp—Se 


3 I of sec 1 t 2 s 
i - w 


tiO acies 
19 44 


1,306" Hi nrv Pie ce 
Itustee—S pot 


t on ot nw 1 4 of st c 1 t 


s r " w 15 acies 
11 87 


D'SBB" Henry 
Pierce 
Tiustee—Sw 


4 of sec 3 
t 2 s 
1 2 w 


JfO 
acies 
md 
mp<* 
17 5* 


5ooG7 Hi nn 
Pierce 
Trustee—S % 


if bee j t - s r 2 w 3'0 
icres .md irrps 
43 42 


55507 He nrv Pl"rce 
Irtstee—Lots 


and 
J in sec 
6 t 2 s 


i 
2 w 
40 66 100 acres 
a 56 


65567 H nry 
Pierce 
ti nstee—lot 


and se Yt of nw 
Y* of sec 
r t 2 s r 2 w 80 acies 
8 <" 


60^67 H nry PIP ce 
tiustee Po«ses 


sion of sw 14 poi of ihe ne 


4 of sec 1 t2s 
r ° w 70 


icies 
11 8" 


aoo69 C irles 
Prowse—In 
AshlanA 


Tract 
m ip 
filed of 
ecord 


n the office of the Recorder 
if Alameda Co 
pee of land 


1 d n by Id of Jameb Caton 


bv Ashland ave 
s by Id 


VI V Furtado and w b> Id 
1 1 Shinm 
75 100 acres 
3 IS 


65569 Ct iii^ Pro-use—Pee of Id bd 


n hv Bentoa M Cordozi 
e 


\shland 
ve 
s by Id of J 


Ie Mncente and 
w bv Id 


8 09 
of J L Shlman 75 100 acres 3 19 


o55 
N colal Peterson—In 
Laurel 


farm 
Tiact 
map filed of 


ecord in the office of the 


i 
Reco-der 
of 
Alameda 
Co 


lot "9 
10 23 100 acres and 


Imps 
5 82 


10 46 oiSSo Mirv Pc*termann—Pee of ]d bd 


n by Id of F C Slebe'-e and 
s by Edc-n Cree 
an 
w bv 
I 


Id 
of 
Michcleen 
4 
3o 100 


acres 
1 67 | 


Maiv 
Peteimm—Piece of Id 


10 55 
bd 
i 
bl 
Id 
of 
Johanna 


D-astP 
P bv m u s h Id of 


I 
C Slebe* and 
w b\ Id of 


Johanna Draste 
11 70 100 


ac es 
° i 


55603 Luis lltus—Moi tgagee s in 


terest in 
piece 
of marsh 


land lid 
n 
bv Petermann 


Homestead 
P bv Id of Li 


guoi 1 b bv Id of Cox 
and 


w bv 
d of August Tohnson 93 ' 


34 92 
, 
Q 


Hattie D Rice Mortgagee s in 


terest in s % of se ,4 of sec 


ii8o 
T t S s r l w and s '2 o f 


" 05 
SPC 8 4t 3 s 
r 1 w 
4C 


joG j }• J and AA K Beai s Moitga 


gees Intereb 
in iiece of lcl 


bd ii bv Id of Frates e b\ 
Castio Gr int line 
s hi 
cl 


of Jensen Brothels and w by 
Id of estate of Meek 
12 


R 


55686 
*L M ai d A R v s—Pice of Id 


bd n by Id of J C Fr iga e 
Id of H L Mann s bv Id of 
K A Hainps and 
w bv Id 


of M R G u c i a and F \\ II 


89 100 acres 
aad 


of 
nw 


1 4 ot nvv 
4 
anc 


nw 1 J cf ic 1 4 of sec -0 
t o s r 4 c 160 icies 


o655o Daniel 
B»felcv— h- 
l 
of 
=w 


1 4 am 
w V. of -e 
1 4 c 


ope S t g s 
i > e 
IbO acie 


oCo91 Dd /Pll 
^ Bioi/n— All 
Id 
I 


Maoicda Co (exc pt nvv 1 
ot nw 1 4) of btc 32 t J » 
t 4 e 
-0 acies and imps 


ofioH H Brunn^r—fc ^ of sec 16 
I s 
3 e „ 0 dcieb 


5Gb40 W W 
Cu inn fjham—S 
% i 
n iz a id sw 1 4 of 'ec 30 
t 1 s l t, e 334 6' 100 acre 
md imps 


D 


l 
JavirJPi— E 
% Of s 


of =ec ." t . s r 2 c 


id e» a id imps 
Dean—Possessory 
clam 


iw 1 4 of see 14 t o s 


4 p HO acres 


Tstato of Ellei 
Desmond- 


Nw >i t f bee .2 t - s r t t 
160 aeies and imps 


560SS AA J 
Oingee—Lntne sec - 


t 
4 s 
i i e 640 ic i is 


T6681 jMcdeiick Div s—E % 
1 4 drd 
s 
Vi of ne 


see 10 t 5 s l 1 e 
Ib 


acies 


F 


56i-l Christopher 
Flannagan 


Tract of Id bd n by Id c 
C A 
AA 01 kman 
e bv Id c 


C \ A\ 01 kman b bv Coun 
ty 
Rjad ai 1 w by Count 


Road and Id o' C\ M ork 
man and imps 


G 


6G"53 Walter 
Gorman—Se 
1 4 
c 
sec 30 t - 
bi r 
4 e 
It) 


aei es aad In ps 


6b-5J \\altei 
Go man—Pers 
pro 


ob ol Bildget Gorman—>e 


,4 90 


'0 94 


56b 


of 
1 4 


3 °S 


4 42 


8 99 


t)3 
3 


10 9 


60 


OAKLAND TOWNSHIP. 


IN VICENTE PER-VLTA RESERVE 
7r)0- Adeline W Moulton - 
In VI 
cente Pcialta Reseive map 
h ed of 
i ecord m the 
office 


of the Recoider of Alamed i 
Co tiact of Id lid n bv Mca 
tiaz avc e by College ave s 
bv Claremont aye tiact 
md 


w by e 1 of City of Oakla id 
as 
annexed 
m 
1S97 
SO 100 


aeieb 
lo 
< 


IN VERNON 
P<YRIv 


r 2] Cuoline J Bates — In A ernon 
Park mai filed of recoid in 
tPh 
office 
of the 
Recoider 


of A amedi Co lots 29 8 9 
1(1 _i to 2i 
nd w lOb" 1- tt 


of lots 11 nd 12 blk ~L 
29 % 


IN BROADAVA1. A'lLLA TRACT 


" r," llolen Knudsen — In Bronclwav 


\illa Tiact map filed of rec 
oid in the office of the Re 
eordei of Alameda Co lot "b 2 S" 


IN 
BROADASAY T.ERRACL 


Ti 9 Cu-b Goesbel — In 
Bioiclway 


Teirace map filed of recoid 
in the otfl"e of the Recoidei 
of Alameda Co lot 1' blk A 2 8" 


7o"l J 
J 
Atkins — In 
Bioadw iv 


T e l l ace 
map llled of leeoiel 


in the oftce of the Hecoid r 
of Alameda. Co 
lot 16 
blk 


A 
- 
" S2 


o"o71 J 
T Itkins — In 
Bioadwav 


Ten ace map filed of lecoid 
In the office of the Recoider 
of Alameda Co 
lot 17 
ilk 


A 
2 f3 


J 
AtKirs — In 
Bioadwav 


leu ace map filed of lecuicl 
in the office of the Recoider 
of Alameda 
Co 
lot 
IS 
blk 


A 
2 S2 


D~o7 J 
T Atkins 
— In 
Bioadwav 


Terrace map filed of lecoid 
in the offce of the Recoidei 
of Alameda Co 
lot 19 
blk 


A 
2 S3 


o .T7 I ncljired 
Publishers 
Cora 


panv—Tn Bioadwa} rei i ice 
map flled of reco-d in the 
office o*7 the Recorrtei of Ala 
meda Co lot XI 
blk A 
"82 


oioSl Joseph I Legajilt et al — 
In 


Broadway Terrace map filed 
of recoid n the office of the 
Recoidei of Alameda Co lots 
3 
r4 -f, and 
>f blk A 
1 SO 


i7jS7 C 11 Neiihaus — In Bi nadway 


Terrace map filed of record 


•=PC 
- s 
r 4 


1 4 


IE) 


56-56 Jgna'clJ 


e 
b> 


Town 
w 
bv 


lo 1)0 


Gros—Tract of 
d bl 


c 
of C A AT7orkmai 


County 
Road 
s b 


of 
Liv ermore 
an I 


Ids of 
C A 
AVoil. 


man 
and 
J 
R Bernal 
> 


acies and imps 


H 


56794 Vvilliam Hirst—Lot 2 of 
s i 
1 4 and n % of lot 1 <. 
sw 1 4 of sec 30 
t 4 s r 


4 e 
141 11 100 acres 


56794 AA illiam Hkb —E 
*& 
of 
n v 


1 4 and nw H of nw 
'/4 
i 
bee 30 t 4 s r i e 131 41 
lOu acres 


S 33 


6 30 


6 31 


M n of 1S9S 
ucoicl in th" 
Rk is 
imj 


dpi 
i _ 


fi ed of 


oftlce of 
the 


Alamccli 
Co 


and 3 blk 


51041 Cl list! in 
• 


or 
I Lcl 


id Mis 


IN 


i4MS 


ELMH.I RSI 
PARK 


1111 im r 
O Kane — in Jblm 


hurst Pirk No 
ma,} tiled 
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A ameda 
Co 
lots 
1 tc 
S 


inc 
ne S It of lot 10 
nd 


lots 11 and 1 
blk A 
11 46 


5-911 W 
J 
DInpee—Mortt,ag es 


iaterest 
in 
Sathei 
ll ct 


map filed or ucoicl 
li 
the 


office 
f 
tl e 
Recoidei o' 


\lameda Co 
lots 1 to 43 


tne 
blk B 
101 52 


67924 Fk i a 
4. 
M Ji Mil—In 
Sitliei 


liaet 
mip filed of 
i ec u d 


in the 
Hlce of tht lit cm I c i 


of Alameda Co lots 19 uid 
.0 
blk C 
5 09 


o"9'4 Flor l A 
Moi I ill—[n 
Sat he! 


Ii ict 
map 
11 ed 
of re-cnd 


in the oflice of the Recoi lei 
of Alaracd i no 
lot -5 blk 


C, 
oo 


o7924 Floia 
\. 
Mo i il —In 
Saihei 


Tract 
map f l e d 
of recoid 


in the jPlce o 
the RPCO d e i 


of Al itnt da Co 
lot -b 
oik 


C 
2 54 


5i92o }• loi i \ Moitlll—II S ll lei 


11 ict 
map 
flled 
ol 
i ec nd 


in t i e 
Tiee of the 1 ecoulci 


of 
\l i ned i Co 
Jt -1 
blk 


C 
2 r 


o 9 6 Floia 
A 
Mtrrill—In Satrei 


T i a c t 
map 
*iled of 
i c e old 


in the office of the Rt co IPI 
of Alameca C3 
lot 
' blk 


C 
- 6' 


o~9 " Flo i 
A 
Ale i III—In Sa api / 


Trict 
map lied ut u 
nid 


in the eifilee of the Reco dpi 
of Alameda Co 
ot 27 
blk 


C 
2 G-i 


5-11 - rle a 
A 
Men ill—In 
=athe 


T! ict 
m ip filed o 
u 
11 1 


in the office of the Reco der 
o* Al imeda Co 
lo 
S blk 


C 
2 6 - 


5-932 AA J Dirgee 
Mo tgatets in 
terest 
n 
Sathei 
Ti ict 


map 
filel of ucorc 
In the 


office 
of 
the 
Recnrdp- 
of 


•Uamed i Cc lots 1' 
lu 
_3 


24 
31 and 32 bl1' C 
21 2! 


IN ,GLEN I CHO 
TRACT 
MAP NO : 


57944 Mau 
E 
Kcllej—In 
t len 


Echo Tiact 
Map No 2 sub 


of record 
In 
the 
office 
of 


the Rtcordti 
of 
Alameda 


Co lots S and T 
9 81 


579oO "iatliet 
A 
AVIIhams—Al irt- 


gagee s 
Interest 
in 
^len 


Echo Tract Mjp No 2 sub 


of Idts 20 21 — map filed 
of lecord in the office of the 
Recorder of Alameda 
Co. 


lot Q 
11 63 


IN TERAIIN^L 1RACT 


6S004 Maud 
Ri ssek—In 
Terminal 
lioit 
map filed of recoid 


in the jffice of the Record- 
er of Alameda Co 
lots 3 


and 
4 
blk B 
and 
Impb 
33 69 


IN P1EDMON1 TRACT 


5S026 Roosevelt Johtibon — In Pied- 


mont Tlait 
map 
tiled of 


recoid in the 
office of 
the 


R e t t i d e r of 
Alamed i 
Co 


lot .2 
» i* 


IN PIEDMONT PARK 


5S103 bmin i K 
loilng—In 
Pled- 


moi t 
Paik 
map 
filed 
of 


i r c c t d in the 
office of tne 


I\ eoid 
of 
A l u n i d i 
Co 


lots 1 to 4 
blk 3 
57 J» 


oS113 Alis LUCv 
B Biav—In Pied 


mont Puk 
map filed of ie 


c u 1 in 
the 
ofizct 
of 
the 


Rec ird i 
of 
Mine^a 
Co 


n loO ft of lot 7 blk a 
and 


imi s 
SB 11 


IN PII DAIONT HLIGHTS 


oklo A\ J Dlngee — Mortgagee s in- 
teust In Piedmont Heights, 
m ip filed of letouJ in the of- 
fice ot t i e Recoidei of Ala- 
rm el:i Co 
t i a c t of 
d bd n 


I v 
kl ot Reiltv SMidicate 


p 
bv 
Feinvvood 
s 
bv 
Co 


Roic1 101 
mil w bv Belle 


v IP nve 
and 
Idfa of Realty 


Sv ndieate 
14 05 


JSloi G and K Blehs — In Piedmont 


Heigrh s map filed of leeoid 
In 
IIP oftce of the Recoider 


of. Alameda Co lot 7 - lo 100 
aeieb md imps and s 1 acit 
of lot 8 1 acre 
. 
4 9« 


oS161 
A Rohiwebcr — In 
Piedmont 


Htiprhts mip filed of lecoid 
n the office of the Recoider 
of Alamtda Co lot 1 
o Oj 100 


acres in i imps 
9 21 


oS163 S 
1 
Moi nil — In 
Piedmont 


He ghts 
map 
filed 
of 
l ec 


oid In t i e office o* the Re 
coide 
of Al line la Co 
lot 


19 
-> icus 
13 oO 


>S1G3 S 
F 
AIoiull — In 
Piedmont 


H ights 
m i p flled of 
i ec 


oul in the office of the Re 
101 In 
of Alairedi Co 
lot 


_1 
1 luO ici es 
7 54 


S 
F 
Mon!!l 
In 
Piedmont 


Heights 
map 
hied o' 
i ec 


o-d in t IP ofiice 
if the 
Re 


coiclii 
of Alimeda 
Co 
lot 


11 
1 100 icies and imps 
1405 


IN PLOT. 30 


oSl~0 B e i t h i Ma tens and A H Reich- 


lli K — Aloitgagees mteiest 
In Plot 30 map llled of rec 
or 1 In the office of the 
Re- 


eoi lei of Alameeia Co ei tire 
lot (i ml poitions of lots B 
in 1 C Clav fra t being en- 
t n e 
tract 
(except 
poi tion 


inclosed within i cd lines on 
the 
Clav 
Map 
filed 
with 


( mntv Kpcoiclei of Alimeda 
Countv 
J in 
2S 
l^S- 
also 


In Pin 10) mnp filed of lee 
oid in the office of the Re1 
coul i ol 
Uampe'a Co tiact 


of Id b) n mei P iv Id of 
(.PC ige Stl III g 
s 
bv 
Plot 


S.1 and w hv Id of G G AA Irk 
son 
1"4 65 


IN Tl OI1A. S SECOND ADDITION 


r«'>!0 David C Blown — In i uohy s 


Second 
Addition 
map filed 


of itcord in the office of the 
Recoi 1 i ( f Mameda Co 'ols 
G to 9 
Ik H 
3 76 


58234 J 
N Pulltv 
— Moltglgees 


tpi est 
n 1 uoliv s Seeo id Ad- 


dition map hied of record In 
the office of the Reeordoi of 
Alumeda Co 
lotb 
l) 11 and 


12 hlk H 
1 39 


S-3-Maiy 
I uohv — I n 1 uohv s See 


onel 
\clclitioi 
mnp 
lie 1 o" 


i pcoi cl in the 
tinice 
of the 


Recoidei of jvlameila Co a 
10 ft sti Ip of Id lyms e of 
lots 1 to 9 in blk I 
3 11 


I N H I G H L A N D S 


S249 Geoige M Rich irclson— In High 


lands map fi ed of i p t o i d in 
the 
office 
e f 
the 
Recoidei 


of Alan cda Co lot H blk 1 2 46 


oSZW Geol(,e M Rich lUlson— In High 
lands 
rmi 
filed 
of ipcold 


in the office of the Reccider 
of Alnmeai Co 
lo 
1 
ilk 1 2 45 


5S'6j P l l ' k l n g i 
M e i t g i p o e s in 
teiest In Highlands m i p file I 


of lecoid n t i e ofllce of the 
Re oulei of Alimecla Co lols 
21 mcl 2" 
blk 
2 
0 53 


IN 
1LOHA S ADD1 Uu < 


582"9 Theocloie AA iponer et al 
tins 
tpes — Moite,igees interest 
in 
I uohv s 
Addition 
m i p 


filed of ipcoul in the o'hee of 
tho 
Recoi dei 
of 
Alameda 


Co pee of lcl befi at a pt In 
the 
vv 1 or Spiuce St •"»-) 


100 ft n fin I mice st 
th w 


114 r 12 f 
n IM. 
p 140 ft 


s 21r 6 100 ft to beg 
pii of 


blk 4 


IN PLRAL1A P\RK 


j?307 M A S rpllinger — Moitgagees 
mteiest in Peialta Pulk s in 
of lots 19 "0 21 31 map 
filed 


of lecoid n the office of the 
Recoi del of Alimeda Co lot 


16 OS 


oS317 L I 
Grav — In Peralta Park 


sub of lots 19 -0 21 11 
map 


H cd of lecoirt in the 
offlro 


of the Recoidei o' Alameda 
Co lots 39 to rl 


5S329 J T Rauei — In PeialtH, Pallt 


sub of lots 19 20 21 31 
map 


filed of record in the 
office 


of thp Rpcoidei of Alameda 
Co lots 107 108 and 
109 


o833IMaiv 
1 Gardner — l i Peralta 
P u k 
sub o' lots 11 20 2t 


md 11 imp filed of recoicl tn 


the office of the Recorder of 
Alameda Co lots 114 11) and 
116 


2 48 


Tl 


7 03 


OS 


IN CHRIS1IANIA TR VC1 


oS3C2 Ale% McAd im — In Christ ianla 
Tnct 
map filed of l ocord 


In the office of the Recorder 
of Alameda Co 
lot 14 
blk 


E 
1s2 


5S3"1 J P 1 1 ekenbach — Mortgagee s 


in eiest In Chi stlanla Tract 
map filed of record n the of- 
fice of tne Recorder of Ala 
meda Co lots 1 and 2 blk r 
9 20 


8410 A F Merriman — In Christianla 


Tract 
map filed of recoid 
~ 


OS414 Ce 


In the office ot the Recorder 
of Anmeda Co lot 71 and n 
% oWlot -2 blk F 
3 11 


•ntrap Pacific Rallioad Com 
pany (u coi poi atioiij —About 
SOOO ft moie 01 less of vvhaif 
known as Tons AA barf 
beg 


at 
the in eisec ion of said 


wharf w i t h what is known 
as the Oakland mole 
and 


runn ng th westprlv toward 
Go it Island 
tr the e id of 


said w h u f at 01 near the w 
bfly 
of the Cot ntv of Ala 


mpcli 
including 
slips 
and 


wings at end of slid whaif 
. 
4G24 26 


PLEASANTON 
TOWN- 


SHIP. 


5100" 
Saiah C M Atkins — In Batch- 


eldei 
Ran^I o 
-n ip filed of 


itcord In 'he office of the Re 
< 01 lei of Alameda Co 
lot 56 
]- .8 100 acie>s 
10 95 


B 


5103! A II Ceinal — Tract of Id bd 


n by 
Id 
c f Pleas mlon 
Hop 


Compnnv 
p bv 
Id of HlHi 


gass fi bv Countv ivo id No 
000 md w bv Laguna pieck 


"> )0 100 acres 
l"o Bl 


C 


o»3 Maisaret Campbell — sw Yt. of 
stt H t 3 s 
i 1 w li)0 acies 


and imi s 
2 82 


30"S Thomas C Collins — In Raiicho 


El A' ilk 
cU S in Jo»e 
mnp 


(lied of i pcoi d in the office of 
the RccouiPi of Alameda Co 
subdlv slon Plot 
o2 
Hernal 


Map 
c 1- of lot S 10 acres 
5 14 


590S3 Annie C Claik — m Plot No 02 


in Rmtho Li Valle de San 
Jose map filed of record in 
tht office 
of the Recorder of 


Alameda Co lot T 20 acres 
and imps 
14 4* 


F 


39143 H E C Fensier — Por of se K 


.-v j^c-V, ?» 


SATURDAY EVENING 
OAKLAND TRIBUNE 
JUNE 4, 1904 


of se V* of sec 12, .t 4 3, r 1 w, 
^14 acres, and imps 
7 $1 


E914GJ J Ferreira — In Rancho El 
Valle de San Jose, map flled- 
of record in the Office of Lno 
Recorder of Alamedf Co. por 
of Plot 45, being por of Jot 
5«. of Rose and Bla -k tract. 
2 acres and imps 
3 99 


B91M M G and J O Fen-el-a — In 
Black and Rose Tr: ct, map 
filed of reoprd in tne ottlcc 
of the Roccrdor of Alamedn. 
Co. tiact of Id bd n by .Id 
of M J cle/AznecUi, e by Lino 
st. s by Id of M S -A brio and 
r.- r;y Id of J J Fcnelia, 25- 
• u3 ttf-rpH. and imps 
'_' S2 


W1ES Mary J Foster — In B: tcliclfler 
Rnncho. map filed f-f record 
' 
~* She oftice of the Recorder 
of Alamcda Co, po- of nw 
M of sec S. t 4 s. r 1 e. lot 22. 
11 Oti-KiO acres, and imps 
'370 


G. 


60170 L Klirman — Mortgwce's In- 
terest in ne ^ of s'-c 11. t "i s. 
J' 1 e. anj ne Vi of sec 1^, t 
:, s, r 1 e 
0 CO I 


69211 
Oiiiff Johnpon — Fn Hi nclio 131 
I 
Kl Valle de San Jose, inap filed 
I 


of record In the offlc j of the 
| 


Reco'.-drr of Alnnu'd L Co. 
M> 
j 


of subdivision Plot .?-, Bcrnal 
] 


IMnp, lot K. H) Men's 
"' *'" I 


II. 
i 


5!>2C9 }; A 
Harrliiprto:i — Mortsns- 
ec's intc-ivst in nw 
t of see 


K, t '> s, r ^ e. inv 'i 'if nw U 
of sec 1.;. t " K. r 2 e, and e \^ 
of sw H a'ul v,' Vt of sc '/» of 
nw ^ of Mfc: r; t '> s r 2 e .. 
50283 1'. A Herr.iurton— Mortgagee's 
Interest in nu Vt of sec N, t 
~t K, r £ e 


.. 2 32 


00343 


C0550 


2 32 


5 35 


Newark, map 
filed 
of 
rec- 
ord In the office cu the Re- 
corder,1 of Alameda Co, lots 18 
to 22, bid 14, and imps .... 


F. 


Mar'a C Fialho — 2n Newark, 
map liled of record in the of- 
fice of the Recorder of Ala- 
meda Co. lot 10, hlk 177.. .. 
George F Ferbush — Tract of Id 
bd u by Estate of-S Stivers, 
c by Id or C L Stevenson, s 
by Id' of C L Stevenson, and 
A G Peixotto. and w by Id 
of Jane Stevenson. UO acres 
Federal Salt Company (a .cor- 
poration) — Sait Marsh Sur- 
vey No. 21S and sw por of 
survey No. 204 and por n of 
Alameda 
eek, sec 17, t 4 s, 
r 2 w. 220 acres, and imps 
120 M 
Federal Salt Company, Pers prp 52 05 
Manuel T Fu1 tadn—in Alvar- 


ado. map fiUd of iccoid In 
the office 
of 
the 
Recorder 


of Alamedu Co. lot bd n by 
Smith si. e by Scnool lot. 
s and w by Id of M E Fur- 
tado 
- 32 


Elas Groat—Tiact of Id bd 


n by Main st. e by Id of 
1) A iiubir.-i;n 
and 
John 


\S'nlkor, K bv County Road 
and w by k! of H D Ford, 
mid imps 
99 


S33 Antone "Tr Louis-Tract 
of 


Id bd n by id of F Williams, 
e bv Mountain Uc .tU. s by 
County Road No 10ns. and 


, I 
v.- 
by 
Id 
of 
Mi;- 
E 
D.HS, 


i 
1 75-100 acic-s and 
imps.. 


' 60S33 Antone D Ltwjs—Pers prop.. 


69294 Carmine Najar — aw 3i of sec 


32. t ,~ s, i 'i e, ICO ac res. and 
Imps 
" S4 


5929G I' Nathan—In Rancho 151 Vatto 
de San Jose, map fil-d of iac 
ord In the ofiloe ot the Re-" 
(•order of Ala:neda Co. por 
of Plot 13. tract of Id bd n 
by County Road, e ny Id of 
Barrett, s and w l.y Id of 
Hose M Mulvany, 
iO acres 
and imps 
1-11 


WS06 Manuel Pine — In Pleisanion 
Homestead, map filed of rec- 
ord in the oflicr of the Re- 
corder of Alameda Co, part 
of Plot 4, tr.ict of ,d bd n 
by Arroyo de Vallc crock, e 
by Freda, s 
by Vineyard 


avr, and w by Id of Philip 
Kolb, 2 acres, and imps .... 1 JS 


R. 


59325 F S Rowley — Por of nc % of ne 


i-i of sec 14, t 3 s, r 1 w, 10 
acres 
2 S2 
60332 P W Riordan — Tract of id bd 


bd n by Id of Green, e by 
County Road, s by Id 
of 
Mrs Murray, and 
v. hy Id 


of 
Estate 
of 
Elizabeth 


Dougherty 
(Cemetf-y) 
4 
acres 
J 13 


69333 Homfin Catholic Archbishop of 


Han Francisco — In Rancho 
el Valle de San Jof-e, map 
filed of record in the oflice 
of the Recorder of /lamrdu 
Co, 
Tract 
of land 
bd n 
and e br land of J .V Har- 
ris, s hy Id of Pic asanton 
Lodge I O O F, No 2,V5, and 
w by County Road. 5 acres 3 21 


55378 Anna F Stick er — Por of Plots 


42 and 
43. on division lino 
thereof 
In 
Uernal 
portion 
Rancho Kl Valle de far: Jose, 
lot 4. lSir>-100 acres. ; nd imps 3 60 


K>391 H H Seawell — In B; tchclder 
Rancho, map 
filed of i ecord 


In the office of the Recorder 
of Alarreda Co, por 
<>f nw y4 
of sec S t 4 s. r 1 <•, lot 22. 
11 liMOO acres, and 
imps 
:2 35 


G9392 Robert Schanstcin — In Rancho 
KI Valle de San Jose, mop 
filed of record In tlio office 
of the Recordur of \lamocla 
Co, por of Plot ?. Irfict of Id 
bd n by Id of Tni", e by 
County rtodd, s an-1 w by 
kl of PTnrris, 10 ac es, and 
Imps 
T. 15 


5DSP5 Mashado Jose Silva—In Rancho 


Kl Valle de San Jose, map 
filed of record in tl e office 
of the Recor-er of \Iameda 
Co. Klack and 
ROR • Tract, 
tract 
< . Id bd n 
1-v Id of 
John Antonio, 
c b\ 
Id o" 


Munuel Amoro. s In- Id of 
JIay. and w by Id of R R 1,11- 
lienth.il et al. por of lot 5725- 
luO acres, and imps 
4 56 


V. 


50127 Annie Van Gorden — In Rnncho 
Santa Rita, mnp lilcd of rec- 
ord in tho ofth1'- of the Re- 
c-nrdor of Alamodn C'o. tract 
of id li<Un by Id «>f \\ halen, <> 
by Id of Mohr et al, s by id 
o!' J'J Sc- li v.- e: n. a nd 
,v hy 
] d 


of A T Hiiuh et al. l.'iO acres 
and imj^E. 
M 15 


SOUS 11 C' CampliMl et al -- Mort- 


Kapree's Jntei e^t in Rancho 
Rita, map filed of r -cord in 
the ofiice of the Recorder of 
Alnmeda Co, tract <•!' Id bd 
n bv !d of \VIui,0:1, -f by Id 
of Mohr et al. s by Id of 13 
S( Inveon and w by id of A 
T Hatch et al 
r 7 25 


SHIP. 


B. 


60IIO George JI iond (estate nf) trnct 
of Id Vxl n by Id 01 Lowrv 
and Nicklo. c by Id 
« f \V \r 
"\Vatson, H by * - of Xanuol F 
G oo rj^e and 
~\\ 
I»y 
Co n n ly 


Roml Xm Ccntervilk to Al- 
varado, 
- TtO-lO") acr -s, 
and 


W1GO W N "Berry (cst'.ilV o') ' —' 3n 
Decoto. map HU-d o:' record 
in tho ofHcc ot the Recorder 
of Ainmeda Co. lots 1. and J, 
blk S2 


«0195 Kate IHirhs; — Tiact of kl bd 
n by Id of \\ . II. Champion 
nnd Good T^aml Company, e 
and s by id of Gncd /Lund 
Company, and w !>>' .\Mmeda 
cieek, 39 acres, and Kips .. 


C. 
f 


C02JT Mlchnrl C*on:iors — In Xcw.irk. 
map lilcd of record in tho 
ollh-e of tlio RfH'orde- of Ala- 
meda Co. lots H and 1.1. blk 
G. ur.d impy 
, 


G0^!7 A L'biPbolm - Tract of Itl bd n 
by id of James Tysi n. c by 
Mount.tin rioiul. s 1 v- 3d of 
II n Hunt. n:id w by U of 
K E Sonth\vich ct nl. 1." a c t - a 
nnd imps 


GOL'ST A Chlsholm — Pors pr ip .. .. 
GOiMK) CtMiirfil }'aciI5c Ruilron 1 Com- 
pjny 
IR corporaUon - — 1-S 
milts of rallwa - to Gravel 
Pit 


60301 C Castro — fiw 
]-'i f?f nv *4 and 
:ie ]4 of nw Vt and i w V4 of 
no U of sec -2. 1 5 s . 1 1 c. lt'»r> 
nc-res 
' 


COCCj Ci'p.i-'ni'ntal Salt ami rhcnilcal 
Com)).my — Tl :ict n 
ni.i rsh 


hi bd n by M of 
Fut'iarn 
nnd 
C'ui;,'!c\-. 
•• h\- Pl'imt-i-s 


Kiouph. 
s 
by 
Oo>i-tc 
t l i l l 


Siouju'h, mid w by 
i>\ 01' H 


l>lock, 
being- part 
of sees 


17. 3S. 19. and 
I'D, t 4 t, (-r - w, 


S(»-t .ICMTK 
] 


60S3f> Dnrnbavion Kami nnd ]"n pro ve- 
in en t Company --- Mt»rtua '.- 
re's 
Inic-Tost 
in 
ti .ot ot' ^ 
marsh 'land, bd n I v Id yf 
Putnam and Quisle ". f by 
Phmit-i biOiijrh. s In Covoto 
Hill Slougn. and 
\v 
»y Irl of 


11 P.lock. bc-itiK part or s.-cs 
IT. IS. JJi a.ul 'JO t 1 s r ^ \v . i 


oOSll Ssholaytic-iie Cha.x 
ri7- 1 A 
M 


AlexnmU'i. 
Mibdivi? .MI 
C 
1. 


map of Estate of J \\'anhaib. 
map hied of lOw-orcl in the of- 
fice of tlio .Ri" older of A!;t- 
meda Co. I'/j :tS-l(»0 icrop 


0034," Frank Carcloza — in 
Decoto. 
mnp tiKd of record in the 
oflice of tho Rpcor-»ei or Aln- 
meda C 
lot 1L', blk ;y. and 
imj)s 


- 
D. 


6W31 Dumbarton Kami and Improve- 


ment Company — Tr:.ot ot" Id 
bd n by Id of Thorn is Pow- 
ers- and Manuel S t*lres. e 
nncl s by M of DimtMrton 
I-Mincl nnd Tmni ovemep.t Com- 
pany and w by id of Thomas 
Powers, !A1 acres 
•0443 J \V and Caston Dodson — in 


t 91 


60934 Elizabeth 
Mnrtdn—In 
Nlles. 
man liled ni iccord in the 
otlice 
ot 
tl:o 
Recorder of 


Alnmccla Co. 
lots D. 'J, 
7 
and s. blk 57. and imps.. IS 92 


60047 James R Marshall—In Ncw- 


ai!;. rrt'tp nil i! "f record In 
the ottkv of the Recorder 
of Alamuda Co, lot 1, blk 
177 
2 33 


C09SO Maria K M trck-l—Tiact of Id 


bd u by Id 
< > t Louisa G Ser- 


pa. e by County Road No 
liiOs, s ny kl oi K Pi:>he'io, 
and w by Ul of S Stiveis, 
11 30-1)1' acres anil imps.. 
2 13 


61039 Frank Maiiinca—In 
G: ".gory 
Tiact. near Nik"-, map filed 
of record 
in thu 
ufricu of 


the 
R^corclci- of Alamod,., 


Co. 
'J ticrcs und Imps 
6 5fi 


61039 Ft (ink Martinet.—Pers prop., 
1 SO 


6106b Charles Nicho'.s— Tract of Id 


bd n b} Id of "W i-i and M 
Champ for, t 
by Jd of Mrs 
J Claugh, s by Ids of Mar- 
cia Champion and M D and 
J A Nicliolfc and w by la 
of J Shnm, S 15-100 acres 
arid imps 
1 PO 


61066 Charles Nichols—Pers prop.. 1 SO 
U10SS Manuel R Nunos—In 
New- 
ark, map 
illc-d of rocoi d *n 


the 
oflK-o of the Recorder 


-. 
of Alamcda Co, lot IS, blk 
173 and imps 
2 32 


CHOI Nfic.s Free Pi.blic 
Library- 


la Is*lies, map 
tiJvc! of re- 
cord 
in 
the 
ofMc-c 
of 
the 


Recorder ot 
A Limed a 
Co, 


lot 24, blk 57, and imps..., 
5 3ti 


O 


01122 F 
S Osmond—Sub P. 
Id of 


Estate of Joshua \Vauhnb, 
1" ' 98-100 acies a'ld Imps.. 12 16 


61133 Anicne II L Omis—Tract of 


Id bd n by Id of p p Silver 
ct al. f by County Road fm. 
Alvarado 
tc 
Crntoi villf, 
s by l(i of Frank L OmN, 
and w bv kl uf Ksl'ite nf AV 
P.'itti ij*on. 
1'j 
(iT-100 acres. 
and Imps 
2 52 


R 


61243 William Rose—Tract 
of 
Id 


bo" n hy Id of S Stivers, e 
by Mountain Road. F b\ Id 
of A G Duarti' and w hv Id 
uf J F Pinht'iro, 3 50-100 
acres and imps 
4 14 


61243 William 
Kosr—Tc-s pi up ... 
3 72 


6125J J P ck- ftoj-.t—Tract of In bd 


n by Id of H Egsers. e by 
Id of F S B'isi;, s by K! of 
M B Macicl anj w by 10 
of 
E-lU-n Brophy, 9 
tJG-100 
acres 
i 51 


611'OS Mrs 
Stif-an Rear—Tract of Id 
» 


bd n bv Id of J.me Steven- 
son, e by kl of Thrma.s De- 
dard. :- hy Ui ol' II Mo.\ i-r, 
and w by Id.-, of C H .Ion. - 
H 
Moslicr 
n;i'l H Bon 
nor. 


87 acre.* an.' Inn.- 
18 11 


61271 
Frank 
HUM —In 
Nik«. map 
nled 
Sj 
f record H the n.'Mt • • 


ot U t- Rccoidor n * Alnr.McU 
Co. 
'jt<- 4. 5 ,md C. Wit uti 


and iirps 
4 .515 


61338 Alice A Jlilp-i—Tnct of 
Id 
bd n by Ul of M n i y J J-Im-- 
n e r. c by 
(.' n u n t y Road, 
P 


by Id of M I1 Alamoda ,.nd 
w by id or R k h a i d D Kla- 
cow. 
17 29-lOn acres.. .. 
14 74 


D13rJ5 Gorti co Ait'uuiM'r — Mortpa- 


g'-e'-s inu i ucl, Jn Alvarado, 
map 
fill d of rcco:d in the 


off it f 
of 
the 
Kfconlcr 
nf 


Alamcda Co, r. part nf lots 
1. 2, :i and 
i, oik 
70 
13 ">1 


G1369 OLvcr S Kowlurrl— In 
Nllr-p, 


mu]> filed nf record in the 
office 
r>[ 
tht.- 
Keco* ^er 
of 


Alnmfdj Co loth 17 and IS, 
blk 
U6 and imps 
5 JG 


1 James 
Stanley—In 
Mission 
San Jo.se. map iiivd of re- 
cord in the office of the RP- 
coidor of AKmioda.Co. tract 
of k; be n by U! ni H Ht-i'l- 
c; n. c bv Voiicjo st. s by 
Id 
of 
teFiatu 
of 
Gi-nrgt* 


Stanley, aid 
\v 
DV 
Id 
u* 


Patim! ik- 
Company 
~j 


Jnmt s 
Starle\—In 
Mission 


S<m Jo<c. ma,> fiiuj of re- 
<-o-d in tht? oflieo of the flf- 
cordo-- -if Alamcd.i Co tiact 
of kl bd n bv \Va.--hirnton 
st. e In- Kllsworth «t. s by 
kl of E 
Footer 
a'ul 
V 


Souaa, and w by 
Biyant 
st. lots 1 to o, fiac lot 4 
and 
lots 2u to 22. blk G, 


and 
Imi>R 
11 


Mr-- Oeo-pe 'St.inUv—Jn 
Mis- 


sion San Jose, map filed of 
record m 
L),,.- o:hc<> of tin 


Rccot U'M 
- ol 
Alanu-da 
Co 


ti.u-i of Id hd 
n 
by Id of 
j 
J.i nits Stanley, c by Valle in 
i 


M. s by 
Id1 of K" niiscoo, 
j 


w by Id of P.ilntdak- Com- ' 
i 


pnn.\ and imps 
D 17 


Mrs 
Cuiherlre 
Scc-ada—In 
li vinsrtui:. rr.,:p 
, 
fii*- tl of 
ro- 
I 


cou- of in tho ofilcc of the 
1 


Krconit-r of 
Al.imc da 
Co. 
I 


tract of Id hd 
u by M of 
I 


Mis C Schultz. t 
1 oy Id of 
1 
G M I-Jaton. s by Lincoln 
i 


nvo. and 
w 
by 
Id of Mi s 
1 


Janp O iirien. 4 16-100 as./es 
| 
and .nv* 
n \\ , 


Jami ^ N Smith—In Irvir.fjtofi 
| 


as 
pci 
W.i'tt i's 
Oi ii.nai 
I 


Ma;» 
of 
DiJtns 
Sui vey. 


map nu J of record 
jii the 


orhco 
»>f 
ihu 
IVco dc-r "f 


AiarncfKi 
Co. 
lot 
Kl, nnd 


Janii^ X 


: H 
II 
S. 


Tim t. 


Smith—PtiH prop.. 
1 *iO 
: tnst-a—In 
tin-goi \- 


DC t i?tn, 
map 


G1503 


61i23 


l.k'< 
J of 
11 cord in 
Lh*_- 


of tin1 Hccoulor of Al,ime'3.i 
Co. lot I*. 5 19-luO aci-c.-,.... 


South 
I'acific C'catt 
Fiailway 


C(/nip;>ny (a corporation) — 


to Centervme, e by Id of 
H J -Tllden and J Donovan, 
s by. Jd of J Tyson, and w 
by Id of 'D and C Marten- 
stein, 10 89-100 acres and 
. imps.. ..',.,»> 
14 05 


61620 Trustees 
ol 
Episcopal 


Church 
at ' Centerville—In 
Centervllle, map filed of re- 
cord 
fn the 
offlce. of 
the 


Recorder of 
Alameda 
Co,J 


tract of Id bd n by County 
Road .to . AJvarado, e 
by 


County Roail to -^ewark. s 
and w by Id of C H Allen 
^excepting: Id and imps used 
exclusively 
for 
religious 
worship) 
5 'J6 


61G47 XJllfc 
Trumpour-r-lri 
Alvar- 
ado, tract of Id bd n by V 
st. e by Id of Presbyterian 
Church, s by Canal st, and 
w by Seventeenth st, and 
Imps; also in Alvarado, lot 
S, blk 35 
G 28 


61648 C A 
Chazuette—Mortgagee's 
imeiest. 
in 
Aiva-rado, 
tract of Id bd n by V st. 
e by Id 
of 
Presbyterian 
Church, s by Canal st, and 
w by Seventeenth ft; also 
in Alvarado. lot S, blk 35.. 5 02 


j 61682 Enos Ventura Valle—In New- 


ark, ma;> filed of record In 
the 
office of the Recorder 


of Alamwla Co, lots 1 to 6, 
blk _>u, and imps 


y 


U1722 J 
P 
Young—In 
Irvington, 


map 
filed of record In the 


oflice 
of the 
Recorder of 


\ 
Alamoda Co, tract of 
Id 


brl n by Main st, e by Id of 
"U" H Jackson, s by Mission 
£t. and w by Id of H Crow- 
ell, and imps.. '^ 
6 


C1723 Sa.uh A Young—In 
Irving- 


ton, tract 
of Id bd n 
by 


Union st. e and s by Id of 
H D Ford and w by County 
Road 
to 
Center villp, and 
''mps 
i ; 


429 Contra CoMa Water Company 


(a 
co.-porationT—In 
the 


City of Alamcda'. tract of 
Id bd n by Id of Henry Gib- 
bons Jr. c by Marsh' Id. s 
by 
Uberty 
and 
Onrfleld 


Tiact.. and w by High st, 
por of blk 113, and imps.. 
Also 


4CD-A Contra Costa 'Water Com- 
pany 
(a 
corporation) — - 
Franchise of Contra Co?ta 
Water Company over 
the 
street* and 
highways 
of 


the City ot Alameda.. 
,.3480 


AlHO 


OS7 Coiura Costa 
Water 
Com- 


pany—In the City* of Ala- 
mtda, pee of Id beg at R pt 
on the c 1 of <Parlc st ll«Vfc 
ft 
n fm Central ave, 
th 


n 
CO S-lrto ft 
by SO ft 
e, 


por of blk 129 and imps., 
Also 


4099 Contia Costa 
Water -Com- 


pany—In 
(he City of A!a- 


mccl.i—In Norton Prqfcerty. 
map 
filed of record or the 


oflicn 
of • the 
Recorder 
of 


Alamcda Co. pee of Id beg 
at a pt on the- n 1 of Santa 
Cla ra 
ave 
JOO ft 
w 
fm 


G:nnd Pt. th w 75 ft by 180 
ft n 
por blks 22 and 23- 


165, 
and Imps 


AlKO 


13064 Contra Costn 
Water 
Corn- 
pan v—In 
the 
Town 
of 


Berkeley, in Janes 
Tract, 


riMp filed of record In the 
I 


office 
oC 
the Recoi der of 
| 


Alameda Co. lot 7. blk A, 
| 


and lot S, blk A, and imps.. 
A\PO 


13443 Contra 
Costa 
Water 
Com- 


1 any fa orporatlnn)—In 
the 
Towr of Berkeley, In B \, 
nnd T Improvement Asso- 
ciation. 
Trart 
"A." 
map 


filed of record In the 
offloe 


of the Recorder o* ,*.-ameoTa 
Co. lot 5, bin 1 and imps.. 
ANo 
| 


1421S 
Contra Costa 
Water 
Com- 


pany 
(a 
corporation)—In 
the 
Town of Bcrkeiev, In 
Plot 83. map filed of re- 
co! d in the 
office of 
the 
Recorder of 
Alameda 
Co, 
entire 
Plot S3, containing 


about IfiO acres anO imps.. 


14219 Coi-.tra Ccsta Water Com- 


pany 
(a 
L'orpoia tion) — 


Fianchif-c granttd by 
the 


Town 
of 
Hei keley 
to lay 
watei 
mains 
and 
water 


pipe.0 over and through the 
streets and highways of the 
Town of Berkeley 
1696 10 


14220 Contia 
Costa. Water 
Com- 


pany 
(a 
corpoiatlon)—In 


the Town of wcriu-fpyr in 
Plot 84, map filed of record 
In the office of the Record- 
er of Alameda Co. pee of Id 
In n % of PICK Sf, bd n b> 
Id of M Hopkins and n 1* of 
Plot S4. e by Id oi 
Mose<= 


Hopkins, s by 
Id of 
J 
Wheelt r et al, w by Hop- 
kins Terrae.: 
and 
Id 
of 


Moses 
Hopkins, containing 


2:» IS-luO acres 
'. 
^ 
Al-o 


15870 Contra 
Costa 
Water 
Com- 


pany—In 
the 
Town 
of 


Bc:-kclt\v, in Plot 77, map 
filed of record in the 
office 
of the Rcoi e'er of Alameda 
Co. pee of Id bd r. by Berke- 
ley Hd and 
Ids of 
John 
Garbei. e by 
Id of Helen 


M Palache, s by Plot 
7o, 
and w by l,*nl\ urslty Villa 
Tract, containing 
S 1S-100 
acres and inrps 


Al.«o 


17S27 Contra 
Co&ta 
Water 
Com- 


p,in> —In 
the 
Town 
of 
Berkeley, 
in 
Claremrint 


Tiact, map 
(lied of record 


in the office of the Record- 
er of Alamcda Co, lot 33, 
blk E and Imps 
Also 


17SG1 Contia 
Costa 
Water 
Com- 


pany— Ln 
the 
Town 
of 


Berkeley, in Bull and White 
Tract, map 
filed of record 


In the oflice of the Record- 
er of Alarreda Co, tract of 
Id bd n by 3d of Cathei ine 
M Hoppe. e by Claremont 
ave. s by Tyle:1 st. and w 
by 
Id 
of 
L, A Montagu e. 


containing 2 6S-100 
acres, 
and imps 
, 


Also 


2353G Contra 
Costa 
Water 
Com- 


pany—In the City of Oak- 
land, 
in 
Kollcrsbergci 'K 


Al ip of On!:l.tnd. map 
tiled 


of ifcoirl in the office of the 
Rt'coi cic'r ol 
Atnmetlii 
Co. 
lots .14. 13 ,111(1 I'i. blk 20i, 
and' lot 
17, blk 
201!. 
and 


Imps, and 
lots IS. 10, 20, 


21, 22 and 23. blk 
203 


Also 


2£ri3UA Contra Ccsta Water Company 


—Franchise1 gran tori by the 
Citv of Oakland to lay water 
m;tins and water pipes over 
nnrl through the streets anu 
highways of the City of Oak- 
land (Tor franchise and por- 
tion of franchise assessment 
fee blk 
9fl. Northern Addi- 


tion, and 
blk C. 
Oakland 
View 1-iu, as to City of Oak- 
land) 
/ 
5918 90 
Also 


SGCiS Contra Costa Water -'Company 


Louisa G Sei IM—Ti act of Ic! 


b:l n by Ul of Felicia 
Ma- 
ck I. e by CVuntj Road im 
Mt Ro-ul to Fiv.r.moa. 
•* by 


Id iif -Mary Macicl. ar.d w 
by la of S Slivtr-j. 11 5U-10U 
acre ^ und 
ii7i]>i 
II 


! 61568 John 
T 
f Uink rwu vl—Mortpa- 


I 
gee's 
intet'Li-l. ;:i 
fiac 
ne 


j 
1-t. iin.i frac po> uf nw 
1-4 


am! 
c li ,ic p.u t of >-j 1 -1 


and ne f t ac part of PW 1-4 
of s^- .;]. t 4 « 
r 
_' w.-... L'O 
H A Snou-—In Xewaik, ma^ 


filed ot recoi d in thf 
niTTci- 


of the 
H' 
JCOI'](•:• -jf Alameua 
" 


Co. lot " blk 174 
•; j6 
Standard 
Electric 
Company 


of California—Ti act 
of 
Id 


brl n bv Mountain Road, c 
by Mountain 
Rnacl. s 
,^nd 


w by Id of Patmdale Corn- 
puny. 
[M-JOQ 
aci ef. 
t~id 


imps 
Hi 03 


S 39 61599 TV' H Ty.^on—T'acf of l<! bd n 
| 
by County Koad Cm Niles 


—In the Citv of Oakland, in 
Fr^emans Map of San An- 
tonio, map Hied of. record in 
the oflice of the Recorder of 
Alnrriedn Co, lots 4, i, <), 7, 8, 
9. 10, and 11. blk G 


Also 
, 


3UU49 Contra. C'ostn Water Company 


—In the City of Oakland, in 
Freeman's Map of San An- 
tonio, map filed of record In 
the "office of thf Recorder of 
Alaqit-da Co. 
lot 
12, blk li 
and imps 


Also 


i 87322 Contra Costa Water Company 
j 
—In the City of Oakland, in- 


jg 
Man of Lots in 
Brooklyn, 


"" 
City of Oak Ian I to lay water 
mains and wa er Dines over 
and through tl e streets and 
' highways 
of 
the 
City of 
Oakland 
(for 
further 
and 
por of franchi e assessment 
see 
blk 203, «*aklahd 
City, 


and 
ttlk 
C, 
C akland View: 


Hd) 
, -.9864 50 
Also 


39778 Contra Coata W; ter Company 


—In the City c f 
akland. In 
Miscellaneous j.ands East of 
Beulah Park, pqe of id bd 
n by Hopkins st, and Id of 
Oakland 
tran ;!t Company, 
e by Id of Del a A Smith, s 
by charter 1 oi City of Oak- 
land, and w by Beulah Park. 
containing 952 100 acres 
14013 
Personal proper: y in the City 
of Oakland, de: cribed as fol- 
lows: 
Office 
urmture, bi- 
cycles, horses, wagons, lead, 
solder, 
tools, mains, pJ pcs, 
water gates, fillings, meters, 
^^cocks, assesse< 
vy hi*» $720.- 
000.00. and mon« v a«R*iased at 
S10.G50.00. .sol 
• redits asses- 
sed at 
Jl-17,00.0- 
14,52771 


• Also 


39990 Contra Costa TV'r ter 
Company 


—In the City c C Oakland, in 
Oakland View -id. map filed 
of record in th • office of the 
Recorder of At- meda Co. sw 
23 ft of lor. 3. a1 d all of lot 4, 
blk C. and ne :7 ft of lot 5, 
blk C, and .imi s 


Also 


399POA Contra Costa W iter Company 
—Franchise gr inted by the 
City of .Oaklam to lay water 
mains and wat sr pipes over 
and thiougrh the streets and 
higrhwavs of th 
City of Oak- 
land (for furt icr and 
por- 
tion of frnnchtei assessment, 
see blk 09, Ni rthern Addi- 
tion and 
blk 203, Oakland 
City) 
4912 50 
Also 


4013G Contra Costa Wn ter Company 


— In the City o" Oakland, In 
Flint Tract. Map No 4. map 
filed of record in the oftice 
of the Recorde • of AH meda 
Co, lot 0, blk C. and Imps .. 
Also 


445S4 Contra Costa Wr ter Company 
(a rorporntion) -In th*' City 
of Oak'ard, in 
Vc-ston Tinct. 


map filed of 
i erord In 
the 


oflice 
of the Recorder of 
Alameda Co. 
1 >t.s l*?. 20. 22, 


and e 5 ft of 
ot Hi. blk H, 


and imps, and 
v 30 ft of lot 


24. bile H 
Also 


47593 Contra Costa Water Company 


fa corporation) — In Brook- 
lyn Township, 
tract of 
Ul 


bd n by Irl of S auffcr Chem- 
ical Co 'e by 1 1 of CM Imn 
Co. and Park ]'lacfi. s by Id 
of Ca! Tmpiovencnt Co, and 
Park Place, ar I w by 1 di- 
viding Frultva c and Lock- 
wood School T istricts, con- 
taining 
IS 70-10' 
acres, 
find 
imps 
Also 


47jS3 Contra CoPta Wa er Company 


fa. corporation) — In Brook- 
lyn Tp. tract c f Id bd n by 
charter I of Cit.- of Oakland, 
e by id of A K Slovens er ul. 
s by Fruitvale nd and Put- 
nnm Tract, w 
>y Id of M S 


Hamilton, cont: ining: 12 35-100 
Acres 
Also 
ti-act of Id bd n by Fniit- 
vnle Hd, e b> 
Id of M E 
Plaw. s by E 2'th st, inrt w 
by Central ave contain'ng; 2 
acres 
> 
Also 


47f>97 Contra ,Costn "U'n er Company 


< a corporation — Ir. Brook- 
To WPS hip. trp.ci of Id b 1 n by 
Ids of K J Han >y and Ham- 
ilton, o by Id of Contra Co=ta 
"Water Co, R by San Loand"o 
creek, w !»• 5an Lcaiidi o 
ctcek, contain! ig- 20 acres.. 
Also 


Tiact of Id bd n by Ids of 
P E Bowles nnd TZ J Haney. e hy 


G>-HSS .Valley ct >ek. -s by 
San 
Leandro 
creek 
anrl 
Grass 


Valley creek, a -d w by Id of 
Contra Costa V ater Co, con- 
taining i& 40-10> acres ,. .. 
Also 


47013 Contra Costa Wa er Company 
And 
fn corporation) —In Brook- 


47614 
lyn Tp. 
tract 
of Id hd n 


hy Id or Contra Costa Water 
Co. e bv Id of Contra Costa 
Water Co, and S.m "Loamlro 
Creek, 
B by 
Son Lr-andio 
creek, w by 
1 of 
Contra 
Costa "\ Uer 
< 'o. 
and 
San 
Lea nd ro 
creeli 
cental n i ng 


271 50-UK) acres 
Also 
Tract af Id bcl 
i and e by Id 


of Contra Cost L Water Co, 
s ard w by 
3an 
Leandro 
creek,, contain ng 
22'1 37-100 
acres 
Aitjo. tract of H bd n ard e 
by Id of C W Loom's, s and 
w by k] of ' 'ontra Coata 
Water Co, com ruing -J 22-100 
acres; 
Also tract of Id bd n by Id of 
C W Loomis et U. e and s by 


San Leandro ere- k. and w by 


Id of Contra Co-ta Water Oo. 
and C W Loorr,>s, containing 
589 19-100 acres: 
Also, tract of Id bd n by 
Grass Valley R inch, e by Id 
of C \V Loomi;. s by Id of 
Contra Costa ~\ "ater Co, and 
w by id of G -lay and J P 
Walker 
et 
a . 
containing 


4til 44-100 acres; 
Also tract of I I brl n and s 
by 
Ids 
of 
C ontra 
Costa 
Water Co. e b * .d of C W 
Loomis. and w by id of J P 
Walker 
and 
Josef a 
Van 
Vranken, conta ling 44^- acres 
Also tract ot n bd n 'nnd 
e by 
Id of C. ntra 
Cosm 
Water Co, K b: Id of Con- 
tra 
Coata Wa er Co. and 
San Leandro C vpk. and w 
by 
San 
Le.' ndro 
Crefk 
and Giass 
V? Kev 
Creek, 


containing 2SS icrep; 
Also tract of 
d bd n. 
a 


and 
\v 
by kit 
of 
Contra 
Costa Water C). and e by 
Ids of C W 
Loom's 
and 
Cor.ti a 
Costa 
Water 
Co. 


containing 308 53-100 acic-s 
Also that por o the dam In 
Brooklyn Town hip, filtei M, 
feller 
houses, 
-ement 
res- 


ervoirs (2> bui dinqs. fenc- 
ing, tunnels, 
vaste 
weir, 


etc; 
Also % of wat r contained 
in 
Sf»n Leardi 
> 
icfervoir, 
Brooklyn 
Tw pt. 
-unt'T 


mains, 
pipes. 
te1oq;nu>li 


lines 
(R 
mil- «). 
horse*, 


rnulon. fteftm 
iicht. hoa'.-. 


tools, materials 
etc 
L'73S9 30 
Also 


47620 Contra 
Costa 
A 'ater 
Com- 
pany 
(a 
cor -oration)—In 
Brooklyn 
Tow n.--hip. 
(i net 


of Id bd n by Thoi n Rr.ad 
and Township 1 o by tlie Id 
°f J II Mcdau and 1 owr.- 
ship 1. s by 
1 1 of George 


Sreiling and J 
H Mtdau, 
and w by Louis D Rt-cb ,-t 
at. anO Thorn Road, 
con- 
taining 192 acn a; 


Also 


47620-"A" Contra 
Cc :fa 
Wat-r 


Company 
(a c tr\ oration) — 
Franchise of 
the 
Contia 
Cost a 
\Vater 
< omp.-cy 
for 
that por of Ah medu Coun- 
ty 
within 
thf 
limits 
of 
Brookli n Towr ship 
"S4"' 77 


Alf-u. 
x 
47623 Coittiu 
Costa 
A 'ater 
Com- 


pany 
f a 
PO]- H»r,»tio:.) — In 
Brooklyn 
T«"iw i-tup. 
tiact 


•»f hi bd 
n by 
;d of C K 


Meirltt. e by Marv 
s=t. s 


by Id of L M'D mon. and w 
lii- County 
Re id 
N 
To 5fl3. 


.•nnnu-ii'-.s 
- : 0-100 
acres 
nnd :mpb 


47C2 


map i'tpd of record in the of- 
fice of the Recorder 'if Aia- 
meda Co. !^t 19. blk i.>. and 
lot 
~>Q, blk 
lt}, and imps .. .. 
Also 
3775S Contra Costa Water Company 


—In tl.« City of 
k. 
iand. in 
Northern Addition, map tiled 
uf record in the O..ICP of the 
Recorder 
of 
Alameda 
Co, 
(•-.tire blk 99, and imps .. .'. 
Also 


3775SA Contra Costa Water Company 
—.Franchise granted by th« 


47U2 


4 Contra 
Costa 
T 
pany 
(a 
cor 


PI: ookh n 
To\\ 


of !cl bd n by 
e 
by 
Id 
of 
i, 
\Vater C o . K b 
nio ,B.iy. 
v/ 


Slough (except 
C P R R), 
<jr 
acres ^nd Imp 
Also 


5 Contra 
CoFta 
"\ 


pany 
<a 
cor 
Brooklyn 
To 


Tide Land^. ^ 
r 3 w. M D B 
Iot« 14 to 
i' 


60 acres, and I 
f . r 3 w, M ; 
frac 
lot 9. c 


/nter 
Com- 


- ( n a t i o n ) — In 
nshjp. 
tract 


1 uf Damon. 
ontra Costa 
San i,ean- 
hy 
Damon 


-icrhr of w.iy 
Gaining ','.S7 


'ater 
Com- 


iQtatlonj —In 
vnship. 
m 


• 20. t ' s, 
and M. fn'c 


containing 
SPC 2X. t 2 


» B and 
M. 
.ntainiug 
ft 


acres; 
, 
Also 


ITS29 Contra 
Costa 
Water 
Com- 
pany 
(a 
corporation)—In 
Brooklyn 
Township, 
tract 


of Id bd n by Id of 
E J 
Haney, e by Id 
of E 
J 
Haney, s by Id of Contra 
Costa Water Co, and w by 
San 
Leanclro 
Creek, 
con- 
taining 4 So-100 acres, and 
Imps 
Also 
4S791Contra Costa 
Water 
Com- 
pany—In Brooklyn 
Town- 
ship, 
m 
Putnam 
Tract, 
map filed o( i ecord in the 
office 
of 
the 
HA corder of 
AJamed.1 Co,, lots 1 to £ 
inc. blk 6 
Also 


4SS24 Contra 
Costa 
Water 
Com- 


pany—In Brooklyn 
Town- 
ship, 
in 
Fruiivale 
Hd 
Assn. map 
rU<fd 
of record 


In the office of the Record- 
er of Alameda Co, lots 18 to 
22 inc; 
Also 


4SS30 Contra 
Costa 
Water 
Com- 
pany—[n 
Brooklyn 
Town- 


ship, 
in 
Fruitvale 
- Hd 
Assn. map 
riled of record 


In the oftice of the Record- 
er of 'Alamoda Co, lots> 29 
to 40 Inc; 


Also 


54703 Contra 
Costa 
Water 
Com- 
pany 
(a 
corporation)—In 


Eden Township, tract of Id 
bd 
n by 
San 
Leandro 


Creek and pur of dam 
in 
Eden Townphip, e by Con- 
tra Costa Water 
Company. 


p by id of E LewelHng et 
al, and w by Id of E Leroy, 
containing 24 -18-100 
acres, 


and Imps 
276 23 


AU-o 


5470$'Contra 
Costa 
Water 
Com- 
nany 
(a 
corporation)—In 


Eden Township, tract of Id 
fcd n by San Leandro Creu^, 
e by Contra Costa Water 
Company, s by Id of Go- 
mez, and w bv Id of Lcw- 
elling, containing 43D 14-100 
acres, and Impb 
878 70 
Also 


54700 Contra 
Costa 
Water 
Com- 
pany 
(a 
coi poratlon)—In 


•Eden Township, tract of Id 
bd 
n 
by 
San 
Lear.clro 


Creek, e by Id of K E Bt ad- 
ley et al. s by Id of Prowse 
et al. and w by Id of Con-- 
tra CoMa 
Water Company, 


containing 275 liS-100 acres, 
and imps 
553 67 


Also 


54706 Contra 
Costa 
Water 
Com- 
pany 
(a 
corpoi«ilon)—In 


Kclen Township, tract of Id 
bd n by n 1 of San Lenrdro 
Civtfk, e by Redwood Road, 
« ny 
Id of Contra Costa 
Water Company, and w by 
San 
Leandro 
Creek, con- 


taining 39 43-100 acres, and 
Imps 
84 15 


Also 


5470G Contra 


Id bd n by Id 
e by Id of W 
Id of Atherton 


Re jwood Road, 
lOu acres, 
and 


Costa 
Water 
Com- 


(<L 
corporation)—\n 


Edtn 'rownship. p**e of Id 
bd n and e by San Leandro 
Creek, s by County Road, 
and 
w by Id of 
L 
r Meyei s. 
containing IS 70-100 acres.. 33 00 


Also 


54706 Contra 
Costa 
Water 
Com- 
p.fny 
(a 
corporation)—In 


J£r>n Township, pee of Id 
hd ;i and 
c "by 
Redwood 


Koad, .« and u by id of N 
]3 and E E Bradley, con- 
t lining 37 S-i-100 acres, and 
Imps; also that por of San 
Lcandi o 
dam 
In 
Eden 
Township and water ways.4762 55 


5470G Contra 
Cotta 
Water 
Com- 
pany (a co1 poratiun)—Pers 
prop 
In 
Eden 
Township, 
described as follows: 
2392 


ft of 11-inch water mains, 
4N17 ft 2-inch pipe. 4110 ft 
of 16-Inch pipe. 48.000 ft of 
30-inch pipe. 181 ft of 3-4 
inch pipe, 1-ltJ 
inch 
gate 
valve, and ^ of water con- 
tained in San Letiruiro res- 
ervoir (Eden Township). .18367 90 


Also 


5470C-A Contra Costa Water Com- 
pany 
(a 
corpora ti oh > — 
Franchise 
granted 
to 


Contra Costn Water 
Com- 


pany to lay water pipe and 
water 
main;- 
over 
and 
through 
the 
£ti pets 
and 


highways of Alameua Coun- 
ty, 
franchise 
assessment 


as to Eden Township 
2029 94 


Also 


54767 Contra 
Costa 
Water 
Com- 
pany/ fa 
corporation)—In 


Eden Township, tract of Id 
bd 11 by Cast ro grant, e by 
3d of W S Cull, s by Id of 
Atherton, and w by 
Re<3- 


Tvood Read, contain. i£ 
66S 


an ts, and imps-; 
Also 
Tract of hill 
of Athorton, 
D Cull. H by 
and w by 
containing 
imps; 


Aisu 
Tract of Id bd n • by Id of 
Atherton. e by Id of Stro- 
bel and Neudeck, s by Id of 
Jos Fi omans. and 
w 
by 
Redwood 
Road, containing 


583 03-100 acres, and 
imps 


Also 
ri\act of Id bcl 11 tjy 1(3 of 
Athertnn, e by Id of Mrs 
E KelU-y, s by Id of J M 
Proctor, and w by County 
Road, and 
Ids of 
Contra 
Costa Water Company, con- 
taining 126 acres, and imps 
Also 
Tract of Id bd n by Coun- 
ty Uoad. e bv County Road, 
s" by Id of E H Gansberger, 
nnd Cal Land De! Co, w by 
Jd of K H Gansberj*er 
and 
Cal Land Del Co, contain- 
ing 131 'S6-100 
acres 


v 
Also 


o7C92 Contra Costa Water Company 
(a corporation) — In Oakland 
Township, in Plot 113. 
map 


filed of rccoid In the office of 
the Recorder of Alameda Co. 
tract of Id bd n by Id of 
A P Holland, e by Id of A 
P Holland, s by. Ocean View 
ave nr.d M of A P Holland, 
and w by Broadway, con- 
taining 22-100 acres and ims 


Also 
57910 Contra Costa Water Company 
—In Oakland 
Township, 
In 
Sather 
Tract, map filed of 
record In the office of the Re- 
< order of Alameda Co, pee of 
kl beg at a pt on t:ic nr- 1 of 
Linda Vista Terrace, paid pt 
being 
the 
most 
southerly 


corner of Glen Echo Tract, 
th ne 304 ft. se I4a»i-100 ft. 
sw 300 ft, nw IPO ft to beg, 
nor Plot 17, 1.11 acres and 
imps 
Also 


5SOJ5 Contra Costa "Wn^er -Company 


—In Oakland Township. 
In 
Bowman Tract, map liled of 
, record In the office of the 
Recorder 
of 
Alamcda 
Co, 
tract of !d bcl n hy Ids of 
Harmon Bell 
p by Ids of 
Harmon Bell, s by Piedmont 
Pork, and w by Ids of 
Har- 
mon 
Bell, 
containing 
1.35 
acres and imps 
Also 


58151 
Contra Costa Water Company 


—In Oakland Township, in 
Tract A. Mountain and Hill 
Lands, map tiled of lecorcl in 
tho office of the Recorder of 
Alameda Co. tract of Id bd 
nw by Realty Syndicate, e 
by 
w 1 of 
Brooklyn twp, 
s bv Realty Syndicate, con- 
taining 2.21 acres and imps 


ALso 


5S174 Contra"* Costa Water Company 


—In Oakland Township. 
In 
Plot 3D. map filed 
<>f record 


in the offlee of the Recorder 
of Alameda Co, 
tract of Id 
bd n by n 1 of Plot 30, e by 
Id of Contra Costa Water Co. 
s by Id of George Stirling, 
Old Road and Plot J9, w by 
Id of George Stirli'.ig. Old 
Road and Plot 29. containing: 
3H5-IOO acres, and imps .... 
Also, in Plot 30. map filed of 
record in the, office of the Re- 
corder of Alameda Co. tract 
of Id hd n by Id of George 
Sterling:, e by Id of George 
Sterling, s by County road. 
w by 
Id of Contra Costa 
J\vater 
Co. and 
Plot 
F, 
Mountain and Hill Lands, 
coatftininc' 1 76-100 acre* .. .-. 


6S1SO 


581S7 


Also 
Contra Costa Water Company 


t—In Oakland Township, in 
'Mountain and Hill Lands, 
map riled of record' In the 
office of the Recorder of Al- 
ameda Co., tract C, entire 
plot C, 264.17 
acres, 
and 
Imps; 
Also 


58180-A Contra Costa Water Com- 
pany (a corporation)—Fran- 
chise granted 
to 
Contra 


ta Water Co to lap pipes 
over 
and 
through 
the 
streets' and 
highwajs 
of 


Oakland 
Township. 
that 
portion outside of the City 
of 
Oakland, 
and 
town of 
Berkeley 
123S 90 
Also 
Contra Costa Water Company 


—In Oakland 
Township, in 


Mountain and Hill Lands, 
undivided map'filed ->f rec- 
ord in the oflice of tho Re- 
coi der of Alameda Co, plot 
O. 256.14 acr-s, and 
imps 


Also 
581SS Contra Costa Water Company 


<a corporation)—In Oakland 
Township, in Mountain and 
HIU Lands, undivided, mnp 
filed of record In the olfice 
of the Recorder of Alameda 
Co.. tract of land bounded 
n by Id uf Ellen H Chabot, 
e hy Id of Ellen H Chabot, 
s by Tract A and 
Plot 29 


and 30. w by Tract A and 
Plot 72. part of Plot F, 67 
acres and imps; 
Also 
Water 
pipes, 
gates. 
Ptop 
cock, etc.. hi'Tses. materi- 
als, tools. 
et«-.. water 
in 
Temescal reservoir 
5992 54 


Also 


5S200 Contra Costa W Uer Company 


—In Oakland Township, in 
Plot 88, map filed of rec- 
ord in tho office of the Re- 
corde r 
of 
A la meda. 
Co., 


tract 
of land bounded 
n 
by Contra Costa County line 
e by Contra 
Costa Oounty 


line, s nnd 
-w 
by 
Ids as- 
assessed 
U> 
Carpcntier 
and 
Pacific 
Improvement 


Cn., 1-3 of Summit reser- 
voir In Alimccia County, G.60 
acres and imps; 


Also 


59054 Contra Costa W iter Company 


(a corporation ) — In 
Pleas- 


anton Township, in Rancho 
Sanla 
Rita, 
-nap 
liled of 


rc'Cord in the ofiice of the 
Recorder of 
\lnmeda Co.. 


tract of land ooundcd n by 
Id of Dougher'y. e by Id of 
Pica san ton 
Hoji 
Company 


and A H I3orn.il. s by County 
road and w bj county road, 
containing: 226 38 acres and 
imps; 
Also 
Ir. Rnncho Santa RHa. map 
fi]<?d of record in the office 
of the Record" r of Alameda 
Co. tract of land hounded 
n by county r^ad. e by Ar- 
royo de Lapura, s by Id of 
Cliadbourne. w 
by 
Ids of 
William Day ft M, contain- 
ing 21.81 acres; 
Also 


60320 Contra Costa W iter Company 
—In Washington Township, 
trac* of land jounded n by 
Id of P Uelwig, Al.imeda 
ctPok and V f-t, e by Id of 
. Poorman. 
s 
by 
Tidal 


slough, w 
by 
Id of 
John 
Qulgley. containing 372 90- 
100 acres, and imps; 


Also 


G0320-A Contra Costn Water Com- 
pany fa coiT>nration), frnn- 
chKe of the Contia Costa 
Watrr Company 
for 
that 


portion of Alnmrda County 
within thr^ limits of Wash- 
ington Township 
1333 70 


Also 
Contra CoMa W itor Company 
—In 
Washington 
Town- 


ship, tract of M bd n by Al- 
ameda creek. ••*, s and w by 
land of Contra Costa Wa- 
ter 
Company, 
containing 


4 64-100 acres, and imps 


JAMES B. BARBER, 


Tax Collector of the County of Alamedn, 


California. 
Dated at Oakland this 4th day of Juno. 
1904. 


FRUITVALE SAMTARY CIS- 


TRICTJU). 2. 


FOR THE 1 EAR 1903. 
. 
The Delinquent Taj. List oC Fruitvale 
Sanitary District No. '2, in tho County of 
Alnmeda. State of California, for 
the 


!"sanUa?y Tax Sale for tho year 1903 
Public notice Is hei "by Elven that de- 
fault having heen muile In the payment 
of taxes due to the Fruitvale Sanitary 
District No. 2. In tl-e County of Ala- 
medn. State of California, for the year 
3903 
upon the propel ty hereinafter 
de- 


scnbeil, the Tax Collector of the County 
if Alameda, 
by authority of law, dirt 
iron Monday, Noveirber 30th. ino:i. and 
upon Monday, April i''th, 1304, at r, o'clock 
r 
M.. levy upon said property. 
Now-, 
therefore, I, James V. Barber, Tax Col- 
lector of the County of A.ameda, State 
of California, will on 
SATURDAY THE 2ND OAY OF 


JULY A. D, 1904. 


At the hour of 10 o'"lock A. M. ot said 
day 
sell the same at public auction in 


the Tax Collector's cilice In the County 
Court House of the County of Alameda, 
in the City of Oakland, unless the taxes 
delinquent, together with the costs and 
percentages, are paid, or ::o much there- 
of as may be necessary for sach pur- 
poses. 
Public notice i» further given that pur- 
suant to the resolution of the Sanitary 
Boaid of said Distri.-t in making such 
sale, I will sell each of the respective 
parcels 
of property 
upon which 
said 
taxes are a lien to the person who will 
take the least quantity of. land, or In 
case an undivided interest is assessed, 
then the smallest portion of the interest 
and pay the taxes and costs due, includ- 
ing fifty cents for each tot, piece or tract 
of l.ind separately assessed. Each pur- 
chaser at said delinquent tax sale will re 
ceive a eerllticatp of salo irom said Tax 
Collector and said re.il property will be 
sold subject to redemption within 
the 
time and upon the condition established 
hy lesolution of the Sanitary Board of 
said District. 
JAMES B. BARBER, 
Tax Collector of the County of Ala- 


mcda. 
Dnted at Oakland, this 4tb day 


June, Wt 
G-1006 Contra 
Costa 
\Vater 
Com- 
pany—Tract ol" Id bd n by 
Charter 1 of City of 
Oak- 


land, e by 'Id of A B Stev- 
ens et :il. s b> Fruitvale Hd 
anrl Putnam Tract, and w 
by 
Id of F 
Hamilton, 
12 


33-100 acres; 


AlsoTract of Id bd n by Kiult- 


vale Hd, e bv Id of ,M K 
Plaw, s by 
iSfust ^Tth st, 


and 
w by C.-ntral ave, 2 
acres 
Franchise of 
the 
Contra 
Costa "Water Company 
for 
that porn of Mamcda Co 
•nithln the limits of Fruit- 
vale Sanitary District No -' SS .0 


64029 L 
F 
Snerburne—Pee of Id 
bes at a pt nn the ne 1 of 
East 27th st 
SOU 30-100 ft 


nw fm Centr.il ave. th nw 
50 ft by 100 fi ne and imps 8 in 


64029 L F Shi-rburnc--Pers prop... 1 -3 


IN BL,ASD:Jb TRACT 


64050 E B Smith—Mni'tRasee's 
In- 


terest, 
in 
Blasdel 
Tract, 


map tiled of record in the 
office of 
the 
Recorder 
of 
Alameda Co. lot '). blk 2 


G4056 Linn A Gilllsp!.—In 
Blasd.el 


Tiact, map 
liled of record 
Intbe oaice of the Recorder 


of Alamnta Co. lots 21 and 
2j. blk 
-2 
64061 J J Johnson—Mortgagee's In- 
t 
terest. 
In 
l;lasdel 
Tracr, 


map filed of record in the 
office 
of the 
Recorder of 


Alameda Co, lots 27 
and 


2S, blk 2 


da Trait, map filed of re- 
cord in the office of the Re- 


coi der of Alarnuda Co, lot 12, 


Vilk 12. and imps 
a 50. 


64159 Alary Sousa—In 
North 
Ala- 


meda Tract, map 
tiled of 


iccord in the ofhre of the 
Hecorde.- of 
Alameda 
Co, 
- * 
lots 24 and 25, blk 19 and 
:mps 
7S 


641S2 Adelaide 
Jacob.4—In 
North 


Alameda Tiacl. map 
lilcd 


of record in the office of tho 
Reorder of 
Alameda 
Co. 
lot 5, blk 24 and 
imps 
2 16 
641S5 Charles 
Sllva — Mortgagee's 


ilerest, in North 
Alameda 


Tract, map 
riled of rvcoru 


In the office of the Recorder 
of Alameda Co. lot 44, blk 
-'4 
' 
i u6 


IN RliQVA HOMESTEAD 


64L'03 Jane F MllKanis—Mortgagee's 


interest, in Reyua Hd. mnp 
tiled ut ivccid In tho 
ffice 
of the Ueeuruer of Alameda 
Co. pee of Id bvpr at a pt 
240 ft 
< im w 1 nf Rcqu.t " 


Hd. und 150 ft s fm s 1 of 
East l-'lh st th e :i3 ;!S-10i> 
ft by 74 !>s-.i)0 ft s, por of 
lot 7 
i 60 


IN 
PARK 


of. 


G4207 Charles 
S 
1> Molntosh—In 
Kdon JP«!k. :n.iii filed of re- 
cord In the 
iiilln- of 
the 
Recorder of 
AKtmoda 
Co. 


w 40 ft of Kit 1. hlk 1 
5 06 


S4225 S B Spaniard—lu i:.!,--n Park, 
map lilcd of n ^n: d jn the 
oliice of tliL 
H. c.irder 
of 
Alameda Co. IOL II. blk 2.. 
2 30 


IN OAK TREE FARM TRACT 


64244 A B Coffman— In 
O.ik Tree 
Farm 1 i-.u-t. map 
!;!,-d of 


I ecord In the otiic" of tin- 
Ri-cordei of 
Alum^:.-! 
Co. 


n 25 ft of s 50 ft of lot 5. 
hlk B, and imps 
It 


64257 William 
F 
Doig—In 
'>,ik 
Tiee Farm Truft, map :ned 
of recoi u in the 
oliice of 
the Recorder 
of 
Alamoda. 


Alameda Co. pe-e of Id bep 
at a pt on the n 1 of Mon- 
roe st 
OS ft e fm Joth H.M.', 


th e 7 fl by 125 tt n, por of 
lo»12, blk "B 
76-' 


64333 John 
Molo—l.i 
Oak 
Tree 
Farm Tract, sub of lots 3 
nnd 6. map 
liU'd of record 


in the onice of tne ivi-cord- 
cr of Alanuda Co. lot 21 
and n 15 It of lot 20, blk 
K, and imps 
4 09 


04342 W 
F 
Williamson—.Mortga 
gee's interest, In Oak Tree 
Farm Tract, sub of lots ff 
and 
U, map 
liled of record 


in the office of the Recorder 
of Alamoda Co. lots 1 to S, 
II 12. 15. 1C. 17. nw 15 ft of 
!ot 10. se 15 ft of lot 13. sw 
20 ft Df lot IS, and lots 22 
to 27, blk E 
4 51 


C4350 .N" 
J 
Bird—Mt>rtKnBce'.« 
in- 
terest, in O ik Tree Farm 
Tract, m;ip filed of record 
in the oflice of the Record- 
er of Alameda Co, .ill ex- 
crpt por assessed to P R 
Ci;nr.in£num 
of lot 
1, blk 


F 
5 OS 


C4375 John 
R 
Cnus—Mortjjajrce's 
interest, in oak Ti"e Farm 
Tiact, map filed of record 
In th" office ol' the Hfcord- 
fr of Alamcda Co. ne 175 
fl of blk H 
10 84 


64379 L 
J> Solomons et 
a!—Mcirt- 
gaeoc's 
interest. 
in 
Oak 


Tl ee Farm Tract, map filed 
of record in ihc oflice of the 
Recorder 
of 
Alamedn 
Co, 


))co of 
1*1 
b< g at a lit on 


the ne 1 of fast llth st 272 
ft se fm Howard st, tn n.. 
200 ft. nw 
2_' ft. nc 101 ft, 


to center 1 of Satisal Creek, 
th 
f= and s" a!~>ns center 1 


of said Cre. k 
to no 1 of 
Kast 1-ith st. th nw 150 ft 
to bog. po:- of blk G 
3 9» 


IN SHVI: ESTATE 


G43S9 J E Sweet—In Shuoy Estate, 
map 
filed of record in the 


oflice 
of the 
Recorder of 


Alameda Co. pep ol Id beg 
"nt a pt on th" s J of HunT 
ave 
170 ft 
\v 
fin 
Shucy 


11 ve, th 
w 36 20-100 ft 
by 


:3,"i ft s. poi of lot 1 and 
Imps- 
4 3« 


643D-: Chai'.es Jl 
Buck—In 
Shuey 
Estate, map 
filc-d of record 


in the oliice ot the 
Record- 


er of Alamcda Co. pee ol 
Id beg ut a pt on the w 1 
of Shuey ave 274 ft s fm 
Huff avo. th s 50 ft by 2(Mi 
3-12 ft w, por of lot 2 and 
• 
imps 
3 68 


64404 li KiamPr—In Shuey Estate, 


map filed of rccoid in the 
offico 
of 
the 
Recorder of 


Alumedu 
Co. n 
21S 3S-1UO 


ft of '.ot 6. and imps 
2 57 


64405 S 
P 
Hail—Mnrtgagec's 
in- 
lerest, 
in 
Shuoy 
Estate, 


map 
filed of record in thc- 


ofllce 
ol 
the 
Recorder 
of 
Alameda 
Co, n 21S 38-100 


ft of lot ii 
4 36 


IN GH1RARDELLI TRACT 


64437 G 
P Delpino—In 
Ghliardelli 
Tract, map 
filed of record 


In the office of the Record- 
er of Alamcda Co. lots ir> 
and 17 
: 
3 81 


6440 Frank 
V Acker—In 
Ghirar- 
delli Tract, map filed of re- 
cord In the oftice of the Re- 
corder of Alameda Co, lot 
19 
3 98 


64455 J 
F Cross—Mortgagee's 
In- 
terest. In Ghlrardelll Tract, 
map filed of record in the 
office 
of the 
Recorder 
of 


Alameda Co, lots 34 and 
35 
3 08 


IN' H BALDS 
TWENTY-THIRD AVE 
TRACT 


64476 L 
Mullins— In 
Hcalds 
23d 


Ave 
Tract, map 
Tiled of 
record In the oilh-o of the 
Recordr'r of 
Alanieda 
Co, 


lot 0, blk A 
............ 


64488 G L Fltz— In Ilealds 23d Ave 
Tract, map 
Jiied of record 


in the oltlcc of the Record- 
er of Alain" la Co. lots 2l, 
22, and 23. 1 !k A. and imps 


G44S9 L-aura. 
Smoot — Mortgagee's 
Interest, 
In 
Healds 
23d 


Ave 
Tiact, 
map 
Hied 
of 
record m the otllce of the 
Reoordt i of 
Alnmt-da 
Co, 


lots Jl. 22 11 nd 2:i. blk A.. 


64490 Mat tic K Applinsr— In 
Moulds 


2:id 
Avc Tract. ,map fikd 


of incird Ir the oflice of 
th" 
Recorder of 
Alnmeda 


Co, pee of Id hep- at a pt 
on tl-e sw 
1 of Kasl 
23d 


?t 16535-100 ft nw fm 23d 
ave. th nw .:5 ft by 110 ft 
ft sw. por of lots 1 and 2, 
blk B. and imps 
........ 


G450I <3 A 
Wi'lnhPPB — In 
Hcalds 
23d Ave Tr.'ict, map 
liled 


of record In the olllcc of the 
Recorder 
of 
Alameda Co. 


s 20 ft of 11 TO ft of e 29 ft 
of lot 16. blk B and imps.. 


i>4535 Laura 
Smoot — Mortgagee's 
interest, in Henlds 231 Ave 
Tract, map 
filed of record 


in the c!ilce of the Record- 
er of Al;;mfda Co, lots l.'i 
and H. blk D 
........ 


4S 46 


5 46 


1 89 


1* 29 


JN NORTH ALAMEDA TRACT 


B4109 E L Youiie— In North Alaroe- 


1 02 


2 «» 


1 0« 


3 14 


I VI 


IN LAI HAM 
TERRACE 


64546 Edith 
M 
Abel—MortKasPC's 
Interest. 
in Latham 
Ter- 
race, 
map 
liled of record 


in the oflice of the R--cu:dcr 
of Alameda '^o. l'»! 2 ami e 
9 33-100 ft or lot I. hlk B.. 3 2« 


64580 A Anderson—Mortgagee's in- 
terest, in Latham Tl rraci-. 
map tiled of iccoid in the 
olflce of 
th" 
Record"!' 
of 
Alumeda Co. lot 5. I,Ik D.. 
2 It 


64603 I L Saxton—In L.itham Tt-r- 
r.'ice. map 
illed of rcco.d 


In the office uf the Reooidcr 
of Alamoda Co, lot 5. blk F 
1 £3 


64623 G?orge C Harrison—In I-ath- 
am Terrace, map 
tiled of 
ncord in the oliice "f th" 
Recorder 
of 
Alamed-i 
Co, 


lot 20, folk H. Imps and pp,.. 1 9t 


IN PUTNAM TRACT 


64666 P 
D 
Hrown—In 
Putnam 
Tract, map 
filed of record 


in the office of the Record- 
er of Alnmi-da Co. lots 5 
and 6, blk '...., 
1 63 
JAMES n. BARBKll. 


Tax Collector of the County of Ala- 


meda County. California. 
N 


Dated at Oaklatd. tM» 4th' day *t 
Junn. 1004. 


2 
** SATURDAY EVENING 
OAKLAND TRIBUNE 
JUNE 4,1904 


WATER CASE 


'(Continued From Fa.?e l.> 


that the time.was inadequate in \vliich 
to reply to the complaint, •: he speaker 
having, -'as he "said, -'spent- eleven .hours 
yesterday in dictating an answer to 
the complaint and yet he lind not. be en 
able to complete the work. The hill 
of exceptions -of 
the. Spring Val;c'y 


"Water Works contained, he declai ed 
25,000 words and notice 
had 
been' 


served in San Francisco on . Frldiiy 
last. It had been a physical impos4- 
biHty to prepare an answer to it or to 
consult the members of. the- Board of 
Supervisors, who were co-defendants 
In the complaint. 


COMPANY'S PLANT. 


'Attorney Kellogg, who 
represent'jcl 


the -water-company,'declared that the 
city of San Francisco had valued the 
company's plant at $23,000,000, when, in 
fact, the plant was really worth $27,- 
000,000, and that the city valuation did 
violence to the company by allow.ing 
rates only on the reduced valuation, lie 
was -willing, to. agree to a .continuance, 
provided there was corisent to a temj o- 
rary Injunction pendente lite. JHe would 
give a 'bond In any amount to. guaca r.- 


by- the middle of the week. 


Partridge said he thought he might 


be ready, 
but 
suggested that 
an 


earlier date than Friday be not fixed. 


It was at this juncture that the 


court made the inquiry above referred 
to regarding the time the Oakland case 
would take and then 'set the hearing 
of both the OakUjnd and San Fran- 
cisco cases for Wednesday and Friday, 
respectively, as appears in' the fore- 
going. 
CIESiyBUNCIS 


(Continued-on Page 4.) 


took the stand and told his" story it 
would be made plain that Young did 
not kill himself and had no intention o£ 
doing so. 


FATHER CAULS. 


The father and brother of Mrs. Pat- 


terson, %vho are here from Washington, 
called at the Criminal Court's building 
today. Beyound expressing their belief 
in her innocence, they declined to dis- 
cuss the case. 


MADE THREATS. 


Since Saturday much that has im- 


portant bearing upon the case has been 
brought to light by detectives and the 
district attorney's office. 


Reports current of relations between 


the dead bookmaker and Mrs. Patter- 
son have been investigated and state- 


the Coroner's office by,her sister. Mq$. 
J. Morgan Smith, and "seemed much 
more composed than she was on Sat- 
urday, but she was very pale. 


She was-represented by flve attor- 


neys. 


Assistant District Attorney Gafvan I 


said a postponement was necessary i 
because Mrs. Young, who was expected ! 
to be a very Important witness, was too 
ill to appear. Mr. Garvan held {hat 
$10,000 should be the minimum bail re- 
quired, saying: 


"If this woman Is guilty of any crime 


at" all, she is guilty of murder in the 
first degree." 


"I believe 
that the process under 


which this investigation is being con- 
ducted," said Attorney Levy, for Mrs. 
Patterson, "Is entirely Inadequate and I 
as satisfied that I could obtain this 
woman's release by a writ of habeas 
corpus from the Supreme Court." 


CASE ADJOURNED. 


Coroner Brown then announced that 


he would adjourn the case until Fri- 
day and fixed the bail at J5000.. 


NO BAIL. 


District 
Attorney Jerome declared 


that he would oppose the release of Mrs. 
Patterson on" bail. He went to the of- 
fice, of Coroner Brown and served no- 
tice that in the event ot a .bondsman 
appearing with bail he would want to 
be heard in opposition to its accept- 
ance. 
* 


"This is a case," said he, "in which 


the coroner has no right to accept bail. 
I shall oppose the release of this woman 
no matter what amount of bail is of- 


Monday June 6th. ' 


The SeasonV 


Greatest Sale of 


Hundreds of Y&rds of Rich 
' 


Dress Ornaments at 
. 


HALF PRICE 


Hundreds, thousands of yards of the trimmings which ba-ve Spring and Summer 


approval; half price on every yard of them; these are the points that make this the season's 
greatest sale. 


rrhe details that follow are convincing: 
. 


Slack Stlk Trimmings 


25. trimmings now 12J/2c $1.00 trimmings now . 50c' 
BOi trimmings now . .25c $2.50 trimmings now J1.25 
Black and Gold Silk Embroidery 


30< trimmings now ,.15c $2.50 trimmings now $1.25 


TBc trimmings now 35e 


Black and Silver Spangled 


Trimmings 


..15c 75o trimmings now . .35o 


firimmings now 20c 


el Trimming 


..15c 
SI.DO trimmings now . .5pc 


. ,20c $1.50 trimmings now . .75c 


Fancy Persian 'Bands in all Colors 


SOc trimmings now . ,25o $1.50 trimmings now . .Too 
$1.00 
trimming.-- now 50o J2.00 trimmings now $1.00 


Black Spangled Trimmings 


50c trimmings now . .25c $1.50 trimm.ngs now . .75o 


- TBc trimmings now . .35o $2.00 trimmings now $1.00 


White and Colored Pearl 


Trimmings 


$1.00 trimmings now 50e $2.50 trimmings now $1.25 
Fancy Collars in Black, White 


and Colors 


$5.00 collars now ..$2.50 $10.00 collars now .-$5.00 
$6.00 collars now ..$3.00 $14.00 collars now ..$7.00 


v_$_7.50 collars now.. $3.75 


i 
les This Week in the China Store 


e reigns in the China Store, and, for the occasion, special offerings that 


yd Cups and Saucers 


hrt^ sale there has been received 


t. "English flow'ing blue plated and 


I plates—set of six 
50o 


If six 
'. 
65c 


Iset of six 
.-. 
75o 


let of six.. .'. 
....90c 


lot six 
.....: 
$1.00 


Leers—set of six 
$1.00 


Lf six ....'....,..'.:. 
......$'1.25 


|n'tlful Delft blue—50 pieces—for six 


$7.00. the set 


Ye Olde WHlo<w Crockery 


You know tl:e old willow crockery 
--well. 
Your 


grandmother used it and her daughter after 
her. 


Surely her ftaughter's daughter should possess a. set. 
of this charming ware.. 
A fifty-piece dinner, set 
$7.50 


Cottage .Crockery . . 


Corn flower blue Staffordshire .peasant 
crockery, 


admirably, suited for summer cottages,' camping and 
picnicking. 
. 
. 
. 


Cups and saucers 
...,. .. .. «, 10c each. 


Cream pitchers.. .. 
..10e etch 


Chop pfatters 
.. 35c.each 


Cottage set o^ thirty piece's 
$3.CO 


READY 
ON TRIDAYT 


Judge Gilbert said he admitted S in 


Francisco had a short time in which to 
prepare, but It was going to incon- 
venience him to remain. He wanted to 
know If the city could not be prepared 


case <5Ver until Friday. 


Mrs. 
Patterson remained in the cor- 


oner's office while her friends sought 
surety for the bond. 


MORE COMPOSED. 


Mrs. 
Patterson was accompanied to 


TOMORROW'S SALE OF 


BANKRUPT STOCK OF 


CLOAKS 


AT RIDICULOUS PRICES 


I 


Continued 


Demonstration Sale 


Another evidence of our 
-Ic-monptrative policy with our Custom- 


ers In securing Bargains is the -•xtraordinary offers we make here. 


This Time it is a 
Bankrupt Stock 


Consisting of high gradi- Ladies' 
and 
Misses' 
SUITS, 
JACKETS, 


SKIRTS, WAISTS, KIMONAS a id CORSKTS purchased from a large 
and well known manufacturer, 
.vhosc unfortunate failure enables us 


to offer. 


Tremendous Values to Our Patrons 


l 


The prices quoted are fro 


prices. • WE • POSITIVE LY'guar 
under no circumstances do we 
look for and embrace opportuni 
from manufacturers and others 
chase at prices bordering the ri 
benefit of the low prices that we 
•would urge Customers to come 
duplicate 'any of these items af 


Don't miss the rjtmonstra 


enth street side. 


This Sale 
Will Start 
Tomorrow 
and 


tn 25 to 50 per cent under the regular 
nitee every item to be strictly reliable; 
•.ilace here any out of date goods. We 
i"s of various kinds for merchandise 
-vho are pressed for cash. We pur- 
llculous and give our Customers the 
secure through these 
deals. 
We 


at once, from the fact '.hat we cannot 
er they are sold. 
ion Bargain Tables main floor, Elev- 


Continue 
Until every 
Garment 
is sold 


<t 


< 
The House that Saves You Money. 


Tt era wif e a nd "Kan" TaTt ergon life 


sisters. 


Assistant District Attorney Garvan 


says that if Young- committed suicide 
he made up his mind to do so less 
than three minutes before he was shot. 


Members of the Young family would 


like to have the examination of "Nan" 
Patterson postponed for at least twen- 
ty-four hours, but the defense will de- 
mand that there be no de'.ay and Gar- 
van is Inclined to go on with it to- 
morrow. Young's body was given over-to 
his stricken wife this morning. 
She 


is no\v in New Rochelle. at rhe home 
o£ her sister. A physician is near at 
hand all the time. 


"Caesar" Young made little attempt 


to conco.'U his love tor "Nan" Patter- 
son, 
yet ho was determined to break 


off his alliance with the woman. It was 
after she learned that Young had de- 
cided to give her up that she wrote 
several letters which "may have a bear- 
ing in the present case. These letters 
are 
not 
of 
a threatening nature,- 


though" in them "Nan" Patterson an- 
nounced 
that she could not permit 


Young to leave her. 
\ 


NAN'S LOVE. 


No other "man knew so muc'i of the 


manner 
of Young's life as did his 


brother-in-law, William Luse. Young 
told Luse he had at last come to real- 
ize that he had made a great mistake 
in becoming entangled with the _ ac- 
tress. It was upon the advice of Luse 
that Young consented to take a long 
trip 
through Europe. 
Luse advised 


Young to make the woman understand 
he -was in earnest in his Intention to 
leave htr. 


Late Friday afternoon Young learn- 


ed that "Nan" Patterson had spent 
the afternoon at Gravesend, attempt- 
ing to. see him there. 
A telephone" 


message was Deceived from the wo- 
man. 
She told Young she must see 


him, and it is said on good authority 
that she then said that if "Young did 
not come to her she would take her 
life. 
Young told Luse of his threat', 


and, though neither man believed the 
woman would put it Intp^ execution, it 
was decided that Young should see her, 
Luse being near by to prevent 
any. 


sensational demonstration. 
Thereupon 


it was agreed that "Nan" Patterson 
should meet Young and Luse In a res- 
taurant at One Hundred and Sixteenth 
street and Eighth avenue-at 10 o'clock 


SPECIAL 


Idishes—while they last 
5c each 


Japanesj blue boullion cups and saucers with covers—regularly 500—while they last 
25c each 


TAFT 
PENNOYER 


Broadway 
Fourteenth 


Friday night. \ 


Young and Luse roce down to 
the 


restaurant. 
"Nan" 
wf s there by", ap- | 


polntment. She expre sed regret that | 
their last interview, w; s not a private | 
one. 
Luse said that I e was there at ! 


the request of his bro her-in-law and 
has no intention of In erfering. 


AT THE D l t ' N E R . 


"You are not childre i," 
said 
Luse, | 


"and I guess you don't r lind me." 
! 


The woman then Wit 1 drew her objec- | 


tion and faid she was happy 
to 
have i 


Young with her. even !:" they could not; 
be alone. 
A boLtte of champagne 
was j 


ordered, and some light food. 
i 


Other bottles foliowec, 
and -until' 
1 < 


o'clock 
Saturday 
moi nlng 
they 
sat j. 


talking. The "woman" s< emed fairly sat-' 
isfied, talked 
freely 
an I .appeared - to 


i realize.-, that all was o\ er between her- 


b'elf and 
Young. 
But aftei- they 
hac 


had a few drinks she ;aid: 


"Caesar, you cannot 
J .-ave me. 
Even 


If you go to Europe y m cannot forget 
so what, is the us&? 
I shall 
not le" 


you go." 
' 
. . 


Young told her that she was foolian 


and said she must real ze that what ht 
was about to do ' was the best 
thing 


fur 
both. 
He said si- i coulcl not de-" 


ter him from the trip. 
She cried quiet- I 


ly and 
then became ; Imost hysterical j 


and Young grew impatie u 
! 


"Nothing will stop me from going," he j 


said. 
"You have known for a long time 


that I intended breakln; it off. 
I have 


loved you and do love you now, but I 
will.travel until I forget you. 
1 will stay 


abroad a year, if necess try." 


"You 
shall not go," 
-"as the'woman's 


response. 


"I 
sliall—I 
will 
ti morrow," 
was 


Young's reply. 


"Then I'll be at th« p er and there will 


be trouble." 
'^ 


That appeared to mat e Young exceed- 


ingly angry. At first h< told' the woman 
she was making a fool of herself. Then 
he seemed to think It all a joke a^d 
tried to laugh her out < . iter fjlly. 


"You do not know i-hat ship I «al) 


on," he aaid. 


"Yes. 
I do," 
said the woman'-'; 
"and 


I'll be at the pier to mal\e things lively 
for 
you." 


• Young said if she would be good hi' 
would call for her in the moraine and 
T\ould 
let 
her 
ride down town 
with 


him. 


Young's partner, John • Millln, 
says 


"Nan's" brother-in-law 
had 
a 
pisto' 


like that found in th-, cab.k 
. 
; 


Young Corbett is an ardent admirer of 


"Nan." His manager, Pollock, 
offered 


bail for her on Saturday, which was re 
fused. 
-, 
. 


SHE 
IS CHEERFUL. 


NEVT YORK, June-6.—On the verge of 


collapse 
yesterday, -"Nan'" 
Patterson 


arose cheerful this morning. The women 
in her tier -of cells are given the liberty 
of the rectangular 
corridor 
and 
after 


breakfast they began exercising in this 
space, walking/back and forth. 
Mrs. 


Patterson's dress was.in broad contract 
to the gowns of the.other prisoners, .but 
she displayed none of the mannerisms -of 
the show girl. She was affable and 'tried 
to be cheerful. 
Slie spoke to the other 


prisoners and three young women at- 
tracted her attention and she joined 
them. 
She .talked with them at length, 


learning their-names-and why they wort 
prisoners and then the four exercised • to- 
gether. 
As the keeper expressed It, sho 


"grew qujte chummy" with the young 
women. 
• 
•* 
** 


. At 10:30 o'clock Henry Unger, counsel 
for Mrs. 
Patterson, called. 
The confer- 


ence lasted an hour and when Sirs. 
Pat- 


terson 
returned 
to 
the 
corridor she 


seemed satisfied she would not be held. 
She was so cheered that she tried to give 
encouragement to 
the other 
urisoners 


and made the day pass as pleasantly as 
possible In the coneested corridor. 


WASHINGTON 
GIRL. 


WASHINGTON, June 6.—it was ascer- 


tained' last'night that Miss "Nan" 
Pat- 


terson, who has been arrested-, by the 
police of New York City in connection 
with the shootins of Caesar Young, the 
turfman, is a '-Washington -girl, i Her 
lather, Joinr B. Patterson; Is well known 


in real estate circles of this- city. 
Jt 


was said last: night tl:at Patterson was 
in New York looking after his daughter's 
Interests. 
Members of the family re- 


mained in the. city yesterday and refused 
to discuss the subject, of the Young 
shooting. 
/ 


-*— 


TEACHER. TAKES 


HIS LIFE 


HE HAD LONG BEEN A VICTIM OF 


. 
INFLAMMATORY RHEUM.- 


ATI8M. 


BEBKELEY, June i>.—Andrew John- 


son, a teacher in th'i Berkeley public 
schools, has just received word that his 
brother. Lee Johnson, committed suicide 
in Alturas, Modoc county, yesterday, af- 
ter a prolonged Illness from inflammatory 
rheumatism. 
The young man had suf- 
fered so .long from tlie disease that it 
had possibly turned hiK mind. 
The dispatch received here did not 
state that Johnson had taken his life, but 
stated that an Immediate funeral would 
be necessary. The dec< ased was 20 years 
of age and a nativ& of California. 
Be- 
sides a wife and two children he leaves 
a -"brother and sister, Miss Meree John- 
son of 1722 Filbert street. 
SAYTosfsiiip~~ 


WAS MERCHANTMAN. 


, CHE FOO. June 6. 4 p. m.—Russian re- 
ports vary regarding the sinking of : 
Japanese vessel oft Talienwan. It is be- 
lieved it was a merchantman. 
CHE FOO, June 6. :.' p. m.—The Rus- 
sian Consul here has received new tha 
a large Japanese vessel has been gunk 
by a mine off Talienwun. The news ha: 
not been confirmed. 
. • 


KILLED 
BY 
A TRAIN. 


EIVEBSIDE. June 6.—Hh.omas Mc- 
Creedy, and old resident of this city, 
-was-run over and Killed 
here 
this 
morning by a Salt Ltike train at Palm 
avenue crossing. 


WILL JAPAN GET 


PHILIPPINES? 


RUSSIA'S 
STATESMEN 
DISCUSS . 


THE CESSION OF ISLANDS 


TO LITTLE BROWN 
MEN. 


" SOS 
PETERSBURG, ' 'JuTie " 8.—The 
' 


Novoe Vreyma 
today 
discusses"'" quite"' • 
1 


seriously the report that 
the United . * 
States intends to concede the Philippines 
to Japan, and argue* that the far-seeing - 
Yankee, 
anticipating 
the 
inevitabli 


future conflict with- Japan, prefers tc 
sell the Islands Instead 
of 
defending 


them, 
having thereby learned Russia': 


lesson of the present -war, namely, the 
: 


difficulty of holding territory so far from 
the base. The paper adds: 


"Europe certainly was not pleased at 
'„ 


the exchange of Spanish for American 
domination In the Philippines, but 
the 


latter is a thousand times more agree- 
able than to see Japan Installed there, 
where she would be a constant menace 
to Europe's Asiatic interests.. England .: 
will have to look well to her position In - 
India, France to Indo-China and even 
Holland to Java. The only consolation 
is that'the cession may keep Japan quie 
for a number of years." 


if 


STORE 
DYNAMITED. 


GOLDEN. B.-C.. June 6.—Early this 
' 


morning a. terrific 
explosion 
which 


shook every building In Golden, awuk- 
_, 


eried the inhabitants with a suddenness 
that brought to mind the Frank dls- 
• 


aster of last year. W. A. Alexander's . 
Jewelry store had been dynamited. The 
building is a. total 
wreck 
and the 
stock of jewelry and watches blown to 
atoms. There is no clue yet to the per- 
- 
pttrators of the outrage. 


' I f You''Buy Your Fornrtura 
: 


And carpets before seeing our stock and 
getting our prices, you will be almost 
sure to say, "I am sorry I did so." 
Dis- 
count for cash, or easy payments. C. W. , 
Klnaey. B27-B29 Twelfth street, between 
Clay and Washington streets. 
" 


I 


